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Title 3— 

The President 


Proclamation 5309 of March 21, 1985 

Afghanistan Day, 1985 


By the President of the United States of America 
A Proclamation 

In a time of prosperity, we do not think of hunger and hardship. In a time of 
peace, we do not think of suffering and war. In a time when our families are 
together and healthy, we do not think of the pain we would feel if they were 
pulled apart. Yet. for the people of Afghanistan, it is impossible to escape such 
thoughts, because terror, hardship, and suffering have become an everyday 
way of life ever since the Soviet Union brutally invaded and occupied their 
country over five years ago. 

March 21 is the start of a New Year for the Afghan people. It is traditionally a 
holiday when they bring their families together to celebrate life’s new begin¬ 
nings and to rejoice and give thanks for Cod's many gifts. 

But in Afghanistan today it may be hard to remember the days when their 
country had peace, when there was enough food to eat, and when their homes 
were safe, for the overwhelming majority of Afghans are engaged in a fierce 
struggle to end the Soviet occupation of their country and the rule of the 
puppet regime headed by Babrak Karma!. 

The year 1984 was an especially hard one for the Afghans. The Soviets have 
become frustrated with their inability to crush the spirit of the Afghan 
Freedom Fighters and are increasingly turning their military might against the 
civilian population of the country, forcing hundreds of thousands more inno¬ 
cent people into exile away from their homeland. 

Reports of Soviet atrocities and human rights violations are increasingly 
gaining the attention of the world's public. Respected organizations such as 
the United Nations Commission on Human Rights. Amnesty International, and 
Helsinki Watch have recently released studies detailing the terror that the 
Soviets and the Karmal regime regularly inflict on the people of Afghanistan. 
Karmal’s tenuous, and brutal, hold on power continues only because his rule is 
supported by more than 100,000 Soviet occupation troops. 

All Americans are outraged by this growing Soviet brutality against the proud 
and freedom-loving people of Afghanistan. Moreover, the entire world commu¬ 
nity has condemned the outside occupation of Afghanistan. Six times, in fact, 
the UN General Assembly has passed strong resolutions—supported by the 
overwhelming majority of the world’s nations—which have: 

—called for the immediate withdrawal of foreign troops from Afghanistan; 

—reaffirmed the right of the Afghan people to determine their own form of 
government and choose their economic, political, and social systems: 

—reiterated that the preservation of the sovereignty, territorial integrity, 
political independence, and nonaligned character of Afghanistan is essential 
for a peaceful solution of the problem: and 

—called for the creation of conditions that would enable the Afghan 
refugees to return voluntarily to their homes in safety and honor. 

All Americans are united on the goal of freedom for Afghanistan. 1 ask the 
American people, at a time when we are blessed with prosperity and security, 
to remember the Afghan struggle against tyranny and the rule of government- 
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by-terror. We stand in admiration of the indomitable courage of the Afghan I 
people who are an inspiration to all freedom-loving nations around the glob* I 

Afghanistan Day will serve to recall the fundamental principles involved I 
when people struggle for the freedom to determine their own future and the I 
right to govern themselves without foreign interference. Let us. therefore. I 
resolve to pay tribute to the brave Afghan people by observing March 21. 1985. 
as Afghanistan Day. Let us pledge our continuing admiration for their cause 
and their perseverance and continue to do everything we can to provide 
humanitarian support to the brave Afghan people, including the millions of 
Afghan refugees who have been forced to flee their own country. 

NOW. THEREFORE. I. RONALD REACAN. President of the United States of 
America, do hereby proclaim March 21.1985, as Afghanistan Day. 

IN WITNESS WHEREOF. 1 have hereunto set my hand this twenty-first day of 
March, in the year of our Lord nineteen hundred and eighty-five, and of the 
Independence of the United States of America the two hundred and ninth. 


|KR Doc. ns-nuo 
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Presidential Documents 


Proclamation 5310 of March 22, 1985 

National Skin Cancer Prevention and Detection Week, 1985 


By the President of the United States of America 
A Proclamation 

Skin cancer is the most common cancer in the United States. It accounts for 
between 30 and 40 percent of all cancers and is increasing at a significant rate. 
Approximately 18.000 Americans will develop a primary melanoma and over 
500,000 Americans will develop nonmelanoma skin cancer this year. Epidemi¬ 
ological studies show that the incidence of melanoma has doubled every 
decade since the 1930s and is now increasing at a faster rate than any other 
cancer, except lung cancer in women. 

Melanoma has a mortality rate of 25 percent and causes 5,000 deaths per year, 
and nonmelanoma skin cancer causes another 2.000 deaths per year. The 1983 
National Institutes of Health Consensus Conference on Precursors to Malig¬ 
nant Melanoma found that the incidence of melanoma and the number of 
deaths from melanoma are increasing in many areas of the world and found 
evidence that early recognition and surgical removal of melanoma make it a 
highly curable cancer. 

Patients with increased risk of developing melanoma and nonmelanoma skin 
cancers can be identified, and early treatment of melanoma and nonmelanoma 
skin cancers results in high cure rates. 

Sun exposure is an undisputed cause of nonmelanoma skin cancer and is an 
important factor in the development of melanoma. The number of skin cancers 
can be reduced through sun protection measures such as the use of sunscreen¬ 
ing lotions and simple changes in lifestyle. The American Academy of Derma¬ 
tology and State and local dermatologic organizations are committed to 
heightening the awareness and understanding of melanoma and nonmelanoma 
skin cancers among members of the general public and the health care 
community. 

The first Melanoma and Skin Cancer Prevention and Detection Program, a 
coordinated national voluntary effort of professional dermatological organiza¬ 
tions to reduce the increasing incidence of melanoma and nonmelanoma skin 
cancers and to better control such cancers, will be conducted in March 1985. 

The Congress, by House Joint Resolution 85. has designated the week of 
March 24. 1985. through March 30. 1985. as “National Skin Cancer Prevention 
and Detection Week’* and authorized and requested the President to issue a 
proclamation in observance of this event. 

NOW. THEREFORE. 1. RONALD REAGAN, President of the United States of 
America, do hereby proclaim the week of March 24, 1985. through March 30. 
1985. as National Skin Cancer Prevention and Detection Week, and 1 urge 
health care professionals and all other interested persons and groups to assist 
efforts to advance the prevention and detection of skin cancer. 
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IN WITNESS WHEREOF. 1 have hereunto set my hand this 22nd day of 
March, in the year of our Lord nineteen hundred and eighty-five, and of the 
Independence of the United States of America the two hundred and ninth I 
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Proclamation 5311 of March 22. 1985 

Cancer Control Month, 1985 


By the President of the United States of America 
A Proclamation 

The past year has witnessed steady, encouraging progress against cancer. The 
latest data show that 49 percent of all patients diagnosed with cancer survive 
Five years or more. This compares with 48 percent last year and 40 percent the 
year before. And because of the lag time in collecting data, we believe the true 
rive-year survival rate is better than 50 percent. For some of the major 
cancers, more than two-thirds of patients will survive beyond this five-year 
mark. 

In addition, we are seeing steady gains in survival for patients with a number 
of specific cancers: melanoma. Hodgkin's disease and cancers of the lung, 
colon, prostate, and testis. For children under age 15 who develop cancer, the 
five-year survival rate has risen to GO percent, up from 53 percent last year. 

This record of continuing, steady gains assures us that we can meet our 
national goal for the year 2000: to reduce the 1980 cancer death rate in this 
country by one-half. 

This is a realistic and achievable goal, built on the deeper understanding of 
cancer that we have derived from our research over the past decade and a 
half. We now have evidence, for example, that an individual can reduce 
personal cancer risk by a number of lifestyle choices. Quitting smoking is the 
single most important step an individual can take to reduce cancer risk. There 
ore also a number of choices we can make in our daily diets that may help to 
reduce cancer risk, such as increasing the amount of fiber-rich foods, including 
fruits, vegetables, peas and beans, and whole-grain cereals. Another is to 
reduce the amount of fat in our diet. 

Research designed to answer questions about ways to halt or prevent cancer 
is ongoing, including twenty-five studies concerning diet interventions. New 
community cancer programs have been formed to bring the latest in cancer 
care to patients in their own communities. A new computerized data base for 
physicians provides the latest information on cancer treatment. Trials of new 
therapies continue to seek better ways to help the cancer patient, and 
research to understand the nature of cancer at the cellular level continues to 
break new ground. We can look into the future with hope and optimism. 

In 1938, the Congress of the United States passed a joint resolution (52 Stat. 
148; 3G U.S.C. 150} requesting the President to issue on annual proclamation 
setting aside the month of April as “Cancer Control Month." 

NOW. THEREFORE, I. RONALD REAGAN. President of the United States of 
America, do hereby proclaim the month of April 1985 as Cancer Control 
Month. I invite the Governors of the fifty States and the Commonwealth of 
Puerto Rico, and the appropriate officials of all other areas under the United 
States flag, to issue similar proclamations. I also ask health care professionals, 
the communications industry, and all other interested persons and groups to 
reaffirm our Nation's continuing commitment to control cancer. 
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IN WITNESS WHEREOF. I have hereunto set my hand this 22nd day of 
March, in the year of our Lord nineteen hundred and eighty-five, and of the 
Independence of the United States of America the two hundred and ninth. 


[KR Doc. *4-7312 
Filed 3-S5-B& 1110 em| 
bill's code 319S-01-M 


ervsjLixk 


















. W 














Federal Rogister / Vol. 50. No. 58 / Tuesday. March 26. 1985 / Presidential Documents 


11835 


Presidential Documents 


Executive Order 12507 of March 22, 1985 

Continuance of the President's Commission on Organized 
Crime 

By the authority vested in me as President by the Constitution and laws of the 
United States of America, including the Federal Advisory Committee Act. as 
amended (5 U.S.C. App. I), it is hereby ordered that Section 4(b) of Executive 
Order No. 12435. establishing the President's Commission on Organized Crime, 
is amended to provide as follows: 

"(b) The Commission shall terminate on April 1, 1986, or thirty days after it 
submits its final report, whichever occurs first." 



THE WHITE HOUSE. 

March 22. 1985. 


|KH Ik*: 

Fllod 3-ZS-«S: 11.11 iim| 
1) I'.tnjs rude 3t<>S-01-M 
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|FR Ooc. S.V73M 


Presidential Documents 


Executive Order 12508 of March 22. 1985 

World Tourism Organization 


By the authority vested in me as President by the Constitution and laws of the 
United States of America, including Section 1 of the International Organiza¬ 
tions immunities Act (59 Stat. 669: 22 U.S.C. 208). and having found that the 
United States participates in the World Tourism Organization us a party to the 
Statutes of the World Tourism Organization (27 UST 2211. TIAS 8307). 1 
hereby designate the World Tourism Organization as a public international 
organization entitled to enjoy the privileges, exemptions, and immunities 
conferred by the International Organizations Immunities Act. This designation 
is not intended to abridge in any respect privileges, exemptions or immunities 
that such organization may have acquired or may acquire by international 
agreements or by Congressional action. 





ire Ooc XV73M 



fUed J-2S-BS: 11:12 am| 
B'ltlnx cod* 31BS -01-M 


THE WHITE HOUSE. 

March 22. 1985. 
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DEPARTMENT OF AGRICULTURE 
Farmers Home Administration 
7 CFR Part 1922 

Appraisal of Single Family Residential 

Property 

agency; Fanners Hume Administration. 

USDA 

action: Final rule. 

summary: The Fanners Home 
Administration (FmHA) amends its 
regulations regarding appraisals of 
tingle family residential properties to 
implement the provisions of Pub. L 98- 
181. ' Rural Housing Amendments of 
1963“. The circumstances requiring this 
action are changes in authorizing 
statutes for Federal agencies 
administering housing loan programs to 
permit the use of fee appraisers. The 
intended effect of this action is to 
establish the procedure for using 
contract appraisers in a pilot project. 
effective date: March 26.1985. 
for further information contact: 
lames W. Craun, Senior Loan Officer, 
Single Family Housing Processing 
Division. Fanners Home Administration, 
USDA Room 5338, South Agriculture 
Building. 14lh and Independence 
Avenue, SW, Washington. DC 2025a 
telephone (202) 382-1480. 
supplementary information: This 
final action has been reviewed under 
USDA procedures established in 
De partmental Regulation 1512-1, which 
implements Executive Order 12291, and 
has been determined to be exempt from 
those requirements because it involves 
only internal Agency management. Pub. 
L 98-181 requires the use of fee 
appraisers to expedite the processing of 
applications for housing loans and 
grants. At the present time FmHA 
employees are doing all rural housing 


appraisals. This action will enable the 
agency to use contract appraisers under 
certain conditions to do rural housing 
appraisals so as to expedite the 
processing of rural housing loans. The 
FmHA plans to phase in the use of fee 
appraisers by first setting up some pilot 
projects in selected FmHA county 
offices. With information gathered from 
the pilot projects, the FmHA expects to 
write regulations to implement a fee 
appraiser program nationwide. 

It is the policy of this Department to 
publish for comment rules relating to 
public property, loans, grants, benefits, 
or contracts notwithstanding the 
exemption in 5 U.S.C 553 with respect 
to such rules. This action, however, is 
not published for proposed rulemaking 
since it involves only internal Agency 
management and publication for 
comment is unnecessary. 

The Catalog of Federal Domestic 
Assistance programs affected by this 
action are: 

10.405—Farm Labor Housing Loans and 
Grants 

10.410—Low Income Housing Loans 
10.417—Very Low Income Housing 
Repair Loans and Grants 
10.420—Rural Self-Help Housing 
Technical Assistance 
10 421—Indian Tribes and Tribal 
Corporation Loans 
This action does not adversely affect 
any FmHA programs or projects which 
are subject to intergovernmental 
consultation as the information required 
by the action is already being furnished 
on a voluntary basis. 

This document has been reviewed in 
accordance with 7 CFR Part 1940. 
Subpart G. “Environmental Program.*’ It 
is the determination of FmHA that this 
action does not constitute a major 
Federal action significantly affecting the 
quality of the human environment and In 
accordance with the National 
Environmental Policy Act of 1969. Pub. 

L 91-190, an Environmental Impact 
Statement is not required. 

List of Subjects in 7 CFR Part 1922 

Loan programs—Housing and 
community development. Low and 
moderate income housing, Rural 
housing. 

PART 1922—APPRAISAL 

For the reasons stated in the 
preamble. Subpart C of Part 1922, 
Chapter XVUL Title 7 of the Code of 


Federal Regulations is amended as 
follows: 

Subpart C—Appraisal of Single Family 
Residential Property 

§1922.101 (Amended) 

Section 1922.101 is amended by 
redesignating paragraphs (a) and (b) as 
paragraphs (b) and (c) respectively and 
by adding a new paragraph (a) to read 
as follows: 

§ 1922.101 General. 

• • • • • 

(a) Appraiser. Only an employee 
designated by the State Director or a 
contract appraiser selected by the State 
Director as authorized by the National 
Office may appraise a single family 
housing property. 

• • • • 4 

Authority; 42 U.S.C. 1480: 7 CFR 2-2* 7 CFR 
2.70. 

Dated: March 6. 1965. 

Dwight O. Calhoun. 

Acting Associate Administrator, 

|FR Doc. 85-7079 Filed 3-25-85; 8:45 ntn) 

BIUJMQ COOC S410-07-M 


7 CFR Part 2018 

Availability of Information 

agency: Farmers Home Administration, 
USDA. 

action: Final rule. 

summary: The Fanners Home 
Administration (FmHA) amends its 
regulations for obtaining information 
under the Freedom of Information Act. 
This action is taken to reflect changes in 
the operation of the Agency. The 
intended effect is to inform the public of 
the procedure for requesting information 
from the Agency. 

EFFECTIVE DATE: March 26,1985. 
for further information contact: 
Virgle L. Cunningham. Jr.. Freedom of 
Information Office, Directives and 
Administrative Services Division. 
Farmers Home Administration. USDA, 
Room 6B&L South Agriculture Building, 
Washington. D.G 20250. telephone (202) 
382-9638. 

SUPPLEMENTARY INFORMATION: This 
final action has been reviewed under 
USDA procedures established in 
Departmental Regulation 1512-1 which 
implements Executive Order 12291 and 
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has been determined to be exempt from 
ihose requirements because it involves 
only internal Agency management. The 
revision provides current administrative 
procedures for supplying records to the 
public under the Freedom of Information 
Act. as amended. It is the policy of this 
Department that rules relating to public 
property, loans, grants, benefits, or 
contracts shall be published for 
comment notwithstanding the 
exemption in 5 U.S.C 553 with respect 
to such rules. Thi3 action, however, is 
not published for proposed rulemaking 
since the purpose of the change is 
administrative in nature and publication 
for comment is unnecessary. 

List of Subjects in 7 CFK Part 2018: 

Administrative practice and 
procedure. Freedom of information. 

Accordingly. Subpart F of Part 2018 of 
Chapter XVIil. Title 7. Code of Federal 
Regulations is amended as follows: 

PART 2018—GENERAL 

1 . The authority citation of Subpart F. 
Part 2018, Chapter XVIil, Title 7, Code of 
Federal Regulations reads as follows: 

Authority: 5 U.S.C. 552. 

Subparl F—Availability of Information 

2 . Section 2018.252 is revised to read 
as follows: 

§ 2016.252 Public inspection and copying. 

Facilities for inspection and copying 
are provided by the Freedom of 
Information Officer (FOIO) in the 
National Office, the State Director in 
each State Office, the District Director in 
each District Office, and the County 
Supervisor in each County Office. A 
person requesting information may 
inspect such materials and. upon 
payment of applicable fees, obtain 
copies. Material may be reviewed during 
regular business hours. If any of the 
FmHA materials requested are not 
located at the office to which the request 
was made, the request will be referred 
to the office where such materials are 
available. 

3. Section 2018.254 is amended by 
revising the introductory text and 
paragraph (c) to read as follows: 

$ 2018.254 Request for record*. 

Requests for records ore to be 
submitted in accordance with 7 CFR 1.3 
and may be made to the appropriate 
County Supervisor, District Director, or 
Stale Director or to the Freedom of 
Information Officer. Directives and 
Administrative Services Division. 
Farmers Home Administration. 
Washington. D.C. 20250. The phrase 
**FOIA REQUEST’ should appear on the 


outside of the envelope in capital letters. 
Requests should be as specific as 
possible in describing the records being 
requested. The FOIO, each State 
Director, each District Director, and 
each County Supervisor are delegated 
authority to act respectively at the 
National, state, district or county level 
on behalf of Farmers Home 
Administration to: 

• • • • • 

(c) Reduce or waive fees to be 
charged where determined to be 
appropriate. 

Signed at Washington. D C., on Febroury 
28,1085. 

Dwight O. Calhoun. 

Acting Associate Administrator. Farmers 
Home Administration. 

|KR Doc. 85-7080 Filed 3-25-85: 8:45 am| 

BflLJHQ COO€ 3410-07-01 


DEPARTMENT OF JUSTICE 

Immigration and Naturalization 
Service 

8 CFR Part 103 

Powers and Duties of Service Officers; 
Availability of Service Records 

agency: Immigration and Naturalization 
Service. Justice. 
action: Final rule. 

summary: This final rule amends the 
evidence requirements for applications 
and petitions that are filed by the public 
to gain benefits under the Immigration 
and Nationality Act. Generally, original 
documents such as marriage and birth 
certificates are not returned to the 
person who files and application or 
petition unless the documents are 
accompanied by certified copies. This 
rule requires that original documents be 
submitted with a copy of each. The 
Service will then certify the copies and 
return the original documents unless 
there is a question concerning the 
validity of the documents. Only original 
naturalization certificates and 
certificates of citizenship must be 
submitted as it is illegal to make copies. 
This rule improves efficiency and 
service to the public. 

EFFECTIVE DATE: April 25. 1985. 

FOR FURTHER INFORMATION CONTACT: 
For General Information: Loretta J. 
Shogren, Director. Policy Directives 
and instructions. Immigration and 
Naturalization Service, 425 1 Street 
NW.. Washington. D.C 20536, 
Telephone: (202) 633-3291 
For Specific Information: Thomas E. 
Cook, Immigration Examiner. 


Immigration and Naturalization 

Service, 425 I Street. NW., 

Washington, D.C. 20536, Telephone: 

(202) 633-5014 

SUPPLEMENTARY INFORMATION: This 

change is needed to correct a serious 
problem. In many cases, people who file 
applications and petitions are filing 
them without copies attached, not 
realizing that the Service does not 
automatically return the original 
documents to the applicant or petitioner 
once the case is adjudicated. The 
Service accepts these submissions as 
being properly filed because the 
requirement to attach a copy when a 
petitioner desires return of the original 
is an optional procedure. The Service 
then keeps the original document as 
proof that the case was properly 
adjudicated and as a source document 
for subsequent actions. Normally, these 
original documents are retained in an 
individual file folder relating to the 
person for whom the benefit is sought. 
Usually after several months, the person 
who submitted the original documents 
realizes the Service intends to retain the 
original documents. At that time, in 
order to have the originals returned, the 
person must file a written request, 
submit a fee. and wait while the Service 
locates the file and processes the 
request 

This change will correct the problem 
by providing that applications and 
petitions will not be accepted unless 
they are accompanied by the original 
documents and a copy of each. Serv ice 
to the public will be improved by 
insuring that original documents 
submitted to the Service are promptly 
returned to the applicant or petitioner. 
The current document certification 
procedures concerning attorneys, 
representatives of voluntary agencies, or 
immigration or consular officers arc not 
modified. 

Compliance with 5 U.S.C. 553 as to 
notice of proposed rulemaking is 
unnecessary because the rule relates to 
Service procedures and will benefit the 
public by providing for the prompt 
return of original documents to persons 
who filed applications and petitions 
with the Service. 

In accordance with 5 U.S.C. 605(b). the 
Commissioner certifies that this rule 
does not have significant economic 
impact on a substantial number of smail 
entities. 

This is not a major rule within the 
meaning of Section 1(b) of E.0.1229! 

List of Subjects In 8 CFR Part 103 

Administrative practice and 
procedure, Archives and records. Form* 
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Accordingly, Chapter 1 of Title 8 of 
the Code of Federal Regulations is 
amended as follows: 

PART 103-POWERS and duties of 
SERVICE OFFICERS; AVAILABILITY 
OF SERVICE RECORDS 

Section 103.2 is amended by revising 
paragraph (b)(1) to read as follows: 

§ 103.2 Applications, petitions, and other 
documents. 


(b) Evidence —(1) Requirements. Each 
application or petition must be 
accompanied by the documents required 
bv the particular section of the 
regulations under which submitted. 

Form 1-134 may be used if an affidavit 
of support would be helpful in resolving 
any public charge aspect. All 
accompanying documents, other than 
certificates of naturalization or 
certificates of citizenship, must be 
submitted in the original and be 
accompanied by a copy. Except as 
provided in $S 204.2(j), 212.8(b)(4). 
214.2(h)(5), 214. 2(k) and 214.2(1)(2) of 
this chapter, a copy unaccompanied by 
an original will be accepted only if the 
accuracy of the copy has been certified 
by an immigration or consular officer 
who hus examined the original. A 
foreign document must be accompanied 
by an English translation in accordance 
with the instructions on the application 
or petition form. The translator must 
certify the he/she is competent to 
translate, and that the translation is 
accurate. If any required document is 
unavailable, church or school records, or 
other evidence pertinent to the facts in 
issue, may be submitted. If such 
documents are unavailable, affidavits 
may be submitted. The Service may 
require proof of unsuccessful efforts to 
obtain documents claimed to be 
unavailable. The Service may also 
require the submission of additional 
evidence, including blood tests, may 
require the taking of testimony, and may 
direct any necessary investigation. 

When any statement is taken from and 
signed by a person, he/she shall be 
furnished a copy thereof on request, 
without fee. Any allegations made in 
addition to. or in substitution for, those 
originally made shall be under oath and 
filed in the same manner as the original 
application, petition, or other document 
or noted on the original application, 
petition, or document and acknowledged 
under oath thereon. The status of an 
applicant or petitioner who claims that 
he/she is a lawful permanent resident 
alien of the United States will be 
verified from ofTicial records of the 
Service. Under the conditions 


hereinafter prescribed, the term '‘official 
records." as used herein, includes 
Service files, arrival manifests, arrival 
records. Service index cards. Immigrant 
Identification Cards, Certificates of 
Registry. Declarations of Intention 
issued after July 1,1929, Alien 
Registration Receipt Cards (Form AR-3. 
AR-103,1-151, or 1-551), passports, and 
reentry permits. To constitute an 
"official record" the Service index card 
must bear a designated immigrant visa 
symbol and have been prepared in 
processing immigrant admissions or 
adjustments to permanent resident 
status. The other cards, certificates, 
declarations, permits, and passports 
must have been issued or have been 
endorsed by the Service to show 
admission for permanent residence. 
Except as otherwise provided in Part 101 
of this chapter, and in the absence of 
countervailing evidence, such official 
records shall be regarded as 
establishing lawful admission for 
permanent residence. 

• • • • • 

(Sec. 103 of the Immigtntion and Nationality 
Act. at amended. 8 U.S.C 1103) 

Dated: March 12,1985. 

Andrew J. Carmichael. |r.. 

Associate Commissioner. Examinations. 
Immigration and Naturalization Service. 

[FR Doc. 85-7054 Filed 3-25-85. 8:45 am| 

BILLING COOL 4410-10-11 


8 CFR Part 235 

Inspection of Persons Applying for 
Admission; Preinspection 

agency: Immigration and Naturalization 
Service. Justice. 

action: Final rule. 

summary: INS and Customs perform 
inspections outside the United States to 
"preclear" air travelers at the request of 
the airlines. Existing statutes authorize 
reimbursement for overtime and excess 
costs, such as housing and other related 
cost-of-living allowances expended in 
providing preclearance service. 

Although both agencies bill the airlines 
for overtime charges, only U.S. Customs 
charges the carriers for excess costs. 
Consequently, INS is not maximizing its 
collection of revenue to the fullest 
extent possible. 

This rule shifts financial burden for 
excess costs relating to INS personnel at 
preclearance facilities from the United 
States Government to the benefiting 
carriers. 

EFFECTIVE DATE: April 28. 1985. 


FOR FURTHER INFORMATION CONTACr. 

For General Information: Loretta J 
Shogren. Director. Policy Directives 
and Instructions. Immigration and 
Naturalization Service. 425 1 Street. 
NW.. Washington, D.C. 20536. 
Telephone: (202) 633-3048 
For Specific Information: Valerie M. 
Dlake, Immigration Inspector. 
Immigration and Naturalization 
Service. 425 I Street. NW.. 

Washington. D.C. 20536, Telephone: 
(202) 633-2694 

SUPPLEMENTARY INFORMATION: In 1968, 
the Assistant Secretary of the Treasury 
requested that the Comptroller General 
consider whether a charge for Customs' 
expenses in providing preclearance 
services would be authorized or 
required by 31 U.S.C. 483, the "user fee" 
statute authorizing agencies to prescribe 
charges for government services that 
benefit identifiable entities. The 
Comptroller General issued a decision 
(B-164426) agreeing that a charge 
covering the excess cost of providing 
preclearance services would be 
authorized. According to Customs 
regulations, (19 CFR 24.18), reimbursable 
excess costs for preclearance include 
allowances and expenses for items such 
,as quarters, post-of-duty differentials, 
and transportation of family members 
and household effects. In fiscal year 
1983, the airlines reimbursed the 
Customs Service an amount in excess of 
three million dollars. INS did not receive 
reimbursement and would not, under 
current regulations. Because INS has a 
smaller number of inspectors assigned 
to preclearance activities, the total 
amount of reimbursable expenses would 
be less than that paid to Customs. 
Recoverable expenses would, however, 
approximate $1 million. As 
recommended by the Government 
Accounting Office, this rule creates 
another opportunity for INS to increase 
revenue to the Treasury of the United 
States, and more appropriately places 
any financial liability for inspectional 
services on the benefiting user, not on 
the Government of the United States. 

Notice of the proposed rule making 
was published in the Federal Register 
August 23,1984 at 49 FR 33451. with a 
comment period of 60 days, ending 
October 22,1984. During the 60 day 
public comment period, two comments 
were received, both in opposition to the 
proposed rule. 

The comments of one writer 
completely encompassed the comments 
of the other. A summary of these 
comments and the Service reply follow: 

(1) The proposal misapplies the 
Independent Offices Appropriations 
Act. The Act authorizes agencies to 
assess fees for services provided to an 
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identifiable beneficiary. There is a 
strong argument that where 
preclearance costs are involved, the 
identifiable recipients are the airlines 
who receive a direct benefit from the 
savings in time and costs. Landing fees 
are generally lower and turn-around 
time i9 faster, thus freeing up aircraft for 
more flights. Flight crews are 
immediately available and ground crews 
can be centralized. Overall, airline 
travel is enhanced, resulting in 
increased revenues for the airlines. 
While the general public certainly 
benefits through more expeditious 
processing and in dollar savings that arc 
passed on from the airlines, the airline is 
the direct identifiable beneficiary. 

The Supreme Court has ruled that 
special benefits accruing to an 
identifiable recipient above those which 
accrue to the public are fully 
recoverable. In this case, the rulemaking 
covers reimbursement only for excess 
costs of the preclearance operation, 
while the basic salary items muy be 
attributed to the public benefit and will 
continue to be paid by tbe U.S. 
Government. 

(2) The proposal jeopardizes bilateral 
aviation agreements. While the tLS.- 
Canada Agreement does appear to 
exempt airlines from the "normal costs** 
of inspection, since preclearance costs 
are considerably higher than stateside 
inspection costs, the excess cost may 
not be considered ’’normal.** 

(3) The regulation would be 
unconstitutional. This argument is 
without support. The Court has 
specifically stated that an agency may 
exact a fee for a grant (predearance) 
which bestows a benefit on the 
applicant [National Cable 415 U.S. at 
340-341). The Independent Offices 
Appropriations Act (IOAA) expressly 
authorizes agencies to assess fees for 
services provided and has been 
constitutionally upheld. Furthermore, 
the stated purpose of the IOAA is to 
enable agencies providing services to 
persons to be self-sustaining. 

(4) The proposal ignores the explicit 
views of the Congress. The views 
referred to are contained in language 
from Senate and Mouse reports on H.R. 
31. Thai bill was never passed. 
Restrictions of the Trade and Tariff Act 
ure not applicable, since only excess 
costs will be assessed. 

In accordance with 5 U.S.C. 605(b). the 
Commissioner of Immigration and 
Naturalization certifies that this rule 
does not have a significant economic 
impact on a substantial number of small 
entities. This order is not a major rule 
within the meaning of section 1(b) of 
E.0.12291. 


The language of section 235.5(c)(4) has 
been amended to reflect Fiscal Year 
1964 actual excess costs as the basis for 
determining the initial schedule of 
biweekly excess costs. When the 
proposed rule was published, the 1984 
data was not available and this change 
simply reflects an effort on the part of 
the Service to provide the most accurate 
account of current costs. 

List of Subjects in 6 CFR Part 235 

Administrative practice and 
procedure. Air carriers. Inspections. 
Transportation. Travel and 
transportation expense. 

Accordingly. Chapter 1 of Title 8 of 
the Code of Federal Regulations is 
amended as follows: 


PART 235 —INSPECTION OF PERSONS 
APPLYING FOR ADMISSION 

In $ 235.5, new paragraphs (c)(1) 
through (c)(6) are added to read as 
follows: 

i 235.5 Preinspection. 

• • • • • 

(c) Preclearance of travelers in a 
foreign country; reimbursable costs. (1) 
Preclearance is lhe examination and 
inspection of travelers at foreign places 
where Service personnel are stationed 
for that purpose. 

(2) At the request of a carrier, 
travelers on a direct route to the United 
States from a foreign place described in 
paragraph (1) of this section may be 
precleared prior to departure from such 
place. A charge based on the excess 
cost to the Immigration and 
Naturalization Service of providing 
preclearance services as defined in 
paragraph (c)(3) of this section shall be 
made to the carrier. 

(3) The reimbursable excess cost is 
the difference between the cost of 
examining and inspecting travelers upon 
arrival in the United States assuming no 
preclearance was provided, and the cost 
of providing preclearance for travelers 
at the place of departure. Such excess 
cost shall include all items attributable 
to the preclearance operation. This does 
not include the salary of personnel 
regularly assigned to a preclearance 
station other than approved salary 
differentials related to the foreign 
assignments and the salary of relief 
details made necessary by reason of the 
nature of the operation. In addition, such 
cost shall include the following 
allowances and expenses: 

(i) Foreign quarters; 

(ii) Cost-of-living allowances; 

(Hi) Education allowances: 


(iv) Transportation cost incident to 
the assignment to the foreign station and 
return, including transportation of 
family and household effects; 

(v) Home leave and associated 
transportation costs; and 

(vi) Equipment, supplies and 
administrative costs including costs of 
supervising the predearance 
installation. 

(4) The reimbursable excess cost 
described in paragraph (c)(3) or this 
section shall be determined for each 
predearance installation. On the basis 
of the excess cost figure for each 
installation, the excess cost of providing 
preclearance service for a biweekly pay 
period shall be determined. The Initial 
schedule of biweekly excess cost will be 
based on the actual excess cost for 
Fiscal Year 1984. Thereafter a quarterly 
(ending with the pay period closely 
corresponding to June 30, September m 
December 31. and March 31) cost 
analysis will be conducted and the 
schedule of biweekly excess costs will 
be adjusted so that the current cost 
schedule will reflect the actual excess 
costs of the previous quarter. Such 
schedules of biweekly costs for each 
installation shall be published in the 
Federal Register. The biweekly excess 
cost in effect at an installation at the 
time the charge is made shall be used in 
calculating the prorated charge for 
predearance service for each carrier in 
accordance with paragraph (c)(5) of this 
section. 

(5) The charge to each carrier for 
preclearance service shall be its 
prorated share of the applicable excess 
cost prorated to the vessel receiving 
such services during the billing period 
on the following basis: 

(i) Five percent shall be distributed 
equally among carriers serviced. 

(ii) Ten percent shall be distributed 
proportionately as the number of 
clearances for each carrier serviced 
bears to the total number of clearances. 

(iii) Eighty-five percent shall be 
distributed proportionately as the 
number of passengers and/or crew 
serviced for each carrier bears to the 
number of passengers and/or crew 
serviced. 

(6) Immigration clearances for which 
overtime compensation is provided for 
by the Act of March 2,1931 and 
expenses recpvered thereunder are in no 
way affected by this section. 

(Secs. 103 and 235 of the Immigration and 
Nationality Act. as amended: (8 U5C 1103 
and 1225)) 
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Dated: March 7.1065. 

A Loo C. Nelson. 

Commissioner, Immigration and 
Neutralization Service, 

(FR Doc- 85-7055 Filed 3-25-65; 8:45 am] 

BliUMG COOf 4410-10-W 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

(Docket No. 84-NM-86-AD; Arndt. 39-S018) 

Airworthiness Directives; McDonnell 
Douglas Model DC-9 and C-9 (Military) 
Airplanes 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment adds a new 
airworthiness directive (AD) which 
requires modification of the battery 
charger on McDonnell Douglas Model 
DC-9 and C-9 (Military) airplanes. Six 
incidents of battery charger failures 
have been reported. Since all six failed 
battery chargers showed evidence of 
overheat this action is necessary to 
prevent the potential for a localized fire 
and the potential loss of both the 
Battery Direct and Battery Buses which 
provide emergency electrical power. 
effective date: May 20. 1985. 
Compliance schedule as prescribed in 
the body of the AD. unless already 
accomplished. 

addresses: The applicable service 
information may be obtained from 
McDonnell Douglas Corporation. 3855 
Lakewood Boulevard. Long Beach. 
California 90846. Attention: Director. 
Publication, and Training, Cl-750 (54- 
60). This information also may be 
examined at the FAA, Northwest 
Mountain Region, 17900 Pacific Highway 
South. Seattle. Washington, or at 4344 
Donald Douglas Drive, Long Beach. 
California. 

FOR FURTHER INFORMATION CONTACT: 

Mr. George Y. Mabuni. Aerospace 
Engineer, Systems & Equipment Branch. 
ANM-130L. FAA, Northwest Mountain 
Region, Los Angeles Aircraft 
Certification Office. 4344 Donald 
Douglas Drive. Long Beach, California 
R0808; telephone (213) 548-2831. 
SUPPLEMENTARY INFORMATION: A 
proposal to amend Part 39 of the Federal 
Aviation Regulations to include a new 
airworthiness directive (AD) requiring 
modification if the battery charger on 
McDonnell Douglas Model DC-9 and C- 
9 (Military) airplanes was published as 
« Nolice of Proposed Rulemaking 


(NPRM) in the Federal Register, dated 
September 20.1984 (49 FR 38867). The 
comment period for the proposal closed 
on November 9,1984. 

Interested persons have been afforded 
an opportunity to participate in the 
making of this amendment. Only one 
comment was received. The commentor 
had no objections to the proposed rule 
as it is written. 

Approximately 847 airplanes of U.S. 
Registry will be affected by this AD. It 
will require approximately one manhour 
per airplane to accomplish the 
modification at an average labor charge 
of $40 per manhour. Based upon these 
figures, the total economic impact of this 
AD on U.S. operators is estimated to be 
$25,880. 

After careful review of the available 
data, including the comment noted 
above, the FAA has determined that 
airsafety and the public interest require 
the adoption of the proposed rule. 

For the reasons discussed above, the 
FAA has determined that this regulation 
is not considered to be major under 
Executive Order 12291 or significant 
under DOT Regulatory Policies and 
Procedures (44 FR 11034: February 28. 
1979) and it is further certified under the 
criteria of the Regulatory Flexibility Act 
that this rule will not have a significant 
economic effect on a substantial number 
of small entities since no small entities 
operate DC-9 airplanes. A final 
evaluation has been prepared for this 
regulation and has been placed in the 
docket. A copy of it may be obtained by 
contacting the person identified under 
the caption “for further information 

CONTACT/* 

List of Subjects in 14 CFR Pari 39 

Aviation safety, Aircraft. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 

S 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new 
airworthiness directive: 

McDonnell Douglas: Applies to McDonnell 
Douglas Model DC-0 and C-9 (MilitaryJ 
airplanes, certificated in all categories, 
equipped with Sundstrand P/N 26340001- 
04 battery charger. Compliance required 
as indicated, unless previously 
accomplished. 

To prevent the potential for a localized fire 
and the potential loss of the Battery Direct 
and Battery Buses which provide emergency 
electrical power, accomplish the following: 

A. Within 90 days after the effective date 
of this AD. modify Sundstrand P/N 26340061- 
04 battery^ chargers whose serial numbers are 
listed in Section 1. paragraph 4.A. of 
Sundstrand Service Bulletin 26340061-24-2 
dated February* 24.1984. in accordance with 


the Accomplishment Instructions of the 
Sundstrand service bulletin as referenced by 
McDonnell Douglas DC-9 Service Bulletin 24 - 
73. dated March 21.1984. or later revisions 
approved by the Manager. Los Angeles 
Aircraft Certification Office, FAA, Northwest 
Mountain Region. 

B Within 180 days after the effective date 
of this AD, modify all other Sundstrand P/N 
28340061-04 battery' chargers not affected by 
paragraph A of this AD. in accordance with 
the Accomplishment Instructions of 
Sundstrand Service Bulletin 28340061-24-2 
dated February 24.1984. as referenced by 
McDonnell Douglas DC-9 Service Bulletin 24- 
73, dated March 21. 1984. or later revisions 
approved by the Manager. Los Angeles 
Aircraft Certification Office, FAA. Northwest 
Mountain Region. 

C Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager. Los 
Angeles Aircraft Certification Office. FAA 
Northwest Mountain Region. 

D. Special flight permits may be issued in 
accordance with FAR 21 197 and FAR 21.199 
to operate airplanes to a base In order to 
comply with the requirements of this AD. 

All persons affected by this directive who 
have not already received these documents 
from the manufacturer may obtain copies 
upon request to the McDonnell Douglas 
Corporation. 3855 Lakewood Boulevard. Long 
Beach, California 90840. Attention: Director. 
Publications and Training, Cl-750 (54-80). 
These documents also may be examined at 
the FAA Northwest Mountain Region. 17900 
Pacific Highway South. Seattle, Washington, 
or at 4344 Donald Douglas Drive, Long Beach. 
California. 

This Amendment becomes effective May 
20.1985. 

(Secs. 313(a). 314(a), 601 through 610. and 
1102 of the Federal Aviation Act of 1958 (49 
U.S.C. 1354(a). 1421 through 1430. and 1502): 
49 U.S.C. 106(g) (Revised. Pub. L 97-449. 
January 12,1983; and 14 CFR 11.89) 

Issued in Seattle. Washington, on March 
19.1965. 

Wayne J Barlow. 

Acting Director. Northwest Mountain it eg ion. 
(FR Doc. 85-7010 Filed 3-2S-85: 6 45 am] 

MLLIMG CODC 4S10-1S-M 


14 CFR Pari 71 

(Airspace Docket No. 84-AGL-8I 

Establishment of Badlands, SD. 
Additional Control Area and V-491 

AGENCY: Federal Aviation 
Administration (FAA). DOT. 

action: Final rule. 

summary: This amendment establishes 
an additional control area east of Rapid 
City. SD. and a Federal Airway from 
Rapid City. SD. to Minot. ND. This 
action is taken to provide increased 
levels of efficient and economical 
service to airspace users through an 
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increase of available controlled airspace 
and expansion of air traffic control 
services. 

EFFECTIVE DATE; 0901 GMT. June 6.1985. 
FOR FURTHER INFORMATION CONTACT! 

Gene Falsetti, Airspace and Air Traffic 
Rules Branch (ATO-230). Airspace- 
Rules and Aeronautical Information 
Division. Air Traffic Operations Service. 
Federal Aviation Administration. 800 
Independence Avenue. SW. t 
Washington. D.C 20591: telephone: (202) 
428-8783. 

SUPPLEMENTARY INFORMATION." 

History 

On January 10.1985. the FAA 
proposed to amend Part 71 of the 
Federal Aviation Regulations (14 CFR 
Part 71) by establishing the Badlands. 
SD. Additional Control Area east of 
Rapid City. SD, and V-491 from Rapid 
City. SD, to Minot. ND. (50 FR 1232). The 
proposal was based on airspace user 
requests for additional controlled 
airspace to reduce fuel and operating 
costs and for more controlled airspace 
to route aircraft around frequently used 
military training routes. Interested 
parties were invited to participate in this 
rulemaking proceeding by submitting 
written comments on the proposal to the 
FAA. No comments objecting to the 
proposal were received. Except for 
editorial changes, this amendment is the 
same as that proposed in the notice. 
Sections 71.123 and 71.183 of Part 71 of 
the Federal Aviation Regulations were 
republished in Handbook 7400.6A dated 
January 2. 1985. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations 
establishes the Badlands. SD. 

Additional Control Area east of Rapid 
City, SD. and VOR Federal Airway V- 
491 from Rapid City. SD, to Minot. ND. 
These actions are taken to provide 
increased levels of efficient and 
economical service to airspace users 
through an increase of available 
controlled airspace and expansion of air 
traffice control services. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It, thereforer-{l) is not a "major 
rule" under Executive Order 12291: (2) is 
not a "significant rule" under DOT 
Regulatory Policies and Procedures (44 
FR 11034: February 28.1979); and (3) 
does not warrant preparation of 
regulatory evaluation os the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 


traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

List of Subjects in 14 CFR Part 71 

Aviation safety, Additional control 
areas and VOR Federal airways. 

Adoption of the amendment 

PART 71—(AMENDED] 

Accordingly, pursuant to the authority 
delegated to me, $ 71.123 and ( 71.163 of 
Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) are 
amended, as follows: 

J 71.123 (Amended] 

V-491 (New) 

From Rapid City, SD; Dickinson. ND: to 
Minot. ND. 

§71.163 [Amended] 

Badlands, SD |New| 

That airspace extending upward from 1.200 
feet ACL to but not including 14.500 feet MSL 
within the area bounded by a line beginning 
at Ut. 44*45 00'N„ long. 102*28 00 *W.; to lat. 
44*45 00 *N.. long. 99*3000* W 4 to lat. 

43*40 00 * N.. long. 99*30 00* to lat. 

43*40 00 *R, long 102*28 00 'W.; to the poLnt of 
beginning. 

(Secs. 307(a) and 313(a). Federal Aviation Act 
of 1958 (49 U S.C. 1348(a) and 1354(a)); (49 
U.S C. 106(g) (Revised. Pub. L 97-449. January 
12 , 1983)): and 14 CFR 11.09) 

Issued in Washington. D.C. on March 19. 
1985. 

John W. Baler, 

Acting Manager. Airspace Rales and 
Aeronautical Information Division. 

(FR Doc. 85-7028 Filed 3-25-85: 8:45 am) 
bilung code uio-ifm 


14 CFR Part 71 

(Airspace Docket No. 64-ANM-32) 

Revised Control Zone, Boise, ID 

agency: Federal Aviation 
Administration (FAA). DOT. 
action; Final rule. 

summary: This action redefines the 
current geographical boundaries of the 
Boise, Idaho. Control Zone. This action 
is required due to realignment of the 
VOR Rwys 10L A R and VOR/DME 
Rwys 10L A R instrument approach 
procedures for noise abatement. 
EFFECTIVE DATE: 0901 G.m.L. June 8. 
1985. 

FOR FURTHER INFORMATION CONTACT! 

Kathy Paul. Airspace A Procedures 
Branch. ANM-530.17900 Pacific 


Highway South. C-689G6. Seattle, 
Washington 98168, The telephone 
number is (206) 431-2535. 

SUPPLEMENTARY INFORMATION: 

History 

On December 10.1984. the FAA 
proposed to amend Part 71 of the 
Federal Aviation Regulation (14 CFR 
Part 71) to redefine the current 
geographical boundaries of the Boise. 
Idaho, Control Zone (49 FR 48053). 

Interested parties were invited to 
participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the FAA. 
No comments objecting to the proposal 
were received. 

This amendment is the same as that 
proposed in the notice. Section 71.171 of 
Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400,6 January 3,1984. 

The Rule 

This amendment of Part 71 of the 
Federal Aviation Regulations redefines 
the geographical boundaries of the Boise 
Control Zone. Amendments to the VOR 
Rwys 10L A R and VOR/DME Rwys 10L 
A R instrument approach procedures for 
noise abatement require an adjustment 
in the boundaries of the control zone. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It, therefore—(1) is not a "major 
rule" under Executive Order 12291: (2) is 
not 0 "significant rule" under DOT 
Regulatory Policies and Procedures (44 
FR 11034: February 28.1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

List of Subjects In 14 CTR Part 71 

Control zones; Aviation safety. 
Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me. { 71.171 of Part 71 of 
the Federal Aviation Regulations (14 
CFR Part 71) is amended, as follows: 

Boise. Idaho, Control Zone (Revised) 

Within a 5-mile radius of the Boise Air 
Terminal (43* 33' 54* N/116* 13' 27* W); 
within 4 miles each side of the Boise 
VORTAC 300* radiul extending from the 3 
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fidf radius zone to 12 miles northwest of the 
VORTAC, within 5 miles each side of the 
|k>i»e VORTAC 114* radial ex lending from 
^ S-mde radius area to 12 antes southeast of 
At VORTAC: and within 2 miles west and S 
mile* east of the Boise VORTAC 179* radial 
ntending from the 5-mlle radius area to 7 
aules south of the VORTAC 
(Secs. 307(a) and 313(a). Federal Aviation Act 
grits* (49 U5.C 1348(a) and 13S4(a ft. (49 
U5C 106(g) (Revised. Pub. L 97-449, January 
a 1983)); and 14 CFR 11.69) 
issued in Seattle. Washington, on February 
2M%5. 

ttirle* R. Foster, 

Dincior. Northwest Mountain Return. 

[FR Doc 85-7034 Filed 3-25-85. 8 45 am| 

•IOJMC coot 4UO-1S-W 


14 CFR Part 71 

! Airspace Docket No. 84-AWA-21 

Afteration of VOR Federal Airways; 

Athens, GA 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment alters the 
descriptions of several airways located 
in the vicinity of Athens. GA. by 
deleting some alternate airway 
segments and renumbering other 
alternate airway segments. This action 
supports our agreement with the 
International CivU Aviation 
Organization (ICAO) to eliminate all 
alternate airway designations from the 
National Airspace System. 

CfFECTivE oate: 0901 GMT. June 6.1985. 
FOR FURTHER INFORMATION CONTACT. 
Lewis VV. StiU. Airspace and Air Traffic 
Rules Branch (ATO-230). Airspace- 
Rules and Aeronautical Information 
Division. Air Traffic Operations Service. 
Federal Aviation Administration. 800 
Independence Avenue. SW.. 

Washington. DC. 20591; telephone: (202) 
428-8783. 

supplementary information: 

History 

On September 20.1984. the FA A 
proposed to amend Part 71 of the 
Federal Aviation Regulations (14 CFR 
Part 71) to alter the descriptions of 
several airways located in the vicinity of 
Athens. GA (49 FR 36869). Interested 
Parties were invited to participate in this 
rulemaking proceeding by submitting 
written comments on the proposal to the 
IAA. No comments objecting to the 
proposal were received. However, after 
ftn operational impact study, V-18S, V- 
3 $ VV. V-35E and V-441E which were 
scheduled to be revoked have been 
retained and renumbered and V-51W 


has been withdrawn. Except as 
mentioned above and for editorial 
changes, this amendment is the same as 
that proposed in the notice. Section 
71.123 of Part 71 of the Federal Aviation 
Regulations was republished in 
\landbook 7400.6A dated fanuary 2. 

1985. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations alters the 
descriptions of several airways located 
in the vicinity of Athens. GA. by 
deleting some alternate airway 
segments and renumbering other 
alternate airway segments. This action 
supports our agreement with the 
International Civil Aviation 
Organization (ICAO) to eliminate all 
alternate airway designations from the 
National Airspace System. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It. therefore—(1) is not a “major 
rule" under Executive Order 12291; (2) is 
not a “significant rule** under DOT 
Regulatory Policies and Procedures (44 
F"R 11034; February 28.1979): and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

list of Subjects In 14 CFR Part 71 

Aviation safety. VOR Federal 
airways. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me, § 71.123 of Part 71 of 
the Federal Aviation Regulations (14 
CFR Part 71) is amended, as follows: 

V—19 | Reviled] 

From Vulcan. AL via Decatur. AL 
Nashville, TN; Bowling Green. KY; Mystic. 
ICY; to Nabb, IN. 

V-88 | Amended) 

By removing the words “Raleigh-Durham. 
NC. including a south alternate from Athens. 
GA. to Raleigh-Durham via INT Athens 002* 
and Greenwood SC, 240* radial*. Greenwood 
and Sandhills. NC*’ and substituting the 
words "Raleigh-Durham. NC:** 

V-409 | Now) 

From Athens. GA. via INT Athens 092* and 
Greenwood SC. 240 radial*: Greenwood: 
Sandhill*. NC: to Raleigh-Durbam. NC. 


V-15 (Amended) 

By removing the words ‘ Fort Myenr St 
Petersburg. FL including a W alternate: via 
INT Fort Myers 311* and Sarasota. FL 156* 
radiaU. Sarasota. St. Petersburg. INT St. 
Petersburg 350* and Cross City, FL. 188* 
radial*. Cross City, including an F, alternate 
via Gainesville. FL” and "Holston Mountain. 
TN. including a west alternate via INT 
Sugarioaf Mountain 329* and Holston 
Mountain 203* redials: Glade Spring. VA" 
and substituting the words "Fort Myers; St 
Petersburg, FL INT St. Petersburg 350* and 
Cross City. FL 168* radials: Cross City. FL** 
and "Holston Mountain. TN; CUdc Spring. 
VAT 

V-364 (New) 

From Sugarioaf Mountain. NC. via INT 
Sugarioaf Mountain 329* and Holston 
Mountain, TN, 203* radials; Holston 
Mountain. 

V-20 (Amended) 

By removing the words "Spartanburg. SC. 
including a north alternate from Montgomery 
to Spartanburg via INT Montgomery 029* and 
Chattanooga, TN. 189* radials; INT 
Chattanooga 189* and Rome, GA 252* 
radials; Rome; INT Rome 060* and Toccoa. 
GA. 258* radials: Toccoa to Spartanburg:" 
and substituting the words "Spartanburg. 

SC" 

V-415 (New) 

From Montgomery. AL via INT 
Montgomery 029* and Chattanooga, TN. 189' 
radials; INT Chultanooga 189* and Rome. GA. 
252* radials; Rome; INT Rome 060* and 
Toccoa, CA 258* radials; Toccoa to 
Spartanburg, SC. 

V-417 |New| 

From Monroe, LA. via INT Monroe 105* 
and Jackson, MS, 258* radials; Jackson; INT 
lachson 111* and Meridian. MS. 262* radials; 
Meridian: Tuscaloosa, AL Vulcan. AL Rome. 
GA: INT Rome 000* and Electric City. SC 
274* radials; LNT Electric Gty 274* and 
Athens. GA 340* radials: Athens; tNT Athens 
109* and Augusta, GA, 294* radial*: Augusta: 
INT Augusta 148* and Allendale. SC. 273* 
radials; Allendale; to Charleston. SC 

V-427 (New) 

From Monroe. LA via INT Monroe 07S* 
and Jackson, MS, 286* radials; to Jackson 

V-18 (Amended) 

By removing the words "Jackson. MS. 
including a N alternate and also a S alternate: 
Meridian, MS. including a S alternate; 
Tuscaloosa. AL Vulcan. AL Talladega. AL 
Atlanta, GA INT Atlanta 009* and Augusta, 
GA 278* radials; Augusts, including a north 
alternate from Vulcan to Augusta via Rome. 
CA INT Rome 000* and Anderson. SC. 274* 
radials; INT Anderson 274* and Athens, GA 
340* radials; Athens, and INT Athens 109* 
and Augusta 294* radials: INT Augusta 103* 
and Charleston. SC. 296* radials; Charleston, 
including a S alternate from Augusta to 
Charleston via INT Augusta 148* and 
Allendale. SC 273* radials. and Allendale," 
and substituting the words "jackson. MS: 
Meridian. MS; Tuscaloosa. AL Vulcan. AL 
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Talladega, AL Atlanta. GA; INT Atlanta 089* 
and Augusta, GA. 278* radials; Augusta: INT 
Augusta 103* and Charleston. SC. 296* 
rudtalr. Charleston.* 7 

V-W (Amended) 

By removing the words "Monroe. LA: 
Greenville. MS, including a S alternate: Holly 
Springs. MS. including a N alternate via INT 
Greenville 021* and Holly Springs 268* 
radials;" and substituting the words "Monroe. 
LA: Greenville, MS: Holly Springs, MS:’* 

V-39? (New | 

From Monroe, LA. via INT Monroe 056* 
and Greenville. MS, 207* radials; Greenville: 
INT Greenville 021* and Holly Springs. MS, 
268* radialr, to Holly Springs. 

V-97 (Amended) 

By removing the words "From Miami. FL 
1.4 Belle. FL including an E alternate via INT 
Miami 337* and La Belle 124* radials; St. 
Petersburg. FL” and substituting the words 
"From Miami. FL via I<a Belle. FL St. 
Petersburg. FL” 

V-157 (Amended) 

By removing the words "Miami. FL La 
Belle. FL” and substituting the words 
"Miami. FL INT Miami 337* and La Belle. FL 
124* radials. La Belle;*’ 

V-441 (Amended) 

By removing the words "Ocala, including 
an E alternate via INT St. Petersburg 040* and 
Ocala 182'" and substituting the words "to 
Ocala” 

V-152 (Amended) 

By removing the words "Ormond Beach, 
including a S alternate via Lakeland. FI.. 
Orlando. FL INT Orlando 049’ and Ormond 
Beach 161* radials." and substituting the 
words "Ormond Beach.** 

V-533 |New| 

From St Petersburg. FL via Lakeland. FL 
Orlando. FL; INT Orlando 049* and Ormond 
Beach. FL 161* radials; to Ormond Beach. 

V-579 (New) 

From Ft. Myers. FL via INT Ft. Myers 31T 
and Sarasota. FL 1S6* radials; Sarasota: St. 
Petersburg. FL Gainesville. FL to Cross City. 
FL 

V-5B1 (New) 

From St Petersburg. FL via INT St. 
Petersburg (HO* and Ocala, FL 182* radials; to 
Ocala. 

(Secs. 307(a) and 313(a). Federal Aviation Act 
of 1958 (49 VS, C 1346(a) and 1354(a)); (49 
U.S.C 106(g) (Revised. Pub- L 97-449. |anuary 
12, 1983)): and 14 CFR 11.69) 

Issued in Washington. D.C.. on March 19, 
1985. 

John W. Baier. 

Acting Manager Airspace Rules and 
Aeronautical Information Division . 

|FR Doc. 85-7027 Filed 3-25-85: 8:45 am) 

S4LLIMG COOC 4S10-0-41 


14 CFR Part 71 

[ Airspace Docket No. 84-AWA-3) 

Alteration and Revocation of VOR 
Federal Airways; Birmingham, AL 

agency: Federal Aviation 
Administration (FAA), DOT. 

action: Final rule. 

summary: This amendment alters the 
descriptions of several VOR Federal 
Airways located in the vicinity of 
Birmingham. AL by deleting some 
alternate airway segments and 
renumbering other airway segments. 

This action supports our agreement with 
the International Civil Aviation 
Organization (ICAO) to eliminate all 
alternate airway designations from the 
National Airspace System. 

EFFECTIVE DATE: 0901 GMT. June 6.1985. 

FOR FURTHER INFORMATION CONTACT: 

Lewis W. Still, Airspace and Air Traffic 
Rules Branch (ATO-230). Airspace- 
Rules and Aeronautical Information 
Division, Air Traffic Operations Service, 
Federal Aviation Administration, 800 
Independence Avenue. SW.. 

Washington. D.C. 20591; telephone: (202) 
426-8826. 

SUPPLEMENTARY INFORMATION: 

History 

On November 15,1984, the FAA 
proposed to amend Part 71 of the 
Federal Aviation Regulations (14 CFR 
Part 71) to alter the descriptions of 
several airways located in the vicinity of 
Birmingham. AL by deleting all 
alternate route designations, 
renumbering some airway segments and 
revoking airway segments that are not 
required (49 FR 45166). This amendment 
was subdivided into three parts because 
of the number of actions required in the 
original request submitted by the 
Regional Office. (ASD 84-AWA-1 49 FR 
48532 and ASD 84-AWA-2 49 FR 36869) 
Interested parties were invited to 
participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the FAA. 
No comments objecting to the proposal 
were received. However, proposed V-54 
has not been included in the final rule, 
and will be the subject of additional 
operational study before further 
rulemaking. Except for the above 
withdrawal of V-54 and editorial 
changes, this amendment is the same as 
that proposed in the notice. Section 
71.123 of Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400.6A dated January 2. 

1985. 


The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations alters the 
descriptions of several airways located 
in the vicinity of Birmingham, AL by 
deleting some alternate airway 
segments and renumbering other 
alternate airway segments. This action 
supports our agreement with ICAO to 
eliminate all alternate airway 
designations from the National A 
System. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It, therefore: (1) Is not a ”majw 
rule” under Executive Order 122.91. (2) a 
not a ’’significant rule” under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 26.1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not havei 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 

List of Subjects in 14 CFR Part 71 

Aviation safety. VOR Federal 
airways. 

Adoption of the Amendment 

Accordingly, pursuant to the uulhohty 
delegated to me, J 71.123 of Part 71 of 
the Federal Aviation Regulations (14 
CFR Part 71) is amended, as follows: 

V-159 (Amended) 

By removing the words "Ocala, FL 
including a S alternate from INT Vero Bead 
319* and Melbourne. FL 298* radials. to 
Ocala, via INT Melbourne 298* and Ouils 
145* radials; Cross City. FL Greenville FL 
including an east alternate from Ocala to 
Greenville via Gainesville. FL excluding tfc*l 
airspace above 7.000 feet MSL between 
Gainesville and Greenville;" and substituting 
the words "Ocala. FL Cross City, FL 
Greenville, FL” 

V-537 (New) 

From Vero Beach. FL via INT Vcro Bead) 
319* and Melbourne, FL 298* radials; INT 
Melbourne 298* and Ocala. FL 145* mdials; 
Ocala; Gainesville, FL to Greenville. FL 

V-225 (Amended) 

By removing the words "Fort Myers. FL 
including an E alternate from Key West. 30 
miles. 77 miles 17 AGL to Fort Myers; and 
substituting the words "Fort Myers. FL“ 
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From Key West. FL via INT Key West 013* 
and Fort Myers. FL 163* redials; to Fart 

Mjm 

V-311 | Revised] 

From Wiregniss. CA. via INT Wiregmss 
OK* and Ls Grange. GA. 191* radial*. to La 
Grange From INT Toccoa. GA. 222* end 
Ekctnc City. SC 274* radial* Electric City. 
Greenwood, SC to Columbia, SC. 

V-27B | Amended | 

By removing the words “Vulcan. AL 
metaling a S alternate from Bigbee to Vulcan 
rii INT Bigbea 062* and Tuscaloosa. AL. 304* 
radiaU. and Tuscaloosa. excluding the 
airspace between the main and this alternate 
atrway.' and substituting the woids To 
Vulcan. AL" 

V-243 {Amended] 

By removing the words "Bigbea, MS, 
ncliuiing the airspace at and above EUJOO 
feet MSL from Jackson to Bigbee.** end 
substituting the words "Bigbee. MS; INT 
Blgbw 062* and Tuscaloosa. AL 304* radials; 
loTutciiloosa." 

V-323 {Amended] 

By removing the words “Muscle Shoals AL 
including an E alternate via INT Gadsden 
318* and Decatur. AL 130* radials, and 
Decatur.** and substituting the words "to 
Muscle Shoals. AL" 

V-541 [New] 

From Gadsden. AL via INT Gadsden 318* 
*rwi Dt*catur. AL 130* radials; Decatur; to 
Muscle Shoals. AL 

V-453 | Revised | 

From New Orleans. LA. via Picayune. MS; 
Eaton. MS, to Meridian. MS. 

V-114 |Amended] 

By removing the words “to New Orleans. 

LA.' umicr the pending amendment and 
irdntuuting to words “New Orleans. LA; INT 
N>w Orleans 070* and Gulfport. MS. 247* 
radtolt; Gulfport: INT Gulfport 344* and 
Eaton. MS. 171* radials; to Eaton." 

V-541 | New | 

From New Orleans, LA. via INT New 
Orleans 357* and Eaton 221* radials; Eaton; 
LM baton 010* and Meridian. MS. 221* 

radials; Meridian. 

V-56 1 Amended) 

By removing the words **, including a south 
alternate via INT of Augusta 103* and 

Columbia 236* radials*’ 

V-US | Amended] 

By removing the words ", including a west 
•Hemate via INT Chattanooga 028* and 
Moxville 243* radials" 

V-140 (Amended | 

By removing the words “Ruzorback, AR. 
Wading a N alternate via INT Tulsa 059* 

•nd Ruzorback 284* radials;** and substituting 
we words “Ruzorback. AR;“ 

^**•5 |Amended| 

By removing the words “Knoxville, 
deluding Hn E altemule from Sugarloaf 


Mountain to Knoxville via INT Sugarloaf 
Mountain 329* and Knoxville 069* radials.** 
and substituting the words “to Knoxville.** 

V-241 (Amended) 

By removing the words including a west 
alternate from Wiregrass via INT Wiregniss 
002* and La Grange 191* radials. and 
LaGrange** 

(Secs. 307(a) and 313(a). Federal Aviation Act 
of 1958 (49 U5XL 1348(a) and 1354(a)); (49 
U.S.C 106(g) (Revised. Pub. L 97-449. January 
12.1963)): and 14 CFR 11.69) 

Laued in Washington. D C., on March 19. 
1985. 

John W. Baler. 

Acting Manager, Airspace Rule* and 
Aeronautical Information Division. 

(FR Doc 85-7028 Filed 3-25-65; 845 am) 

BILLING COO* 4*10-13-* 


CONSUMER PRODUCT SAFETY 
COMMISSION 

16 CFR Part 1610 

Standard tor the Flammability of 
Clothing Textiles; Requirements for 
Testing and Recordkeeping to Support 
Guaranties; Correction 

agency: Consumer Product Safety 
Commission, 

action: Final rule; correction. 

summary: This document corrects a 
final rule issued by the Commission to 
amend regulations which prescribe 
requirements for testing to support 
guaranties of products, fabrics, and 
related materials subject to the 
Standard for the Flammability of 
Clothing Textiles. The rule was 
published in the Federal Register of 
December 14.1984 (49 FR 48683-48890). 
This action is necessary to correct 
typographical errors which appear in the 
text of the final rule. 

FOR FURTHER INFORMATION CONTACT: 
Elizabeth Gomilia. Division of 
Regulatory Management. Directorate for 
Compliance and Administrative 
Litigation, Consumer Product Safety 
Commission. Washington, DC. 20207; 
telephone: (301) 492-6400. 
SUPPLEMENTARY INFORMATION: 

} 1610,37 (Corrected) 

The following correction is made to 
the amendment of 16 CFR 1610.37 
published in the Federal Register of 
December 14.1984 (49 FR 48683). On 
page 48689, the text of S 1610.37(c)(3) is 
corrected to read as follows: 


(3) In the case of an initial guaranty of 
a fabric or related material, a program of 
reasonable and representative tests may 


consist of one or more tests of the 
particular fabric or related material 
which is the subject of the guaranty, or 
of a fabric or related material of the 
same “class’* of fabrics or related 
materials as the one which is the subject 
of the guaranty. For purposes of this 
i 1610.37, the term “class*’ means a 
category of fabrics or related materials 
having general constructional or 
finished characteristics, sometimes in 
association with a particular fiber, and 
covered by a class or type description 
generally recognized in the trade. 

ft 4 • • • 

Dated: March 21, 1965. 

Sadyc £. Dunn. 

Secretary. Consumer Product Safety 
Commission. 

(FR Doc. 85-7166 Filed 3-25-85; 8:45 am) 

SCUJNO CODE UU-OI-M 


16 CFR Parts 1610 and 1611 

Standards for the Flammability of 
Clothing Textiles and Vinyl Plastic 
Film; Amendments to Implementing 
Regulations; Correction 

agency: Consumer Product Safety 
Commission. 

action: Final rule; correction. 

summary: This document corrects a 
final rule issued by the Commission to 
amend regulations implementing the 
flammability standards for clothing 
textiles and vinyl plastic film. The 
amendments were published in the 
Federal Register of February 28,1985 (50 
FR 7754) to announce the manner by 
which the Commission will interpret test 
results in certain cases; the procedure 
the Commission will use to determine 
whether the standard for clothing 
textiles or the standard for vinyl plastic 
film is applicable to certain products; 
and the manner by which the 
Commission will apply the test In the 
standard for vinyl plastic film to fabrics 
and related materials used in certain 
small garments. This action is necessary 
to correct a typographical error and an 
omission in the text of the final rule. 
for further information contact: 
Elizabeth Gomilia. Division of 
Regulatory Management, Directorate for 
Compliance and Administrative 
Litigation, Consumer Product Safety 
Commission. Washington, D.C. 20207; 
telephone: (301) 492-6400. 
SUPPLEMENTARY INFORMATION: The 
following corrections are made to th8 
rule amending regulations in Part 1610 
and Part 1611. published in the Federal 
Register of February 26,1985 (50 FR 
7754-7764): 
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1. On page 7761, in $ 1610.32(a). the 
word "procedure" is corrected to read 
"procedures."* 

2. On page 7762, the first sentence of 

§ 1011.32(b)(2)(iii) is corrected to read as 
follows: If only one specimen of the set 
of five specimens ignites and bums the 
stop cord with failing results, test 
another set of five specimens from the 
same direction of processing. * * * 

Dated: March 21,1985. 

Sad) e E. Dunn, 

Secretary, Consumer Product Safety 
Commission. 

[FR Doc. 85-7172 Filed 3-25-65: 8:45 am| 

B*LUMQ COOC 63S5-01-M 


16CFR Part 1611 

Standards for the Flammability of 
Clothing Textiles and Vinyl Plastic 
Film; Amendments to Implementing 
Regulations 

Correction 

In FR Doc. 85-4575 beginning on page 
7754 in the issue of Tuesday, February 
26.1985, make the following correction: 

On page 7762, first column, in 
$ 1611.32, paragraph (b)(1) is inaccurate 
and should have appeared as set forth 
below: 

§1611.32 (Corrected] 

• • • ♦ • 

(b)(1) In the application of the 
requirements of 5 1611.3 of the Standard 
to any item of film, coaled fabric, or 
wearing apparel, compute the average 


bum rate from five specimens burned 
transverse to the direction of processing 
and the average bum rate from an 
additional five specimens burned 
lengthwise to the direction of 
processing. If either the average bum 
rate from the five specimens burned 
transverse or the average bum rate from 
the five specimen burned lengthwise 
exceeds 1.2 inches per second, the test 
results shall be interpreted as a failure. 

• • • • • 

BILLING COOC 1W5-01-4I 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

18 CFR Part 282 

(Docket No. RM79-14I 

Order of the Director, OPPR of 
Publication of Incremental Pricing 
Acquisition Cost Thresholds Under 
Title II of the NGPA 

agency: Federal Energy Regulatory 
Commission, DOE. 

action: Order Prescribing Incremental 
Pricing Thresholds. 

summary: The Director of the Office of 
Pipeline and Producer Regulation is 
issuing the incremental pricing 
acquisition cost thresholds prescribed 
by Title II of the Natural Gas Policy Act 
and 18 CFR 282.304. The Act requires the 
Commission to compute and publish the 


threshold prices before the beginning of 
each month for which the figures apply 
Any cost of natural gas above the 
applicable threshold is considered to be 
an incremental gas cost subject to 
incremental pricing surcharging. 
EFFECTIVE DATE: April 1. 1985. 

FOR FURTHER INFORMATION CONTACT: 
Kenneth A. Williams. Federal Energy 
Regulatory Commission, 825 N. Capitol 
Street. NE.. Washington, D.C, 20426. 
(202) 357-8500. 

SUPPLEMENTARY INFORMATION: Section 

203 of the NGPA requires that the 
Commission compute and make 
available incremental pricing 
acquisition cost threshold prices 
prescribed In Title II before the 
beginning of any month for which such 
figures apply. 

Pursuant to that mandate and 
pursuant to § 375,307(1) of the 
Commission's regulations, delegating tb' 
publication of such prices to the Director 
of the Office of Pipeline and Producer 
Regulation, the incremental pricing 
acquisition cost threshold prices for the 
month of April 1985 are issued by the 
publication of a price table for the 
applicable month. The incremental 
pricing acquisition cost threshold prices 
for months prior to April 1985 arc found 
in the tables in § 282 304. 

List of Subjects in 18 CFR Part 282 

Natural gas. 

Kenneth A. Williams, 

Director, Office of Pipeline and Producer 
Hesulation. 


Table I —Incremental Pricing Acquisition Cost Threshold Prices 
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|FR Doc. #5-7133 Filed 3-25-65, 8:45 am) 

BILLING COOC «7ir-0t-M 



















































Federal Register / Vol. 50, No. 59 / Tuesday, March 26, 1985 / Rules and Regulations 


11849 


department of the treasury 

Customs Service 
19 CFR Part 178 

(TO. 85-531 

0MB Approval of Information 
Collections in Customs Regulations 

agency: Customs Service, Treasury. 
action: Final rule. 

summary: This document amends the 
Customs Regulations by setting forth a 
list of information collections contained 
in the regulations and displaying the 
control number assigned by the Office of 
Management and Budget (OMB). The 
Paperwork Reduction Act of 1980 
requires federal agencies to obtain OMB 
clearance for information collections 
that the agency imposes on the public. 
This listing furnishes a way for the 

E ublic to determine that the paperwork 
urdens imposed by Customs have been 
approved by OMB and comply with the 
Paperwork Reduction Act. 

FOR FURTHER INFORMATION CONTACT: 
Kathleen Katchmark, Paperwork 
Management Staff. U.S. Customs 
Service, 1301 Constitution Avenue, NW„ 
Washington, DC 20229 (202-566-7559). 
effective date: March 28.1985. 

SUPPLEMENTARY INFORMATION: 

Background 

The Paperwork Reduction Act of 1980 
(Pub. L 96-511, 94 Stat. 2812, 44 U.S.C. 
3501 pt sc< 7 .) establishes policies and 
procedures for controlling paperwork 
burdens imposed on the public by 
federal agencies. Pursuant to this Act, 
by a document published in the Federal 
Register on March 31.1983 (48 FR 13666) 
the Office of Management and Budget 
OMB) promulgated rules implementing 
the Act. The OMB rules are codified at 5 
CFR Part 1320 et sog. 


One aspect of OMB's oversight 
function is the review and approval of 
information collections. Generally, 
information collections include any 
requirement or request for persons to 
obtain, maintain, retain, report, or 
publicly disclose information. OMB 
analyzes such requests for three basic 
requirements. First, the collection of 
information must be necessary for the 
proper performance of the agency 
functions. Second, the request for 
information or records must not 
duplicate information otherwise 
accessible to the agency. Third, the 
information must have practical utility. 

When an information collection is 
approved by OMB, it is issued a control 
number. The control number provides a 
simple and effective way to inform the 
public that a particular information 
collection has been approved by OMB 
pursuant to the Paperwork Reduction 
Act. 

This document amends the Customs 
Regulations in 19 CFR Chapter I by 
adding a new Part 178 which lists the 
information collections contained in the 
regulations and their respective control 
numbers as assigned by OMB. 

Part 178 will be amended to reflect the 
approval of new information collections 
as well as the deletion of collections no 
longer found to be necessary. 

Executive Order 12291, Regulatory 
Flexibility Act, Inapplicability of Public 
Notice Requirement 

Although this document creates a new 
part in the Customs Regulations 
contained in 19 CFR Chapter 1. it is 
merely a listing of the status of other 
already published regulations. 

Therefore, the requirements of E.O. 
12291, the Regulatory Flexibility Act, 
and the notice and public comment and 
delayed effective date requirements of 
the Administrative Procedure Act (5 
U.S.C. 552) are not applicable to this 
document. 


Drafting Information 

The principal author of this document 
was John E. Doyle. Regulations Control 
Branch. Office of Regulations and 
Rulings. U.S. Customs Service. However, 
personnel from other Customs offices 
participated in its development. 

List of Subjects in 19 CFR Part 178 

Reporting and recordkeeping 
requirements. Paperwork requirements, 
Collections of information. 

Chapter 1 of Title 19. Code of Federal 
Regulations (19 CFR Chapter 1). is 
amended by adding a new part. Part 178, 
titled, "Approval of Information 
Collection Requirements'", to read as 
follows: 


PART 178—APPROVAL OF 
INFORMATION COLLECTION 
REQUIREMENTS 

Sect. 

178.1 Purpose. 

178.2 Lifting of OMB Control Numbers. 

Authority: R.S. 251. at amended, sec. 824. 
46 Stat. 759. 77 A Stat. 14; Pub. L. 98-511. 94 
Stat. 2812. 44 U.S.C 3501 e/ seq. 

5 178.1 Purpose. 

This part sets forth the control 
numbers assigned to information 
collections of the Customs Service by 
the Office of Management and Budget 
pursuant to the Paperwork Reduction 
Act of 1980. Pub. L. 96-511. This part 
complies with the requirements of the 
Paperwork Reduction Act of 1980, and 
implements regulations promulgated by 
the Office of Management and Budget. 

(5 CFR 1320.7(f)(2). 1320.12(d) and 
1320.13(j)) which require that agencies 
display a current control number 
assigned by the Director of the Office of 
Management and Budget for each 
agency information collection. 


1178.2 Listing of OMB Control Numbers. 
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Dated: March 21.1985. 

George C. Corcoran. Jr., 

Acting Commissioner of Customs. 

|FR Doc. 85-7100 Tiled 3-2S-B5; 8 45 am] 
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DEPARTMENT OF LABOR 

Employment and Training 
Administration 

20 CFR Parts 629 and 630 

Job Training Partnership Act; * 

Maximum and Minimum Limitations on 
Expenditures 

agency: Employment and Training 
Administration. Labor. 
action: Final Interpretations. 

summary: On September 18.1984. the 
Employment and Training 
Administration of the Department of 
Labor published in the Federal Register 
its interpretation of a number of 
minimum and maximum limitations on 
expenditures contained in the Job 
Training Partnership Act (JTPA). The 
Department indicated that it would 
accept comments on its interpretations 
through October 18.1984. Outlined 
below ore the comments received and 
the Department's response to such 
comments. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert N. Colombo. Telephone: 202- 
376-6093. 


SUPPLEMENTARY INFORMATION: A total 
of 32 comment letters was received Of 
these, 19 were from 16 different States, 
and 13 were from local service delivery 
areas (SDAs), private industry councils 
(P1C8) and community agencies. The 
comments covered six major concerns, 
as well as a number of individual areas. 
Following is a listing of each concern, 
the Department's response and our 
explanation for the response. 

Departmental Comment 

It should be noted that. In publishing 
its interpretations, the Department was 
issuing policy only in terms of reviewing 
compliance with regard to the minimum 
and maximum limitations on 
expenditures. In no way were the 
interpretations intended to suggest that 
funds should be expended over a 
protracted period of time, nor do they 
alter the fact that the funds are 
appropioted by the Congress for use in a 
particular program year. While the Act 
provides that each year's appropriation 
may be expended over a three-year 
period, the Congress generally expects 
that funds be utilized effectively during 
the year for which the funds are 
appropriated. Nothing in these 
interpretations should be construed to 
suggest otherwise. 

Concerns and Responses 

1. Measuring compliance on the basis 
of allotments versus some other 
measurement, such as expenditures. 


Response . The Department feels that 
using allotments as the basis for 
determining compliance with the 
minimum and maximum limitations on 
expenditures contained in the Act is 
consistent both with the language and 
the intent of the Act. 

The Act limits the amount of fundi 
that may be used for the costs of 
administration to not more than 15 
percent of the funds available for any 
fiscal year (read "program year") 
(Section 108(a)). Not more than 30 
percent of the funds available for any 
fiscal (program) year may be expended 
for the combined costs of administrate 
and participant support, pursuant to 
Section 106(b), unless a waiver has bees 
granted for the costs of participant 
support (Section 108(c)). The JTPA 
regulations, at 20 CFR 629.39(c)(1), 
restate the requirement to make it clear 
that not less than 70 percent of the fundi 
may be expended for the costs of 
training, with limited specified 
exceptions. 

Section 203(b)(1) establishes the 
requirement that 40 percent of the fundi 
provided in accordance with the job 
training plan shall be expended to 
provide services to eligible youth, 
except that the level of service may be 
adjusted (Section 203(b)(2)). Section 
104(a) specifies that the job training pU fl 
is for a period of two program years. 

The Act further provides that funds 
are available for expenditure only 
during a three-year period covering the 
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program year for which the funds are 
obligated, plus the next two program 
years (Section 161(b)). 

If the requirements applied to 
expenditures rather than allotments, to 
be in compliance an SDA would have to 
meet the 70-30-15 requirements against 
sit funds each year over a three-year 
period at the end of which time all funds 
from the first year should have been 
expended. Therefore, tracking on an 
expenditure basis, in addition to not in 
any way ultimately reducing the 
expenditure requirements of the Act, 
would also require that expenditures 
against each year's allotment be tracked 
separately. 

The Department feels this is 
considerably more restrictive than our 
position, and creates much greater 
recordkeeping requirements. The 
Department has chosen to take the 
broadest view of measuring compliance 
with these requirements, that is, using 
allotments as the basis for reviewing 
compliance over the course of the two- 
year job training plan. Allotments 
remain available for expenditure into a 
third program year, and corrective 
actions may involve expenditures in this 
third year to meet the minimum and 
maximum expenditure limitations for 
the allotment. By using allotments as the 
basis for measuring compliance, a 
specific amount is set aside for 
expenditure, no matter when during the 
course of a one-to-three-year period the 
amount is actually expended. 

2. Measuring compliance against the 
two-year job training plan rather than 
the three years provided under the Act 
for expending the funds. 

Response. The Department's 
interpretation doeB not and did not 
intend in any way to limit the three 
years the Act provides for expending 
each year's allotment. This includes the 
three-year period for expending the 70 
percent of each year's allotment that 
must be expended for training. 

The Department's interpretations did 
bring consistency to the required 
timeframes for meeting the maximum 
and minimum requirements. For 
instance, section 106 implies that the 
time period to be used for determining 
compliance with the 15 percent 
administrative maximum is each fiscal 
(program) year. On the other hand, 
*ection 203(b)(1) is fairly clear that 40 
percent of the funds available must be 
expended for youth in accordance with 
the job training plan. Pursuant to section 
W(a), the job training plan is a two- 
year document and it is the basis for 
local program operations. 

Ciiven the above, and especially 


recognizing that the two-year plan is. 
under the Act, the document from which 
all actions flow, the Department 
established a two-year period as the 
period for establishing compliance or 
non-compliance with the minimum and 
maximum requirements contained in the 
Act. 

However, as stated above, this does 
not preclude funds from the first year of 
the first two-year plan which are 
unexpended at the end of the second 
year from being carried forward and 
being used for authorized purposes in 
the first year of the seond two-year plan. 

It does require the State to make a 
determination of compliance or non- 
compliance and. where it finds non- 
compliance. to implement appropriate 
corrective action. It also requires an 
SDA to track separately any funds 
carried over into the third year, 
however, this would be limited only to 
the funds carried over. It does not 
require, as tracking on a straight three- 
year basis would, the tracking of each 
year's allotment separately. 

If an SDA failed to meet one or more 
of the minimum/maximum limitations at 
the end of the two-year local job 
training plan period and carried over 
funds into the third year, it is the 
Department’s assumption that an 
appropriate corrective action would be 
to meet the requirement of the 
minimum/maximum limitation(s) within 
the third year. 

3. Accounting for 9-month transition 
period funds carried forward into the 
first program year. 

Response. The Department indicated 
in the September 18.1984, Federal 
Register Notice that it would accept 
interpretations developed by the States 
through June 30.1984. The intent of this 
statement was that whatever 
interpretations were implemented by the 
States with respect to the 9-month 
transition period funds would be 
accepted by the Department: provided, 
of course, that such interpretations are 
consistent with the Act. Interpretations 
could not, for instance, change the 
requirements that 70 percent of the 
funds be expended for training and 40 
percent for youth. 

4. The Governor, rather than the 
Secretary, has the prerogative to 
determine what constitutes 
"compliance" with respect to minimum 
and maximum expenditure 
requirements. 

Response. It is the responsibility of 
the Secretary of Labor to provide 
appropriate and necessary 
interpretations of the Act. With respect 
to the particular issues herein discussed, 
the Department is in receipt of numerous 


letters and has received numerous 
phone calls from atl parts of the country 
on these issues. Members of the 
employment and training community, 
including members of Congress, 
requested that standardized 
interpretations of these matters be 
issued in order to avoid, among other 
things, serious audit questions. 

In order to comply with these 
requests, the Department issued the 
interpretations contained in the 
September 18,1984, Federal Register 
Notice regarding how the Department 
would view these issues. The 
Department did not intend and does not 
feel that these interpretations in any 
way restrict the authority and 
responsibility of the Governors or 
States, or private industry councils, to 
determine policy in these areas so long 
as those policies are consistent with the 
Act and regulations. The Department 
has merely provided what it considers 
to be a fair and reasonable manner for 
assuring compliance from the Federal 
standpoint, with the minimum and 
maximum expenditure requirements 
contained in the Act. 

5. Retroactive effective date of 
interpretations. 

Response. This issue was raised by 4 
States. While the Department 
appreciates the concerns expressed by 
the States, it does not feel that, based on 
the responses, the establishment of a 
retroactive date creates an 
unreasonable burden. Further, since the 
interpretations are based on the two- 
year job training plan, which under the 
law became operational on July 1.1984. 
the Department feels that it either had to 
make the interpretations effective July 1, 

. 1984. or. July 1.1986. The Department 
feels that waiting until July 1.1986. 
would not meet the needs of recipients 
and subrecipients. Making the 
interpretations effective July 1,1985, in 
the middle of the two-year job training 
plan, would have been confusing and 
probably unmanageable. Once again, 
however, the Governors are the parties 
responsible for interpretation and may 
set their own policies and take 
subsequent appropriate actions. 

6. Applicability of interpretations to 
section 202(b) 22 percent, Title Il-B and 
Title II! funds. 

Response. The Department was not in 
receipt of any correspondence 
suggesting that there would be problems 
with respect to the minimum and 
maximum requirements insofar as these 
funds are concerned. Further, generally 
the limitations do not apply to the 22 
percent funds. The requirements that do 
apply are spelled out in 20 CFR 629.39 
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(b) and (d). Likewise, funds for the Title 
II-B program, as well as the Secretary’s 
Title III national reserve funds, are 
exclusions to the 70/30 percent 
requirements per 20 CFR 629.39(d). With 
respect to Title III formula-allotted 
funds, these funds are provided to the 
States, which are responsible for 
administering the funds. It is the 
responsibility of the States, within the 
constraints of the Act and regulations, to 
determine policy with regard to these 
funding sources. 

7. Individual Miscellaneous 
Comments. 

a. Establishment of sanctions for non- 
compliance. 

Response. The Department’s 
interpretations provide that the States 
shall be responsible for determining 
appropriate corrective actions* Such 
corrective actions would of necessity 
have to be consistent with the two-year 
plan approved by the State and the 
reasons for non-compliance, which 
would have to be determined by the 
State. 

b. Carryover of training funds into a 
third program year. 

Response . The Department’s 
interpretations do not prohibit the 
carryover of funds into a third program 
year. The interpretations do provide 
that, where the funds are not expended 
within the two years of the State- 
approved job training plan, in 
accordance with the job training plan, 
the State should implement whatever 
corrective actions may be appropriate. 

c. Pooling of administrative funds at 
the SDA level. 

Response. The interpretations were 
not designed to address the issue of 
pooling administrative funds. 

Regulations at 20 CFR 629.39(g) provide 
the Governors with authority to provide 
for the pooling of administrative funds 
at the SDA level. 

d. Excess matching funds. 

Response. The interpretations were 

not designed to address the issue of 
excess matching funds. 

e. Subagreement closeout every two 
years. 

Response. The interpretations were 
nut designed to address the issue of 
subagreement closeout. 

Signed «ii Washington. D C, this 8th day of 
March 1985. 

Frank C. Casillas. 

Assistant Secretary for Employment and 
Training. 

|FR Doc 85-7135 Filed 3-25-85; 8.45 am) 
BALING COOC 4510-30-U 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 520 

Oral Dosage Form New Animal Drugs 
Not Subject to Certification; 
Trimethoprim and Sulfadiazine 
Tablets; Correction 

agency: Food and Drug Administration. 
action: Final rule; correction. 

summary: The Food and Drug 
Administration is correcting a 
typographical error in a document that 
published in the Federal Register of 
March 12,1985. 

FOR FURTHER INFORMATION CONTACT: 

David L Gordon. Center for Veterinary 
Medicine (HFV-238). Food and Drug 
Administration. 5600 Fishers Lane. 
Rockville. MD 20857. 301-443-6243. 
SUPPLEMENTARY INFORMATION! In FR 
Doc. 85-5773 appearing on page 9000 in 
the issue of Tuesday. March 12,1985, in 
the amendment to ( 520 2610(b), in the 
third column, last line of 
“Supplementary Information/* “17220“ is 
corrected to read “017220“. 

Dated: March 21.1985. 

Richard A Carncvalc. 

Acting Associate Director for New Animal 
Drug Evaluation. 

(FR Doc 85-7175 Filed 3-25-85, 8.45 am| 

BILLING COOC 410B-41-M 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 
26 CFR Part 1 
1T.D.8014J 

Income Tax—Energy Investment 
Credit for Leased Qualified Intercity 
Buses 

agency: Internal Revenue Service, 
Treasury. 

action: Final regulations. 

summary: This document adopts by 
Treasury decision an amendment to the 
regulations relating to the availability of 
the energy investment credit for leased 
qualified intercity buses. The 
amendment determines the eligibility of 
a taxpayer for the energy credit when a 
qualified intercity bus is leased. This 
action is necessary to provide the public 
with guidance needed to comply w ith 
the law. 

DATES: The amendment to the 
regulations applies to the period 
beginning on January 1.1980, and ending 


December 31.1985. and is effective 
January 1 , 1980. 

FOR FURTHER INFORMATION CONTACT: 

Michel A. Daze of the Legislation and 
Regulations Division. Office of the Chief 
Counsel. Internal Revenue Service. 1111 
Constitution Avenue. NW„ Washington. 
D C. 20224. Attention: CC:LR:T (202-565- 
3458. not a toll-free call). 
SUPPLEMENTARY INFORMATION: 

Background 

This document contains a final 
amendment to the Income Tax 
Regulations (28 CFR Part 1) under 
section 48(1)(16) of the Internal Revenue 
Code of 1954. relating to the energy 
investment credit for qualified intercity 
buses. Regulations under section 
48(1)(16) were originally published in 
proposed form in the Federal Register on 
September 3.1982 (47 FR 38918). Those 
proposed regulations were adopted in 
part by Treasury decision and published 
in the Federal Register on October 9, 
1984 (49 FR 39540). A rule relating to 
leased buses was reserved and 
reproposed in the same issue of the 
Federal Register (49 FR 39571). One 
comment was received with respect to 
the newly proposed rule for leased 
buses and was supplemented by 
testimony at a public hearing held on 
January 9,1985. With only minor 
revision, the proposed amendment to the 
regulations under section 48(!)(18) is 
adopted by this Treasury decision. 

Transitional Rule for Lessors 

Section 48(1)(16)(A) allows the energy 
investment credit (energy credit) for 
qualified intercity buses (qualifying 
buses) to common carriers regulated by 
the Interstate Commerce Commission or 
an appropriate State agency and 
engaged in the trade or business of 
furnishing intercity passenger 
transportation or intercity charter 
service by bus. Under the regulations 
proposed on September 3,1982. the 
energy credit would have been allowed 
for a leased intercity bus if the bus 
qualified according to its use by the 
lessee. If the lessee, but not the lessor, 
was a regulated common carrier, the 
lessor could either take the energy credit 
itself or pass it through to the lessee 
under section 48(d). Because section 
48(1)(16) specifically requires that the 
taxpayer obtaining the energy credit be 
a regulated common carrier engaged in « 
particular trade or business, the 
amendment proposed on October 9, 
1984, would allow only a common 
carrier-lessee that uses a qualifying bus 
in its trade or business to claim the 
energy credit if passed through to it 
under section 48 (d) by the lessor. In the 
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event that a lessor acted in reliance on 
the regulations as originally proposed, 
the amendment proposed on October 9. 
1964, would apply only to leasing 
transactions entered into after that date. 

The proposed transitional rule 
provided that, if a leased bus is energy 
property and. on or before October 9, 

1984. the lessor and lessee enter into a 
binding contract under which the 
amount of the lease payments cannot be 
modified, the energy credit is available 
to the lessor even if the lessor is not an 
eligible taxpayer. The comment 
explained that with respect to a bus 
leased and placed in service before 
October 9,1984, the lease commonly 
provided a mechanism to modify the 
amount of the lease payments in the 
event, for example, that the bus failed to 
qualify for the energy credit according to 
its use by the lessee. The transitional 
rule as adopted mokes clear, as 
suggested by the comment, that an 
energy credit claimed by a lessor would 
not be disallowed in the case of 
qualifying bus leased and placed in 
service on or before October 9.1984. 

Separate Pass Through of Energy Credit 

The comment also explained that the 
prevalent practice is for lessors to retain 
the investment credit. Because the 
amendment to the regulations proposed 
on October 9.1984, would allow only a 
common carrier-lessee to claim the 
energy credit, the comment suggested 
that a lessor be allowed to continue to 
retain the regular percentage, but elect 
to pass through the energy percentage to 
the lessee. This suggestion is not 
adopted. Under section 48 Id), a lessor 
may elect with respect to any new 
•ection 38 property to treat the lessee as 
having acquired such property. Section 
48 (d) (3) provides that if the lessor so 
electa, the lessee shall be treated at 
having acquired the property “for all 
purposes” of the subpart (sections 48. 47 
and 48) which contains the rules for 
computing the credit for investment in 
certain depreciable property. A lessor, 
therefore, is not permitted to elect under 
•ection 48 (d) for purposes of applying 
the energy percentage while not so 
electing for purposes of applying the 
regular percentage. 

Executive Order 12291 and Regulatory 

Flexibility Act 

The Commissioner of Internal 
Revenue has determined that this final 
rule is not a major rule as defined in 
Executive Order 12291 and that a 
Regulatory Impact Analysis is therefore 
not required. Although a notice of 
proposed rulemaking that solicited 
public comment was issued, the Internal 
Revenue Service concluded when the 


notice was issued that the regulations 
are interpretative and that the notice 
and public procedure requirements of 5 
U.S.C. 553 did not apply. Accordingly, 
the final regulations do not constitute 
regulations subject to the Regulatory 
Flexibility Act (5 U.S.C Chapter ft). 

Drafting Information 

The principal author of this final 
amendment to the regulations is Michel 
A. Daz6 of the Office of Chief Counsel. 
Internal Revenue Service. However, 
personnel from other offices of the 
Internal Revenue Service and Treasury 
Department participated in developing 
the regulations, both on matters of 
substance And style. 

List of Subjects in 26 CFR Part 1 

Income taxes, Tsx liability. Tax rates. 
Credits. Adoption of amendments to the 
regulations 

According. 26. CFR Part t is amended 
as follows; 

Section 1.48-9(g)(8) is amended by 
removing the language “Leased buses, 
(Reserved)" and adding instead new 
text as set forth below. 

9 1.48-9 Definition of energy property. 

• • • • • 

(q) qualified intercity buses — * * * 

(8) Leased buses, (i) A bus which is 
leased is energy property only if it meets 
the requirements of paragraph (q)(6) (i). 
(ii). and (iii) of this section, the lessee is 
an eligible taxpayer, and the bus meets 
the predominant use test in the hands of 
the lessee. If a leased bus is energy 
property, the energy credit is available 
only to the lessee unless paragraph 
(q)(B)(ii) of this section applies. The 
lessor must elect under section 48(d) for 
the lessee to claim the energy credit 

(ii) If a leased bus is energy property 
and. on or before October 9,1984. either 
(A) the lessor and lessee enter into a 
lease and the lessee places the bus in 
service, or (B) the bus is not placed in 
service but the lessor and lessee enter 
into a binding contract under which the 
amount of the lease payments cannot be 
modified, then the energy credit is 
available to the lessor even if the lessor 
is not an eligible taxpayer. 

(iii) Notwithstanding 11,47—2(b)(1) 
(relating to the effect of a disposition by 
the lessee on the credit claimed by the 
lessor), if, by reason of a lease or the 
termination of a lease, a bus is used in a 
taxable year subsequent to the credit 
year by a person other than the one 
whose increase in operating capacity 
determined the amount of qualified 
investment for the energy credit, a 
disposition of the bus under § 1.47- 
1(h)(2) results. However, if the energy 
credit for a bus was earned in a taxable 


year and a lease of the bus which 
qualifies under section 168(0(8) (safe- 
harbor lease) is entered into in a 
subsequent taxable year, the safe- 
harbor lease is not a disposition of the 
bus and the lessee under that lease is 
treated as the lessee for purposes of this 
paragraph (q)(8). For the requirement to 
file an amended return if the energy 
credit was allowed in a prior taxable 
year, see $ 5c.l68(0(&)-6{b)(2)(ii] 
(Temporary Income Tax Regulations 
under the Economic Recovery Tax Act 
of 1981). For the rule for determining 
whose operating capacity determines 
qualified investment for the energy 
credit, see paragraph (q)(9)(ii) of this 
section. For the rule for leases to related 
taxpayers, see paragraph (qj(10)(ii) of 
this section. 

This Treasury decision it issued under the 
authority contained in Code section 7805 
(68A Stat. 917. 26 U-S.C. 7865). 

Roscue L. Eggcr, Jr.. 

Commissioner of Internal He venue. 

Approved: March 12.1985. 

Ronald A. Pearl man. 

Assistant Secretary of the Treasury. 

(FR Doc. 85-7022 Filed 3-25-85; 8:45 am) 
SILUMQ COOC 4SKMM M 


28 CFR Part 1 
(TJX 8019) 

Effect of Windfall Prom Tax 
Overpayments on Estimated income 
Tax Payments 

agency; Internal Revenue Service. 
Treasury. 

ACTION: Final regulations. 

summary: This document contains final 
regulations relating to the effect of 
windfall profit tax overpayments on 
estimated Income tax payments and 
penalties in light of the changes to the 
tax law made by the Technical 
Corrections Act of 1982. These 
amendments would provide rules with 
respect to the conditions under which 
overpayments of windfall profit tox may 
be taken into account in determining the 
amount of estimated income tax 
payments and the amount of any 
penalty for underpayment thereof. 

DATES: These final regulations apply to 
windfall profit tax overpayments made 
for taxable years ending after February 
29,1980. and are effective after February 
29. 1980. - 

FOR FURTHER INFORMATION CONTACT: 

Gail H. Morse of the Legislation and 
Regulations Division, Office of Chief 
Counsel Internal Revenue Service, 1111 
Constitution Avenue. NW., Washington. 
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D.C. 20224. Attention: CC:LR:T. (202- 
566-3297). 

SUPPLEMENTARY INFORMATION: 
Background 

Section 201 (j) of the Technical 
Corrections Act of 1982 authorized the 
promulgation of regulations prescribing 
conditions under which windfall profit 
tax overpayments may be taken into 
account in determining: (1) The amount 
of estimated income tax payments under 
sections 6015 and 8154 of the Code, and 
(2) the amount of any penalty for 
underpayment of estimated income tax 
under sections 6654 and 6655 of the 
Code. The final regulations contained 
herein would prescribe these conditions. 

On March 26.1984. the Federal 
Register published proposed 
amendments (49 FR 11186) to the Income 
Tax Regulations (28 CFR Part 1) that 
contained, among other provisions, 
proposed revisions to 8 1.6655-1 and 
S 1.6655-2. The Final regulations 
contained herein include amendments to 
reserved provisions of 5 1.6655-1 and 
§ 1.6655-2 as proposed on March 26, 

1984. 

On August 29.1984. the Federal 
Register published proposed 
amendments (49 FR 34240) to the Income 
Tax Regulations (26 CFR Part 1) under 
sections 6015, 6154. 6654. and 6655 of the 
Internal Revenue Code of 1954. There 
were no written comments received 
with respect to the proposed 
amendments. There were no requests for 
a public hearing and a public hearing 
was not held. The regulations arc. 
therefore, being published as they 
appeared in the notice of proposed 
rulemaking published on August 29. 

1984. 

These regulations are necessary to 
implement section 201 (j) of the 
Technical Corrections Act of 1982 and 
are to be issued under the authority 
contained in sections 6015. 6154, 6654, 
6655. and 7805 of the Internal Revenue 
Code of 1954 (96 Stat. 2395 and 2396. 

68A Stat. 017: 26 U.S.C. 6015, 6154. 6654. 
6655, and 7805). 

These final regulations do not reflect 
amendments to sections 0015 and 0654 
made by sections 411 and 412 (a) of the 
Tax Reform Act of 1984 (98 Stat. 788 and 
792). 

Explanation of Provisions 

Section 6015 (d) and 6154 (c) of the 
Code define the term “estimated tax" by 
providing a calculation to arrive at an 
estimated income tax amount. The 
calculation includes a reduction for 
overpayments of windfall profit tax to 
the extent such overpayments are 
allowed by the regulations. Sections 


1.6015 (c)-l (a) (5), 1.6015 (d)-l (b) (4), 
and 1.6154-5 (b) (2) of the regulations 
provide for the reduction to the extent of 
an overpayment of windfall profit tax. 
An "overpayment" of windfall profit tax 
is defined as the amount by which the 
taxpayer's aggregate windfall profit tax 
liability for the taxable year as a 
producer of crude oil is reasonably 
expected to be exceeded by withholding 
of windfuil profit tax for the taxable 
year. 

Sections 8654(g) and 6655(f) of the 
Code, in determining the amount of any 
penalty for the underpayment of 
estimated income tax, define the term 
"tax” as an amount described in thoGe 
sections which is reduced for 
overpayments of windfall profit tax to 
the extent the regulations allow such a 
reduction. Sections 1.6654-1 (a)(4)(v), 
1.6654-2(b)(l)(v),1.6055-l(b)(5)(ii)(B), 
and 1.6655-2(c)(l)(ii)(B) provide for the 
reduction to the extent of an 
overpayment of windfall profit tax. An 
"overpayment" of windfall profit tax is 
defined as the amount by which the 
taxpayer's aggregate windfall profit tax 
liability for the taxable year as a 
producer of crude oil is exceeded by 
withholding of windfall profit tax for the 
taxable year. For purposes of section 
6654 only, the definition of an 
overpayment is expanded to include 
amounts treated as an overpayment of 
windfall profit tax under sections 6429 
and 6430. In figuring the amount of the 
reduction for windfall profit tax 
overpayments in the penalty context 
the deemed payment date of section 
4995(a)(4) is not to be taken into 
account. 

Special Analysis 

The Commissioner of Internal 
Revenue has determined that this final 
rule is not subject to review under 
Executive Order 12291. Accordingly, a 
Regulatory Impact Analysis is not 
required. Although a notice of proposed 
rulemaking that solicited public 
comment was issued, the Internal 
Revenue Service concluded when the 
notice was issued that the regulations 
are interpretative and that the notice 
and public procedure requirements of 5 
U.S.C. 553 do not apply. Accordingly, the 
final regulations do not constitute 
regulations subject to the Regulatory 
Flexibility Act (5 U.S.C. chapter 6). 

Drafting Information 

The principal author of these 
regulations is Call H. Morse of the 
Legislation and Regulations Division of 
the Office of Chief Counsel, Internal 
Revenue Service. However, personnel 
from other offices of the Internal 
Revenue Service and Treasury 


department participated in developing 
the regulations both on matters of 
substance and style. 

List of Subjects 

20 CFR 1.6001-1—1.6109-2 

Income taxes, Administration and 
procedure, Filing requirements. 

26 CFR 1.6151-1 — 1.6165-1 

Income taxes. Administration and 
procedure, Payment of tax. 

26 CFR 1.6654-1—1.6696-1 

Income taxes. Administration and 
procedure. Penalties, Additions to tax. 

Adoption of amendments to the 
regulations . 

Accordingly. 26 CFR Part 1 1 b 
amended by adopting, without change, 
the regulations proposed as a notice of 
proposed rulemaking published in the 
Federal Register on August 29.1984 {49 
FR 34240). 

Paragraph 1. Section 1.6015(c)—1 is 
amended as follows: 

1. By removing, in paragraph (a)(3), 
the words "and also minus" and 
inserting, in their place, the word 
"minus". 

2. By removing, in paragraph (a)(4), 
the words "(relating to the credit for tax 
withheld from wages on account of 
qualified State individual income 
taxes)." and inserting, in their place, the 
words "(relating to the credit for tax 
withheld from wages on account of 
qualified State individual income taxes), 
and minus". 

3. By adding a new paragraph (a)(5) 
immediately after paragraph (a)(4) as set 
forth below. 

8 1.0015(c)-1 Definition of estimated tax. 

(a) In general. • • • 

• • ♦ • • 

(5) For taxable years ending after 
February 29.1980, the amount which the 
individual estimates will be the amount 
of such individual's overpayment of 
windfall profit tax imposed by section 
4986 of the Code for the taxable year. 
For this purpose, the amount of such 
overpayment is the amount by which 
such individual's aggregate windfall 
profit tax liability for the taxable year 
as a producer of crude oil Is reasonably 
expected to be exceeded by withholding 
of windfall profit tax for the taxable 
year. 

• • • • • 

Par. 2. Section 1.6015(d)-1 is amended 
as follows: 

1. By removing, in paragraph (b)(3), 
the words "and lubricating oilr, and** 
and inserting, in their place, the words 
"and lubricating oils;". 
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2. By redesignating paragraph (b)(4) as 
paragraph (b)(5). adding a new 
paragraph (b)(4) immediately after 
paragraph (b)(3). and revising new 
paragraph (b)(5) as set forth below. 

$ I6015<d>-1 Contents of declaration of 
estimated tax. 

• • • • • 

(b) Computation of estimated tax. 

. • • • • 

(4) For taxable years ending offer 
February 29.1980. the amount which the 
taxpayer estimates will be the amount 
of such taxpayer's overpayment of 
windfall profit tax imposed by section 
4936 of the Code for the taxable year. 

For this purpose, the amount of such 
overpayment is the amount by which 
such individual's aggregate windfall 
profit tax liability fur the taxable year 
as a producer of crude oil is reasonably 
expected to be exceeded by withholding 
of windfall profit tax for the taxable 
year. 

(5) The excess, if any. or the sum of 
thf amounts shown under 
subparagraphs (b) (1) and (2) of this 
paragraph over the sum of the amounts 
shown under subparagraphs (b) (3) and 
(4) of this paragraph shall be the 
estimated tax for the taxable year. 

* • • • • 

Par. 3. Section 1.6154-5 is added 
immediately after § 1.6154-4 os set forth 

below: 

§161 54-5 Definition of estimated tax. 

For taxable years beginning after 
December 31.1978, the term "estimated 
lax' means the excess of— 

(a) The amount which the corporation 
estimates as its income tax liability for 
the taxable year under section 11 or 
1201(a), or subchapter L of chapter 1 of 
the Code, whichever is applicable, over 

(b) TTie sum of— 

(1) Any estimated credits against tax 
provided by part IV of subchapter A of 
rh.ipter 1 of the Code, plus 

(2) For taxable years ending after 
February 29.1980. the amount which the 
corporation estimates will be the 
amount of such corporation's 
overpayment of windfall profit tax 
imposed by section 4966 of the Code for 
the tuxable year. For this purpose, the 
amount of such overpayment is the 
amount by which such corporation's 
^iiregate windfall profit tax liability for 
I he taxable year as s producer of crude 
oil is reasonably expected to be 
exceeded by withholding of windfall 
profit tax for the taxable year. 

Par. 4. Section 1.0654-1 is emended as 
follows: 

1 By removing, in paragraph (a)(4)(iii). 
the words "and also minus" and 


inserting, in their place, the word 

"minus". 

2. By removing, in paragraph (a)(4)(iv). 
the words "(relating to the credit for tax 
withheld from wages on account of 
qualified State individual income 
taxes)," and inserting, in their place, the 
words "(relating to the credit for lax 
withheld from wages on account of 
qualified State individual income taxes), 
and minus" 

3. By adding a new paragraph (a)(4)(v) 
immediately after paragraph (a)(4)(iv) as 
set forth below. 

§ 1.6854-1 Addition to the tax In the case 
of an individual. 

{*) In general • • • 

• • • • • 

(§)*•• 

(v) For taxable years ending after 
February 29.1980, the individual's 
overpayment of windfall profit tax 
imposed by section 4966 of the Code for 
the taxable year. For this purpose, the 
amount of such overpayment is the sum 
of (A) the amount by which such 
individual's aggregate windfall profit tax 
liability for the taxable year as a 
producer of crude oil is exceeded by 
withholding of windfall profit tax for the 
taxable year, and (B) any amount 
treated under section 6429 or 6430 as on 
overpayment of windfall profit tax for 
crude oil removed during the taxable 
year. The deemed payment date in 
section 4995(a)(4)(B) for the amount of 
.windfall profit tax withheld with respect 
to payments for crude oil shall have no 
effect in the determination of the 
overpayment of windfall profit tax. 

• • • • • 

Par^ S. Section 1.6654-Z is amended as 
follows: 

1. By removing, in paragraph (b)(l)(iii), 
the words "estimated tax. and also 
minus" and inserting, in their place, the 
words "estimated tax. minus". 

2. By removing, in paragraph (b)(l)(iv), 
the words "(relating to the credit for tax 
withheld from wages on account of 
qualified State individual income 
taxes)." and inserting, in their place, the 
words "(relating to the credit for tax 
withheld from wages on account of 
qualified State individual income taxes), 
and minus". 

3. By adding a new paragraph (b)fl)fv) 
immediately after paragraph (b)(l)(iv) as 
set forth below. 

§ 1.6654-2 Exceptions to imposition ot the 
addition to the tax In the case o! 
individuals. 

• • • • • 

(b) Meaning of terms. * # # 

(IP • * 

(v) For taxable years ending after 
February 29.1980, the individual s 


overpayment of windfall profit tax 
imposed by section 4986 of the Code for 
the taxable year. For this purpose, the 
amount of such overpayment is the sum 
of (A) the amount by which such 
individual's aggregate windfall profit tax 
liability for the taxable year as producer 
or crude oil is exceeded by withholding 
of windfall profit tax for the taxable 
year, and (B) any amount treated under 
section 6429 or 6430 as an overpayment 
of windfall profit tax for crude oil 
removed during the taxable year. The 
deemed payment date in section 
4995(aH4HB) for the amount of windfall 
profit tax withheld with respect to 
payments for crude oil shall have no 
effect in the determination of the 
overpayment of windfall profit tax. 

• • • • • 

Par. 6. Paragraph (b](5)(ii)(B) of 
proposed § 1.6655-1 is revised to read as 
follows: 

§ 1.6655-1 Addition to the tax in the esse 
of s corporation. 

• • • • • 

(b) Amount of underpayment. # # # 

• • • • • 

(5) Definition of the term "tax ." # # # 
(it) # * * 

(B) For taxable years ending after 
February 29, I960, the corporation's 
overpayment of windfall profit tax 
imposed by section 4988 of the Code for 
the taxable year. For this purpose, the 
amount of such overpayment Is the 
amount by which such corporation's 
aggregate windfall profit tax liability for 
the taxable year as a producer of crude 
oil is exceeded by withholding of 
windfall profit lax for the taxable year. 
The deemed payment date in section 
4995(a)(4)(B) for the amount of windfall 
profit tax withheld with respect to 
payments for crude oil shall have no 
effect in the determination of the 
overpayment of windfall profit tax. 

• • • • • 

Par. 7. Paragraph (c)(l)(ii)(D) of 
proposed § 1.6655-2 is revised to read as 
follows: 

§ 1.6655-2 Exceptions to Imposition of the 
addition to the tax In the esse of 
corporations. 

• • • • • 

(c) Meaning of terms. 000 

(1) Meaning of terms "tax." * • * 

m • • • 

(B) For taxable years ending after 
February 29.1980, the corporation's 
overpayment of windfall profit tax 
imposed by section 4986 of the Code for 
the taxable year. For this purpose, the 
amount of such overpayment is the 
amount by which such corporation's 
aggregate windfall profit tax liability for 
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the taxable year as a producer of crude 
oil is exceeded by withholding of 
windfall profit tax for the taxable year. 
The deemed payment date in section 
4995(a)(4)(B) for the amount of windfall 
profit tax withheld with respect to 
payment for crude oil shall have no 
effect in the determination of the 
overpayment of windfall profit tax. 

This Treasury decision is issued under 
the authority contained in sections 6015. 
6154, 6*654. 6855, and 7805 of the Internal 
Revenue Code of 1954 (98 Stat 2395 and 
2396, 68A Stat. 917; 26 U.S.C. 6015. 6154, 
6854. 6655, and 7805). 

Roficoe L Egger, |r„ 

Commissioner of Internal Revenue. 

Approved: March 13,1985. 

Ronald A. Pcarlman. 

Assistant Secretary of the Treasury. 

(FR Doc. 85-7020 Filed 3-25-85: 8:45 am) 

SILLING COOf 4430-0 t-M 


26 CFR Part 1 
|T.D. 8015) 

Place for Filing Request for Exemption 
From Withholding 

agency: Internal Revenue Service, 
Treasury. 

action: Final regulations. 

summary: This document contains final 
regulations specifying a new place for 
filing requests by foreign corporations or 
foreign partnerships that are engaged in 
a trade or business within the United 
States for exemptions from withholding 
because withholding would cause an 
undue administrative burden and 
because the collection of tax on the 
income involved would not be 
jeopardized by the exemption. This 
action is necessary because the former 
Office of International Operations was 
reorganized and redesignated as the 
Foreign Operations District. As such, the 
Foreign Operations District no longer 
has jurisdiction over returns for 
withholding at the source. 

dates: The regulations apply to requests 
for exemption filed after May 28.1985. 
and are effective May 28.1985. 

FOR FURTHER INFORMATION CONTACT: 

Carol T. Doran of the Legislation and 
Regulations Division. Office of Chief 
Counsel. Internal Revenue Service, 1111 
Constitution Ave., NW., Washington. 

D C. 20224 (Attention: CC:IJ*:T) (202- 
566-3289). 


SUPPLEMENTARY INFORMATION: 

Background 

This final regulation is being issued 
without a prior notice of proposed 
rulemaking or a public hearing. 

The Office of International Operations 
has been reorganized and redesignated 
as the Foreign Operations District. As 
part of the reorganization, jurisdiction 
over all returns for withholding at the 
source was shifted from the Foreign 
Operations District to the district in 
which the related books and records are 
maintained. The amendment to the 
regulations provides, therefore, that a 
foreign corporation or foreign 
partnership shall request an exemption 
from withholding from the district 
director in whose district the related 
books and records are kept. 

Regulatory Flexibility Act and Executive 
Order 12291 

The Secretary of the Treasury has 
certified that the regulations herein will 
not have a significant economic impact 
on a substantial number of small 
entities. Accordingly, these regulations 
do not constitute regulations subject to 
the Regulatory Flexibility Act (5 U.S.C. 
chapter 6), and a regulatory impact 
analysis is therefore not required. The 
Commissioner of Internal Revenue has 
determined that this rule is not a major 
rule as defined in Executive Order 12291 
and, therefore, a regulatory impact 
analysis is not required. 

Drafting Information 

The principal author of these final 
regulations is Carol T. Doran of the 
Legislation and Regulations Division of 
the Office of Chief Counsel. Internal 
Revenue Service. However, personnel 
from other offices of the Internal 
Revenue Service and Treasury 
Department participated in developing 
the regulations, both on matters of 
substance and style. 

List of Subjects in 1.1441-1—1.1465-1 

Income taxes. Aliens. Foreign 
corporations. 

Adoption of amendments to the 
regulations. 

Accordingly. 28 CFR Part 1 is 
amended as follows: 

Income Tax Regulations 

5 1.1441-4 (Amended) 

Section 1.1441-4 is amended as 
follows: 

(1) Paragraph (f)(1) is amended by 
removing from the first sentence the 
words “Director of International 
Operations*' and of inserting in their 
place the words "district director in 
whose district the related books and 


records are kept’* and by removing from 
the last sentence each time they appear 
the words "Director of International 
Operations" and by inserting in their 
place the words "district director". 

(2) Paragraph (f)(2) is amended by 
removing from the first sentence the 
words “Director of International 
Operations, Internal Revenue Service. 
Washington. D.C. 20225," and inserting 
in their place the words "district 
director in whose district the related 
books and records arc kept," and by 
removing the words "Director of 
International Operations’* each time 
they appear (other than as described 
above) and by inserting in their place 
the words "district director". 

This Treasury decision is issued 
simply to conform the regulations to 
changes In jurisdiction of offices of the 
Internal Revenue Service. For this 
reason it is found unnecessary to issue 
this Treasury decision with notice and 
public procedure under subsection (b) of 
section 553 of Title 5 of the United 
States Code. 

This Treasury decision is issued under the 
authority contained in sections 1441.1442. 
and 7805 of the Internal Revenue Code (Bn 
Stat 1553. 26 U.S.C. 1441; 80 Stat. 1558. 25 
U.S.C. 1442; 68A Stat 917. 26 U.S.C 7805. 
respectively). 

Roscoe L Eggcr. )r.. 

Commissioner of Internal Revenue. 

Approved: March 14.1985. 

Ronald A. Pcarlman. 

Assistant Secretary of the Treasury. 

[FR Doc. 85-7021 Filed 3-25-85; 8:45 am| 

BILLING COO€ 4W0-01-M 


26 CFR Part 1 
|T.D. 80071 

Application of Loss Deferral Rules and 
Rules Similar to Sections 1091 (a) and 
(d) and Sections 1233 (b) and (d) to 
Straddles Under Section 1092 and 
Elections With Respect to Section 
1256 Contracts Held on or Before July 
18, 1984 

Correction 

In FR Doc. 85-1820. beginning on page 
3317, in the issue of Thursday. January 
24.1985, make the following corrections: 

1. On page 3318, in column two, in the 
second paragraph, line two, "of' should 
read “on". 

2. On the same page in the third 
column under Special Analyses, in the 
last paragraph, sixth line, the first word 
should read ’These". 
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3 , On page 3319. in column one. In 
Paragraph 1, on the second line, insert 
‘11092{b)-2T”. between # i.l092(bHT* 
and *11092fb)-5T\ 

*UIN<S COOC ISO5-0t-« 


DEPARTMENT OF DEFENSE 
Department of the Army 
32CFR Part 516 
[Army Reg. 340-171 

Release of Information and Records 
From Army Files; Freedom of 
Information Act 

agency: Department of the Army. DOD. 
action: Notice of final rule. 

summary: The Department of the Army 
is amending its rule for administering 
the Freedom of Information Act by 
revising its list of Initial Denial 
Authorities and their areas of 
responsibilities as the result of Army 
Staff reorganizations. 

EFFECTIVE DATE: March 20.1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. William A. Walker. Office of the 
Assistant Chief of Staff for Information 
Management. Department of the Army. 
ATN: IMIM-PSP-A, Washington. DC 
20310-0700; telephone (202) 694-0422. 

SUPPLEMENTARY INFORMATION: This 
amendment changes responsibilities in 
the offices of the Deputy Chief of Staff 
for Operations and Plans, the Deputy 
Chief of Staff for Personnel. The 
Assistant Chief of Staff for Intelligence, 
and the Adjutant General; and 
designates the Assistant Chief of Staff 
for Information Management and the 
Commanding General. US Army 
Community and Family Support Center 
us Initial Denial Authorities. The 
proposed rule is not a "major rule” as 
defined by Executive Order 12291. 
Therefore, no regulatory impact analysis 
Has been prepared. The Department of 
the Army certifies that this document 
'vill not have a significant economic 
effect on a substantial number of small 
entities under the Regulatory Flexibility 
Act (5 U.S.C. et. seq.). Therefore, no 
regulatory flexibility analysis has been 
prepared. The rule does not contain 
collection of information requirements 
which require the approval of OMB 
under 44 U.S.C. 3501 et. seq. 

of Subjects in 32 CFR Part 518 

Freedom of information. 


Dutcd: March 1965. 

John O. Roach. 

Department of the Army Liaison Officer with 
the Federal Register. 

PART 518—[AMENDED) 

Subpart E—Release and Processing 
Procedures 

S 518.15 (Amended) 

32 CFR Part 518 is amended by 
revising paragraphs (a)(4) (i) through 
(xxiii) in $ 51815 to read as follows: 

• • • • • 

W* 

(4) The following officials are 
designated ID As for their ureas of 
responsibility as outlined below. Only 
an IDA. his or her delegate, or the 
Secretary of the Army can deny FOiA 
requests for DA records. 

(i) The Administrative Assistant to the 
Secretary of the Army, is authorized to 
act for the Secretary of the Army (SA) 
on requests for all records maintained 
by the Office of the Secretary of the 
Army and its serviced activities, as well 
as those requests requiring the personal 
attention of the SA. 

(ii) The Auditor General is authorized 
to act on requests for records relating to 
audits done by the US Army Audit 
Agency. This includes requests for 
related records developed by the Audit 
Agency. 

(iii) The Deputy Chief of Staff for 
Operations and Plans is authorized to 
act on requests for records relating to 
strategy formulation; force development; 
individual and unit training policy; 
strategic and tactical command and 
control system; nuclear and chemical 
mutters; and use of DA forces. 

(iv) The Deputy Chief of Staff for 
Personnel is authorized to act on 
requests for case summaries; letters of 
instruction to hoards; civilian personnel 
records; behavorial science records; 
safety records; military police reports; 
and general education records. 

(v) The Deputy Chief of Staff for 
Logistics is authorized to act on requests 
for records relating to DA logistical 
requirements and determinations: and 
policy concerning materiel maintenance 
and use. equipment standards, and 
logistical readiness. 

(vi) Deputy Chief of Staff for 
Research. Development, and Acquisition 
(DCSRDA) is authorized to act on 
requests for records created by 
ODCSRDA relating to the Army’s 
research, development, and acquisition 
programs and activities. 

(vfi) The Assistant Chief of Staff for 
Intelligence is authorized to act on 
requests for foreign scientific and 
technological information. Intelligence 


training, mapping and geodesy 
information, ground surveillance 
records, intelligence threat assessments, 
and missile intelligence data relating to 
tactical land warfare systems. 

(vili) The Assistant Chief of Staff for 
Information Management is authorized 
to act on records relating to information 
systems, including automation, 
telecommunications, records 
management, publications, and audio¬ 
visual resources. 

(ix) The Adjutant General is 
authorized to act on requests for 
personnel and medical records of 
retired, separated, and reserve 
component military personnel: records 
relating to Army administrative 
programs, except those falling under the 
area of responsibility of the Assistant 
Chief of Staff for Information 
Management; and when two or more 
IDA are involved. 

(x) The Chief of Engineers is 
authorized to act on requests for records 
involving civil works, military 
construction, engineer procurement, and 
ecology: and the records of US Army 
Engineer divisions, districts, 
laboratories, and field operating 
agencies. 

(xi) The Surgeon General is 
authorized to act on requests for 
medical research and development 
records; and the medical records of 
active duty military personnel, 
dependents, and persons given physical 
examinations or treatment at DA 
medical facilities. 

' (xii) The Comptroller of the Army is 
authorized to act on requests for finance 
and accounting records. 

(xiii) The Chief of Chaplains is 
authorized to act on requests for records 
involving ecclesiastical rites performed 
by DA Chaplains, and privileged 
communications relating to the clergy. 

(xiv) The Judge Advocate General 
(TJAG) is authorized to act on requests 
for records relating to claims, courts- 
martial. legal services, and similar legal- 
type records. TJAG is also authorized to 
act on requests for records described 
elsewhere in this AR. if those records 
relate to litigation in which the United 
States has an interest. In addition, TJAG 
is authorized to act on requests for 
records that are not within the 
functional area of responsibility of any 
other IDA. 

(xv) The Chief, National Guard 
Bureau, is authorized to act on requests 
for all Army National Guard records, 
unless such records clearly fall within 
another IDA’s responsibility. This 
includes National Guard organization 
and training Hies; plans, operations, and 
readiness files; policy files; historical 
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files; and Tiles relating to National 
Guard military support and civil 
disturbance activities. 

(xvi) The Chief. Army Reserve, is 
authorized to act on requests for all US 
Army Reserve (USAR) records, unless 
such records clearly fall within another 
IDA'* responsibility. This includes 
records relating to USAR plans, policies, 
and operations; changes in the 
organizational status of USAR units; 
mobilization and demobilization 
policies; active duty tours; and the 
Mobilizaton Designation Program. 

(xvii) The Inspector General is 
authorized to act on requests for all 
Inspector General records, under AR 20- 
1 . 

(xviii) The Commanding General 
United States Army Material Command 
(AMC) is authorized to act on requests 
for the records of AMC headquarters 
and its subordinate commands, units, 
and activities that relate to procurement, 
logistics, research and development, and 
supply and maintenance operations. 

(xix) The Commanding General. 
United States Army Criminal 
Investigation Command (USACIC), is 
authorized to act on requests for 
criminal investigative records of 
USACIC headquarters and its 
subordinate activities, this includes 
criminal investigation records, 
investigation-in-process records, and 
military police reports that result in 
criminal investigation reports. 

(xx) The Commanding General. 

United States Army Military Personnel 
Center, is authorized to act on requests 
for military personnel Tiles relating to 
active duty military personnel matters, 
and other military personnel 
administration records (other than those 
of reserve and retired personnel), and 
records relating to casualty and 
memoriaiization activities. 

(xxi) The Commanding General. US 
Army Community and Family Support 
Center is authorized to act on requests 
for records relating to morale, welfare 
and recreation activities; 
nonappropriated funds; child 
development centers; community life 
programs; family action programs; 
retired activities, dub management. 
Army emergency relief, voting, and 
identification cards; records relating to 
naturalization, citizenship, consumer 
protection, retiree survival beneTits. and 
commercial solicitation policies, and 
records dealing with DA relationships 
and social security, veterans' affairs. 
United Service Organization. US 
Soldiers' and Airmens' Home, and 
American Red Cross. 

(xxii) The Deputy Commander. 
Intelligence. United States Army 
Intelligence and Security Command, is 


authorized to act on request for 
intelligence investigation and security 
records. 

(xxiii) The General Counsel Army 
and Air Force Exchange Sen ice 
(AAFES). ia authorized to act on 
requests for AAFES records, under AR 
60-201/AFR 147-14. 

IFR Doc 65-7010 Filed 3-25-65; 845 am) 

*ILL»Q COOC JTtO-OS-U 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 271 
ISW-6-FRL-2804-7) 

Texas and Oklahoma; Clarification of 
Decisions on Final Authorization of 
Hazardous Waste Management 
Programs 

agency: Environmental Protection 
Agency. 

action: Clarification of the Notices of 
Final Determination on Texas' and 
Oklahoma's applications for Final 
Authorization. 

summary: Texas and Oklahoma have 
been granted Final Authorization under 
the Resource Conservation and 
Recovery Act (RCRA). The 
Environmental Protection Agency (EPA) 
is clarifying the Final Determinations of 
these two States with regard to the 
changes mandated by the Hazardous 
and Solid Waste Amendments of 1984 
(Pub. L 98-816, November 6,1984). 
EFFECTIVE date The effective date of 
Final Authorization for Texas was 
December 28.1984. The effective date of 
Final Authorization for Oklahoma was 
January 10.1985. 

FOR FURTHER INFORMATION CONTACT: 

H.J. Parr, State Programs Section (6AW- 
HP). Hazardous Materials Branch. U.S. 
Environmental Protection Agency, 
Region VI. 1201 Elm Street. Dallas. 
Texas 7527a (214) 767-2845. 
SUPPLEMENTARY INFORMATION: Section 
3006 of RCRA allows the EPA to 
authorize State hazardous waste 
management programs to operate in the 
State in lieu of the Federal program. To 
qualify for Final Authorization, a State's 
program must (1) be “equivalent*’ to the 
Federal program. (2) be consistent with 
the Federal program and other 
authorized State programs and (3) 
provide for adequate enforcement 
(Section 3006(b) of RCRA. 42 U.S.C 
6926(b)). Prior to the Hazardous and 
Solid Waste Amendments (HSWA) 
amending RCRA. a State with Final 
Authorization administered its 


hazardous WasXe program entirely in 
lieu of the EPA. EPA's regulations no 
longer applied in the authorized State, 
and EPA could not issue permits for any 
facilities the State was authorized to 
permit. 

Now. however, under Section 3006<s) 
of RCRA, 42 U.S.C. 6926(g), the new 
requirements and prohibitions imposed 
by the HSWA take effect in authorized 
States at the same time as they take 
effect in non-authorized States. EPA is 
directed to carry out those requirements 
and prohibitions in authorized States, 
including the issuance of full or partial 
permits, until the State is granted 
authorization to do so. 

As a result of the HSWA, there is a 
dual State/Federal regulatory program 
in Texas and Oklahoma. To the extent 
the authorized State programs are 
unaffected by the HSWA. the State 
programs operate in lieu of the Federal 
program. EPA is administering and 
enforcing the prohibitions and 
requirements of the IISWA in Texas .md 
Oklahoma until they receive 
authorization to do so. Among other 
things, this entails the issuance of 
Federal RCRA permits for those areas in 
which the States are not yet authorized 

Therefore, subsequent to November 8, 
1964. issuance of a full RCRA permit in 
authorized Stales requires action by 
both the State and EPA until the Staffs 
are authorized for the new HSWA 
provisions. State permits which are 
issued without the companion EPA 
permit are not full RCRA permits. Once 
the States are authorized to implement a 
HSWA requirement or prohibition, 
the States' programs in that area will 
operate in lieu of the Federal provision. 
Until that time the States will assist 
EPA's implementation of the HSWA 
under Cooperative Agreements. 

HSWA-related requirements that are 
more stringent than the States' programs 
apply in Texas and Oklahoma. Any 
State requirement that is more stringent 
than a HSWA provision also remains in 
effect; thus, the universe of the more 
stringent provisions in the authorized 
States' programs and the HSWA define 
the applicable requirements in the 
States. Texas and Oklahoma have not 
been authorized for any requirement 
implementing the HSWA. 

EPA will be publishing a Federal 
Register notice that explains in detail 
the HSWA and its effect on authorized 
States. That notice should be referred to 
for further information. 

Region VI and Texas and Oklahoma 
are currently reviewing the Memoranda 
of Agreement (MOA) to revise them to 
address the requirements of the HSWA 
The current MOAs provide that Texas 
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and Oklahoma shall administer the 
RCRA program in lieu of EPA and the 
EPA shall not issue permits in the 
States. Thus, they are inconsistent with 
the HSWA and will be revised to reflect 
EPA's and the State's respective 
responsibilities under the new Federal/ 
State regulatory scheme. (Because of the 
strict statutory time clock for processing 
final authorization applications, the 
States and EPA did not have ample time 
to revise the MOAs before EPA's final 
approval of the States' appliations.) 

Texas 

The Notice of Final Determination of 
Final Authorization of the Texas 
Program was published on Wednesday. 
December 12,1984 (49 FR 48300). The 
decision published in that notice is 
clarified by adding the following: Texas 
is granted Final Authorization to operate 
its hazardous waste management 
program. 

Subject to the Hazardous and Solid 
Waste Amendments of 1984 (Pub. L 98- 
616, November 8,1984). Texas now has 
responsibility for a portion of the 
permitting of treatment, storage and 
disposal facilities within its borders and 
for carrying out all other aspects of the 
RCRA program. EPA retains the 
responsibility for implementing the 
HSWA requirements in Texas. 

Oklahoma 

The notice of Final Determination of 
Final Authorization of the Oklahoma 
program was published on Thursday, 
December 27.1984 (49 FR 50362). The 
Decision published in that notice is 
clarified by adding the following: 
Oklahoma is granted Final 
Authorization to operate its hazardous 
waste management program. Subject to 
the Hazardous and Solid Waste 
Amendments of 1984 (Pub, L 98-816, 
November 8,1984), Oklahoma now has 
responsibly for a portion of the 
permitting of treatment, storage and 
disposal facilities within its borders and 
for carry ing out all other aspects of the 
RCRA program. EPA retains the 
responsibility for implementing the 
HSWA requirements in Oklahoma. 

list of Subjects in 40 CFR Part 271 

Hazardous materials. Indian Lands. 
Reporting and recordkeeping 
requirements. Waste treatment and 
disposal. Intergovernmental relations, 
Penalties. Confidential business 
information. 

Authority: Thi® clarification of the Final 
D< fprminahons f® issued under the authority 
of lections 2002(a). 3000, and 70041b) of the 
Solid Waste Disposal Act as amended 42 
u S.c. 2912(a). 6926. 6974(b) and EPA 
delegation* 6-7. 


Dated: March 14.1985. 

Dick Whittington. 

Regional Administrator. 

(FR Doc. 85-7085 Filed 3-25-85; 8:45 amj 
erttiNG cooc iseo-MHi 


40 CFR Part 52 
(A-6-FRL-2602-7) 

Oklahoma Regulation 3.1 Pertaining to 
the Control of Smoke, Visible 
Emissions and Particulates 

agency: Environmental Protection 

Agency (EPA). 

action: Final rulemaking, 

summary: This notice approves 
Oklahoma's Regulation 3.1 "Pertaining 
to the Control of Smoke, Visible 
Emissions and Particulates" which was 
submitted by the Governor on February 
6,1984. On May 16.1984. the Oklahoma 
State Department of Health (OSDH) 
submitted a letter of clarification on 
Regulation 3.1. Section 3.1(b) is more 
stringent than the previously approved 
Regulation 7, which was the number 
under the old system. Section 3.1(c) 
allows a source to petition for an 
increase of the 20 percent opacity limit, 
for particulates only. The proposed 
approval was published on December 
18.1984 at 49 FR 49113. No comments 
were received. 

date: This action is effective on April 
25.1985. 

addresses: Incorporation by reference 
material is available for inspection 
during normal business hours at the 
following locations: 

Enviromental Protection Agency. Region 
6. Air & Waste Management Division, 
Air Branch. State Implementation Plan 
Section. 1201 Elm Street. Dellas. 

Texas 75270 

Oklahoma State Department of Health. 
Air Quality Service. P.O. Box 53551, 
Oklahoma City, Oklahoma 73152 
U.S. Environmental Protection Agency. 
Public Information Reference Unit. 
EPA Library. 401 M Street, S.W.. 
Washington, D.C. 20460 
The Office of Federal Register. 1100 L 
Street. N.W. Room 8401, Washington. 
D.C. 20460 

FOR FURTHER INFORMATION CONTACT: 

Kathryn M. Griffith. State 
Implementation Plan Section. Air 
Branch. Air and Waste Management 
Division. EPA Region 6.1201 Elm St.. 
Dallas. Texas 75270. f214) 767-9857, 
Docket No. OK-85-1. 

SUPPLEMENTARY INFORMATION: On 
February 6.1984. the Governor of 
Oklahoma, after adequate notice and 
public hearing, submitted a State 


Implementation Plan (SIP) revision to 
Regulation 3.1 "Pertaining to the Control 
of Smoke. Visible Emissions and 
Particulates." On May 16,1984. the 
OSDH submitted a letter of clarificaiton 
on Regulation 3.1. The revision was 
adopted by the Oklahoma State Board 
of Health on January 17.1984. 

EPA reviewed the revision and 
developed an evaluation report. 1 This 
evaluation report is available for 
inspection by interested parties during 
normal business hours at the EPA 
Region 6 office and the other addresses 
listed above. 

Section 3.1(b)(1) controls fumes, 
aerosol, mist, gas, smoke, vapor, 
particulate matter, or any combination 
thereof. The previously approved 
Regulation 7 controlled only smoke. EPA 
interprets § 3.1(b)(1) as being more 
stringent. 

Section 3.1(c) allows the 20 percent 
opacity limit to be increased, for 
particulates only, if specific 
requirements are met. The State was 
asked to clarify S 3.1(c)(4) which 
requires stack testing to determine mass 
emissions at maximum allowed capacity 
(i.e. permit limit, regulation limit, 
process limit). The May 14,1984, letter 
of clarification says that if (he stack 
testing shows that the source is not in 
compliance with the mass emissions 
limit then "the state will issue a notice 
of violation and commence the state's 
procedure to secure compliance." 

The Slate previously addressed how 
each Oklahoma emission limitation 
regulation will not affect the EPA 
requirement which prohibits violation of 
the National Ambient Air Quality 
Standards (NAAQS). Under the State's 
Permit Regulation 1.4. a source must 
demonstrate that it will not violate the 
NAAQS (1.4.1 to 1.4.3) and must cither 
meet the prevention of significant 
deterioration (PSD) requirements (1.4.4) 
or the requirements for major sources in 
nonattainment areas (1.4.5), 

Therefore. F.PA is approving 
Oklahoma's Regulation 3.1 "Pertaining 
to the Control of Smoke, Visible 
Emissions and Particulates." 

The Office of Management and Budget 
has exempted this rule from the 
requirements of section 3 of Executive 
Order 12291. 

Under section 307(b)(1) of the Act. 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals for the appropriate 
circuit by 60 days from today. This 
action may not be challenged later in 


‘ETA review of Oklahoma Regulation M 
"Pertaining to the Control of Smoke. Vtithle 
Fjmasions end Particulate* “ 
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proceedings to enforce its requirements 
(See 307(b)(2).) 

This nofice of final rulemaking is 
issued under the authority of section 110 
of the Clean Air Act. as amended. 42 
U.S.C 741 a 

Incorporation by reference pf the 
State Implementation Plan for the State 
of Oklahoma was approved by the 
Director of the Federal Register on July 
1.1982. 

list of Subjects in 40 CFR Part 52 

Air pollution control. Ozone. Sulfur 
oxides. Nitrogen dioxide. Lead. 
Particulate matter. Carbon monoxide. 
Hydrocarbon*. Intergovernmental 
relations. 

Dated: March IS, UXft 
Lee M. Tbnmn«, 

Administrator. 

PART 52—(AMENDEDI 

Part 52 of Chapter 1. Title 40 of the 
Code of Federal Regulations is amended 
as follows: 

Sobpart LL—-Oklahoma 

1. In 52.192a (c) is amended by adding 
paragraph (33) as follows: 

9 52.1920 Identification of Action. 

• • • • • 

(c) * * * 

(33) Revision to Regulation 3.1 
“Pertaining to the Control of Smoke. 
Visible Emissions and Particulates" 
submitted by the Governor on February 
a 1984. On May 16.1984. the Oklahoma 
State Department of Health submitted a 
letter of clarification on Regulation 3.1. 

|FR Due. 65-6771 Filed 3-25-65; 8.45 *m| 

BfU4N0 COOf IS6G-SO M 


40 CFR Part 81 
IA-6-FRL-2804-8J 

State of New Mexico; Designation of 
Areas for Air Quality Planning 
Purposes 

agency: Environmental Protection 
Agency (EPA). 
action: Final rule. 

summary: This notice approves the New 
Mexico Environmental Improvement 
Division (EID) request to change the 
existing nonattainment designations for 


portions of two counties in New Mexico 
to attainment for the secondary Total 
Suspended Particulate (TSP) standard. 
The redesignations are bused on 
modeling analyses and source 
compliance status showing the 
standards to be attained. 

EFFECTIVE date: This action will be 
effective on May 28,1985. unless notice in 
received within 30 days that someone 
wishes to submit adverse or critical 
comments. 

ADDRESSES: Written comments on this 

action should be addressed to John 
Hepola of the EPA Region 6 Air Branch 
(address below). Copies of the State's 
submittal may be examined during 
normal business hours at the following 
locations: U.S. Environmental Protection 
Agency. Region 6, Air Branch. 1201 Elm 
Street. Dallas. Texas 75270. 

FOR FURTHER INFORMATION CONTACT: 

Tim Glnsco. State Implementation Plan 
Section. Air and W f aste Management 
Division. U.S. EPA, Region 8,1201 FJm 
Street. Dallas, Texas 75270. (214) 767- 
1518. Reference Docket File Number 
NM-85-2. 

SUPPLEMENTARY INFORMATION: 
Background 

On March 3, 1978143 FR 9016J and 
September 11.1978 (43 FR 40428) EPA 
promulgated attainment status 
designations for the State of New 
Mexico. The nonattainment designations 
for the primary and secondary TSP 
standards included portions of Eddy and 
Lea Counties near potash industries. 

The areas in nonattainment of the 
primary standard were redesignated to 
attainment on July 7.1983 j48 FR 31208] 
as a result of controls added to the 
industries which were affecting the air 
quality. 

In accordance with Part D of the 
Clean Air Act (as amended in 1977) the 
State submitted, and EPA approved, 
plans to provide for attainment of the 
National Ambient Air Quality Standards 
(NAAQS) by December 31.1982. On 
November 7. 1984 the New Mexico FID 
submitted a request to redesignate all of 
the remaining areas in Eddy and Lea 
Counties currently classified as 
nonattainment for TSP to attainment. 
The basis of this request is that the 
sources (potash facilities) are in 
compliance with EID regulations. EID 
has demonstrated, through dispersion 


modeling, that the regulations provide 
for attainment of the secondary TSP 
standards. 

Action 

By this notice. EPA is approving the 
EID request for redesignation and 
redesignates all of Eddy and Lea 
Counties to attainment for the 
secondary TSP standard. 

The public should be advised that this 
action will be effective 60 days from the 
dute of this notice. However, if notice if 
received within 30 days that someone 
wishes to submit adverse or critical 
comments, this action will be withdrawn 
and a subsequent notice will be 
published before the effective date. The 
subsequent notice will withdraw the 
final action and will begin a new 
rulemaking by announcing a proposal of 
the action and establishing a comment 
period. 

Under section 307(b)(1) of the Act. 
petitions for judicial review of this 
action must be filed in the United States 
Court of Appeals for the appropriate 
circuit by May 28,1985. This action may 
not be challenged later in proceedings to 
enforce its requirements (See 307(b)(2)), 

The Office of Management and Budget 
has exempted this rule from the 
requirements of Section 3 of Executive 
Order 12291. 

Under 5 U.S.C. 605(b). I certify that 
redesignations do not have a significant 
economic impact on a substantial 
number of small entities. 

This notice of final rulemaking is 
issued under the authority of section 
107(d) of the Clean Air Act. as amended 
(42 U.S.C. 7407(d)). 

List of Subjects In 40 CFR Part 81 

Air pollution. National Parks 
Wilderness areas. 

Dated: March 20.1985 
Lm M. Thoraam, 

Administrator 

PART 81—(AMENDED! 

Subpart C of Part 81 of Chapter t. 
Title 40 of the Code of Federal 
Regulations is amended as follows. 

1. In i 81.332 New Mexico, the 
attainment status designation table for 
TSP Is amended as follows: 

§ 81.332 New Mexico. 
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RUNG COOC 


GENERAL SERVICES 
ADMINISTRATION 

41 CFR Ch. 201, App. A 

| Fin MR Temp. Reg. 10] 

Triennial Review of Agency 
Administration and Operation of 
Information Resources Management 

Activities 

agency: Office of Information 
Resources Management. GSA. 
action: Temporary regulation. 

summary: This temporary regulation 
establishes the Federal Information 
Resources Management (IRM) Review 
Program. It describes policies and 
procedures that Federal agencies and 
the General Services Administration 
(GSA) will follow in carrying out the 
review responsibilities of the Paperwork 
Reduction Act (44 U.S.C 3513). It also 
establishes GSA as the focal agency for 
collecting, assessing, and reporting on 
IRM review results through the Office of 
Management and Budget (OMB) to 
Congress. Federal agencies, In the 
process of achieving their missions, put 
in effect management improvement 
programs of varying type and scope. In 
information intensive agencies, these 
activities include achieving economy 
and efficiency through effective 
information resources management, 
maximizing the usefulness of 
information, improving the agency's 
information systems, and ensuring the 
effective use of information technology 
in support of agency programs. The 
Federal IRM Review Program, 
established by this regulation, provides 

* Covrrnment-wide structure and 
reporting (information-sharing} 
mechanism intended to support those 
management initiatives as well as the 
requirements of the Paperwork 
Reduction Act The regulation also cites 
^SA a additional review and oversight 
responsibilities under the Federal 
Property and Administrative Services 
* cl and the Federal Records Act and 


includes these areas within the scope of 
IRM reviews. 

OATES: Effective date: March 28.1965. 
Expiration date: December 31.1988. 
Comments are due: June 24,1965. 
AOOftESS: Comments should be 
addressed to: General Services 
Administration (KMPP), Washington. 

DC 20405. 

FOR FURTHEH INFORMATION CONTACT: 

Phillip R. Patton. Policy Branch (KMPP). 
Office of Information Resources 
Management telephone (202) 566-0194 
or FTS 566-0194. 

SUPPLEMENTARY INFORMATION: (1) A 

notice of propoaed rulemaking was 
published in the Federal Register on 
August 27,1984 (49 FR 33906) and the 
comments received have been 
considered in the promulgation of this 
rule. Any additional comments are 
welcome and may be submitted within 
ninety days after publication in the 
Federal Register. It is intended to codify 
the policies and procedures added by 
this regulation in a new Part 201-19 to 
the FIRMR. 

(2) The Genera] Services 
Administration has determined that this 
rule is not a major rule for the purposes 
of Executive Order 12291 of February 17. 
1981. GSA decisions are based on 
adequate information concerning the 
need for, and the consequences of the 
rule. The rule is written to ensure 
maximum benefits to Federal agencies. 
This is a Government-wide management 
regulation that will have little or no net 
cost effect on society. 

list of Subjects in 41 CFR Ch. 291 

Government information resources 
activities. Government procurement 
Information resources management 
reviews. 

In 41 CFR Chapter 201. the following 
FIRMR temporary regulation is added to 
Appendix A at the end of the chapter. 

FIRMR Temporary Regulation 10 
January 22.1905. 

To: Heads of Federal agencies. 

Subject Information Resources 
Management Reviews. 

1. Purpose. 

a. This regulation establishes the 
Federal Information Resources 


Management (IRM) Review Program. It 
describes policies and procedures that 
Federal agencies and the General 
Services Administration (GSA) will 
follow in carrying out the review 
responsibilities of the Paperwork 
Reduction Act. This directive also 
establishes GSA as the focal agency for 
collecting, assessing, and reporting on 
IRM review results to the Office of 
Management and Budget (OMB). The 
intent of this regulation is to provide 
agencies the flexibility to implement a 
review program that is commensurate 
with the scope and complexity of the 
agency program objectives and 
missions. « 

b. A notice of proposed rulemaking 
was published in the Federal Register on 
August 27,1984 (49 FR 33906) and the 
comments received have been 
considered in the promulgation of this 
rule. Any additional comments are 
welcome and must be submitted by June 
24.1985. It is intended to codify the 
policies and procedures added by this 
regulation in a new Part 201-19 to the 
FIRMR. 

2. Effective date. March 26,1985. 

3. Expiration dote. This regulation 
expires on December 31,19B6. 

4. Background. The Paperwork 
Reduction Act requires that Federal 
agencies and GSA establish IRM review 
capabilities. Specifically, agencies are 
required by the Acl to carry out their 
information management activities in an 
efficient, effective, and economical 
manner. The Act also requires each 
agency to designate a senior official to 
carry out the responsibilities of the 
agency under the Act. These 
responsibilities include systematically 
conducting inventories of major 
information systems; periodically 
reviewing major information 
management activities; ensuring that 
information systems do not overlap: 
developing procedures for assessing the 
paperwork and reporting burden of 
proposed legislation; and assigning the 
senior official responsibility and 
accountability for IRM acquisitions. In 
addition, the act requires GSA to advise 
and assist the OMB to “selectively 
review, at least once every three years, 
the information management activities 
of each agency to ascertain their 
adequacy and efficiency." It also 
requires "particular attention to whether 
the agency ha9 complied with section 
3506.'* * GSA has additional review and 
oversight responsibilities under the 
Federal Property and Administrative 
Services Act and the Federal Records 
Act. In a letter dated June 13,1983, the 
OMB assigned GSA responsibility for 
IRM review*. 
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5. Applicability . This regulation 
applies to organizations covered by the 
Paperwork Reduction Act. It includes 
any executive department, military 
deportment. Government corporation. 
Government controlled corporation, or 
other establishment in the executive 
branch of the Government (including the 
Executive Office of the President), or 
any independent regulatory agency. It 
does not apply to the General 
Accounting Office, Federal Election 
Commission, the governments of the 
District of Cotumbia and of the 
territories and possessions of the United 
States, and their various subdivisions, or 
Government-owned, contractor- 
operated facilities including laboratories 
engaged in national defense research 
and production activities. 

6. Review Objectives. 

a. The primary purpose of IRM 
reviews is to improve the Government- 
wide management of information 
resources so that all Federal agencies 
can accomplish their missions more 
efficiently and effectively. The IRM 
activities of each agency shall be 
selectively reviewed at least once during 
a triennial review cycle. This 
requirement will be satisfied 
predominantly by agency-conducted 
reviews. 

b. IRM reviews have four principal 
objectives: 

(1) To determine if each agency is 
carrying out its information management 
activities in an efficient, effective, and 
economical manner in support of 
program missions and objectives; 

(2) To determine how well each 
agency is complying with established 
IRM policies, procedures, principles, 
standards, and guidelines; and 

(3) To determine whether each agency 
is complying with Federal agency 
responsibilities of 44 tJ.S.C. 3506; 

(4) To estublish through GSA- 
conducted reviews, the proper level of 
acquisition authority for ADP resources 
to be delegated to each agency by GSA. 

7. Scope of IRM Reviews. 

a. IRM reviews may encompass any 
or all activities of planning, budgeting, 
organizing, directing, training, and 
control associated with the creation, 
collection, processing, transmission, 
dissemination, use. storage, and 
disposition of information by agencies. 
IRM encompasses both information 
itself and the resources, such as 
personnel, equipment, funds, and 
technology used to create, collect, 
process, transmit, disseminate, use. 
store, and dispose of information. This 
includes ADP. telecommunications, 
office automation, records management, 
and their associated activities. 


b. As stated in the Paperwork 
Reduction Act and for the purposes of 
this regulation, the terms “automatic 
data processing." “automatic data 
processing equipment," and 
“telecommunications" do not include 
any data processing or 
telecommunications system or 
equipment, the function, operation, or 
use of which: 

(1) Involves intelligence activities; 

(2) Involves cryptologic activities 
related to national security; 

(3) Involves the direct command and 
control of military forces; 

(4) Involves equipment which is an 
integral part of a weapon or weapons 
system; or 

(5) Is critical to the direct fulfillment 
of military or intelligence missions, 
provided that this exclusion shall not 
include automatic data processing or 
telecommunications equipment used for 
routine administrative and business 
applications such as payroll, finance, 
logistics, and personnel management. 

8. Relationship to Other Review 
Requirements . In meeting the 
requirements of this regulation, agencies 
are encouraged to take advantage of all 
ongoing reviews preparing for or 
resulting from the OMB spring planning 
and management reviews and/or fall 
budget reviews; vulnerability 
assessments and internal control 
reviews (OMB Circular A-123); financial 
management systems reviews (OMB 
Circular A-127); performance of 
commercial-activity reviews (OMB 
Circular A-76); information collection 
reviews; records management 
assessments; internal audits: etc. 

9. Government - Wide Application . 

(See Attachment F to this bulletin which 
illustrates the Federal IRM Review 
Structure.) 

a. Agency responsibilities. The agency 
head, in coordination with the senior 
official designated by the requirements 
of the Paperwork Reduction Act, shall 
delegate IRM review authorities.and 
responsibilities within the agency 
consistent with the Paperwork 
Reduction Act and this regulation. 
Specificially the agency head shall 
ensure that the agency’s review 
organization: 

(1) Has authority to review programs, 
functions, and activities within the 
objectives and scope of IRM cited in 
par. 6 and par. 7 above; 

(2) Is responsive to established 
Government-wide and agency priorities; 
and 

(3) Is responsible for meeting the 
reporting requirements established in 
par. 10 below. 

b. GSA responsibilities. GSA has 
responsibility to conduct IRM reviews at 


agencies and to consolidate the results 
of GSA- and agency-conducted reviews 
in an annual report to OMB. To meet 
these responsibilities. GSA is hereby 
establishing a triennial review and 
reporting process. To assist agencies in 
meeting the requirements of the 
Paperwork Reduction Act and this 
regulation. GSA will issue and maintain 
an advisory IRM review handbook and 
advise and assist agencies with the IRM 
review process. 

c. OMB responsibilities. OMB is 
required to report major activities being 
accomplished under Paperwork 
Reduction Act guidelines, Including 
review activity, to Congress and will 
conduct such independent reviews as it 
deems appropriate. 

10. Triennial Process. Agency review 
programs will operate on a three-year 
cycle. This paragraph describes the 
process for each year. 

a. Year One. 

(1) GSA will issue a “call for plans” 
by September 1 preceding the first year 
of the cycle. The call will establish 
Government-wide review priorities for 
that three-year cycle. 

(2) Agencies shall develop a three 
year review plan which: 

(i) Includes Government-wide 
priorities for review; 

(ii) Establishes and includes agency 
priorities for review; 

(iii) Provides specific objectives for 
the three-year review cycle; and 

fiv) Details planned reviews for the 
upcoming and subsequent two years. 

(3) The plan shall, at a minimum, 
include the items listed in Attachment 
A. and describe how execution of the 
plan will determine whether the agency 
is complying with Federal agency 
responsibilities of 44 U.S.C. 3506. 

(4) The agency shall submit the 
agency plon to GSA by November 1 of 
the first year of the cycle. 

(5) GSA will assess the plan for 
comprehensiveness, clarity, and 
responsiveness to Government-wide 
priorities. Agencies will be contacted for 
clarification and additional information 
if necessary. 

(6) Agencies shall conduct reviews in 
accordance with the plan. As each 
review is completed, a review synopsis 
will be developed. These synopses shall 
include, as a minimum, the items listed 
in Attachment D. 

b. Year Two. 

(1) GSA will issue a call for the 
second year’s plan by September 1. 

(2) Agencies shall update the plan 
submitted in the previous year. The plan 
shall, at a minimum, include the items 
listed in Attachment B. 
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(3) Agencies shall attach to the plan 
synopses of the first year's reviews. (See 
par I0a(8) above.) If reviews were 
conducted which were not on the plan, 
they should be summarized. Reviews 
which were on the plan but not 
conducted, should be noted as 
rescheduled or cancelled and include a 
short explanation. 

(4) The agency shall submit the 
updated plan and synopses of the first 
year's reviews to CSA by November 1. 

(5) Agencies shall complete the 
scheduled second year's reviews and 
develop synopses. (See par. 10a(6) 
above.) 

c. Year Three. 

(lj GSA will issue the call by 
September 1 and agencies will submit 
the final updated plan for the third year 
(see Attachment C) and review 
synopses for the second year. 

(2) Agencies shall complete the 
scheduled third year’s reviews and 
develop synopses. 

(3) Agencies shall develop a report 
which consolidates the three-year effort, 
evaluates how well the reviews met 
overall objectives, evaluates the 
benefits of the three-year review effort 
to the agency, demonstrates how the 
agency is complying with Federal 
agency responsibilities of 44 U.S.C. 3506 
(the Paperwork Reduction Act), and 
identifies potential review opportunities 
for the next three-year cycle. 

(4) GSA will review progress with the 
agency in preparation for report 
consolidation and submission to OMB. 
Such reviews may be limited to an 
assessment of the review program or 
may be a broader review effort. 

(5) The agency shall submit the 
consolidated report and third-year 
review synopses to GSA by November 
1. together with the plan for the new 
cycle. (See par. 10a. above.) 

d Triennial Reporting. 

U) In the two years preceding the first 
triennial report, GSA will report to OMB 
on the status of implementation of the 
Federal IRM Review Program. 

(2) For all agencies completing the 
three-year cycle, GSA will prepare an 
executive summary of trends and 
significant actions, highlight successes, 
identify problem areas, and provide 
profiles of review activity by agency 
and Government-wide. The 
consolidated report will be provided to 
OMB by March 1, following completion 
of the three-year cycle. OMB will report 
the results of the reviews to appropriate 
agency heads and Committees of the 
Congress. 

(3) Agencies are required by 44 U.S.C. 
3513(c) (the Paperwork Reduction Act) 
to prepare and submit to OMB and 
appropriate Congressional Committees. 


within sixty days, a written statement 
which responds to the results of the 
reviews and includes actions taken to 
alleviate cited problems or deficiencies. 

11. GSA Review Process. 

a. GSA will periodically conduct 
separate reviews of agencies' IRM 
activities to complement and 
supplement agency efforts. Prior to 
initiation of a GSA-cunducted IRM 
review, the designated senior official 
will be informed of its scope and the 
manner in which it will be conducted. 
These reviews will initially take place 
during the fiscal year following agency 
start-up. 

b. The reviews will be conducted in 
an atmosphere which will allow for a 
free and open exchange of information. 
Potential problems and recommended 
solutions will be discussed during the 
course of the review so that agencies 
may initiate corrective action prior to 
formal renortinu. 

c. Results of these reviews will be 
provided by GSA to the agency in draft 
form. Agencies shall have thirty days to 
respond to the report before it is 
finalized. 

d. Comments will be reviewed and 
discussed with the agency with 
appropriate revisions being made prior 
to issuance of a final report. 

e. Final reports will be provided to the 
agency and will also be included in Ihe 
consolidated report to OMB. 

12. IRM Review Program Initiation . 

a. The IRM review program will be 
initiated for FY 1986. Agency plans shall 
be submitted within 60 days after the 
call goes out The first submission of 
review synopses will be on or before 
November 1,1986. 

b. Agencies will be phased into the 
review process. (See Attachment E.) The 
first triennial review cycle ends with 
reports due November 1,1988. 

Therefore, the first triennial report will 
be submitted in FY 1989. Until the cycle 
is in full operation in FY 1988, GSA will 
submit annual consolidated reports to 
OMB. 

c. The reports called for in this 
temporary regulation have been cleared 
in accordance with FPMR 101-11.11 and 
are assigned Interagency Report Control 
Number 0326-GSA-XX. 

13. Agency actions . Pending the 
issuance of an amendment of the 
Federal Information Resources 
Management Regulation, agencies shall 
follow the policies and procedures in 
this temporary regulation. 

14. Information and assistance . 

a. This review program is 

administered by the Procurement 
Management and Review Branch 
(KMAP) in GSA's Office of Information 
Resources Management. Advice and 


assistance are available as resources 
permit The branch can be contacted by 
writing or calling: General Services 
Administration, KMAP. Washington. DC 
20405. Telephone—(202) 566-1332 or FTS 
568-1332. 

b. Inquiries concerning this regulation 
should be directed to Phillip R. Patton. 
Policy (KMPP), Office of Information 
Resources Management. Telephone (202) 
566-0194 or FTS. 566-0194. 

15. Submission of comments. The 
views of agencies and other interested 
parties are invited regarding the effect 
or impact of this regulation and the 
policy and procedures that should be 
adopted in the future. All comments 
received by June 24.1985, will be 
considered. Comments should be 
addressed to CSA (KMPP). Washington. 
DC 20405. 

Ray Kline. 

Acting Administrator of General Services. 

Attachment A 

Agency IRM Review P/an Format 
• Three Year Cycle: FY 8x Sx 
Year! 

Agency: 

Priority review areas: (as identified fn GSA 
call or by agencies) 

Triennial objective*' 

Year 1 reviews: (For each review, submit the 
data stipulated below.) 

Title of Review: 

Agency Review Number 
Scope of Review: 

Brief Description: 

Review Milestones and Schedule*: 

Agency Contact and Telephone Number. 
Year 2 and 3 reviews: 

Title of Review: 

Agency Review Number 
Scope of Review: 

Brief Description: 

Note.—Agencies may add additional data 
elements to these formats (Attachments A 
thru D) as deemed necessary. 

[This format shall only be used as a guide 
and will not be printed, reproduced or 
stocked.] 

Attachment B 

Agency IRM Review Plan Format 
Three Year Cycle: FY 8x~8x 
Year 2 
Agency. 

Priority review areas: (If different from Year 

D 

Triennial objectives: (If different from Year 1) 
Year 2 reviews: 

Title of Review: 

Dated on Year t Plan:_Yes-No 

Agency Review Number 
Scope of Review: 

Brief Description: 

Review Milestones and Schedules: 

Agency Contact and Telephone Number 
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Year 3 reviews: 

Title of Review: 

Listed on Year 1 Plan: Yes *No 

Agency Review Number 
Scope of Review: 

Brief Description: 

(This format shall only be used as ■ guide 
and will not be printed, reproduced or 
stocked) 

Attachment C 

Agency IBM Review Plan Format 
7 free Year Cycle: FYBxSx 

Year3 

Agency: 

Priority review areas. (If different from Year 

2 ) 

Triennial objectives: (If different from Year 2) 
Year 3 reviews: 

Title of Review: 

Listed on Year 1 Plan:_Yes_No 

Listed on Year 2 Plan:_Yes No 

Agency Review Number 
Scope of Review: 

Brief Description: 

Review Milestones and Schedules: 

Agency Contact and Telephone Number 
[This format shall only be used as u guide 
and wdl not be printed, reproduced or 
stocked.) 

Attachment D 

Agency Review Synopsis 
Three Year Cycle: FY 8x-8x 


Year I. Z and 3 
Agency; 

Title of Review: 

Agency Review Number 
Objectives of Review: 

Synopsis of Review: 

Primary Findings: 

Initiatives and Actions: 

Agency Contact and Telephone Number 
(This format shall only be used as a guide 
and will not be printed, reproduced or 
stocked! 

Attachment E 
Agency Start-Up Ust * 

Triennial Reports to Congress 

First year agencies are those information- 
intensive agencies (identified by OMB in 
initial review efforts) with the longest 
established review programs. Second and 
third year agencies are information-intensive 
agencies not included in the first year. 
Agencies have been listed if they are large 
enough to have an established IRM 
organization. All other agencies are also 
included in the third year. 

Beginning in AT tki and every 3rd year 
thereafter: 

Year 1 Agencies 

Agriculture 

Commerce 

Education 

Energy 

General Sen ices Administration 
Health and Human Sendees 
Interior 
(ustice 


Labor 

Transportation 
Veterans Administration 
Beginning m FY 67. and every 3rd ytwr 
thereafter 
Year 2 Agencies 

Consumer Product Safety Commission 
Environmental Protection Agency 
Federal Energy Regulatory Commission 
Federal Trade Commission 
Housing and Urban Development 
Interstate Commerce Commission 
National Aeronautics A Space 
Administration 
National Science Foundation 
Office of Personnel Management 
State 
Treasury 

Beginning in FY 88, and every' 3rd year 
thereafter 

Year 3 Agencies 

. 

Commodity Futures Trading Commission 

Defense 

Air Force 

Army 

Navy 

Federal Communications Commission 
Federal Emergency Management Agenc> 
Federal Reserve System 
Nuclear Regulatory Commission 
Securities and Exchange Commission 
Selective Service System 
All Other Agencies 
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Federal IRM Review 
Responsibilities and Structure 


FIRMR Temp. Reg. 10 
Attachment F 

HHHEDBBHi 


Agency Actions 


GSA Actions 


OMB Actions 


Info. System Audits. 
Existing Evaluations 
and Mgmt Reviews, 
etc. 


Management 
and Process 
Reviews 


Other 96*511 
Activities 


PRIORITIES 


SYNOPSES I REPORT 


Selected Agency 

i 

Review and Consolidate 


Review and Consolidate 

Information Management 

iT" 

Summary Report 


Formal Report 

Reviews 


to OMB 


to the Congress 


|KK Dot; 65-7067 Filed 3-25-65; 8:45 am) 

•ILUWG COOf MJO-25*41 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
43 CFR Public Land Order 6597 

IW-87111! 

Wyoming; Withdrawal of Public Lands 
for White Mountain Petrogtyphs Site 

March 13.11185. 

agency: Bureau of Land Management. 

Interior. 

action: Public Land Order. 

summary: This order will withdraw 20 
acres of public land from surface entry 
and mining for 20 years to protect to 
scientific, artistic, and educational 
values of the site. The lands have been 
und remain open to mineral leasing. 
effective date: March 26.1985. 

for further information contact: 

Scot! Gilmer. BLM, Wyoming State 
Office. P O. Box 1828. Cheyenne. 
Wyoming 82003. 307-772-2089. 

By virtue of the authority vested in the 
Secretary of the Interior by section 204 
uf the Federal 1 .and Policy and 


Management Act of 1976. 90 Stat. 2751; 
43 U.S.C. 1714. it is ordered as follows: 

1. Subject to valid existing rights, the 
following described public land is 
hereby withdrawn from settlement, sale, 
location, and entry under the general 
land laws, including the United States 
mining laws (30 U.S.C. Ch. 2). but not 
from leasing under the mineral leasing 
laws, to protect a Bureau of Land 
Management recreation site. 

Sixth Principal Meridian 

T. 22 N., R. 105 W.. 

See. 11. NEU 1 SRV 4 SR*. NSSW'. 

SEV*$E*; 

Sec. 12, W^NW^SWViSWtt. 

The area described contains 20 acres in 
Sweetwater County. 

2. The withdrawal made by this order 
does not alter the applicability of those 
public land laws governing the use of 
the lands under lease, license, or permit, 
or governing the disposal of their 
mineral or vegetative resources other 
than under the mining laws. 

3. This withdrawal will expire 20 
years from the effective date of this 
order unless, as a result of a review 
conducted before the expiration date 
pursuant to section 204(f) of the Federal 
Land Policy and Management Act of 
1976. 43 U.S.C. 1714(f). the Secretary 


determines that the withdrawal shall be 
extended. 

Robert N. Broad bent. 

Ass titan l Secretary of the Interior. 

March 18.1985. 

|FR Doc 85-7077 Fitcd 3-25-85. 8:45 am) 

BILLING COOC 4310-44-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 94 

I PR Docket No. 84-27; RM-4351; FCC 85- 
119) 

Elimination of the Developmental 
Classification of the 13.2-13.25 GHz 
Band 

agency: Federal Communications 

Commission. 

action: Final rule. 

summary: In September of 1984 M/A- 
COM. Inc. filed a Petition for Limited 
Reconsideration of PR Docket No. 84-27. 
'The petition asks that 5 94.75 of the 
Commission's Rules be amended to 
exempt low power portable temporary- 
fixed transmitters operating in the 13.2- 
13.25 GHz band from antenna standards. 
The Commission granted the requested 
amendment thereby allowing private 
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users to use equipment available in 
other services. 

EFFECTIVE DATE: April 24. 1985. 

FOR FURTHER INFORMATION CONTACT: 

Eugene Thomson, Private Radio Bureau. 
(202) 834-2443. 

SUPPLEMENTARY INFORMATION: 

Memorandum Opinion and Order 

In the Matter of Amendment of Port 94 of 
the Commission’* * Rule* lo eliminate the 
developmental classification of the 13.2 to 
13.25 CM* band: PR Docket No. 84-27. RM- 
4351. 

Adopted! March 15,1985. 

Released: March 18,1985. 

By the Commission. 

1. On August 8,1984. the Commission 
adopted a Report and Order which 
amended Part 94 of the rules to 
eliminate the developmental restriction 
on the use of the 13.2-13.25 GHz band 
and to exempt low power portable 
transmitters from the type acceptance 
and notification requirements. 1 The 
Commission's decision to allow private 
users to obtain regular authorizations in 
this band was based on the mature state 
of microwave radio technology which is 
now available in this band. Subsequent 
to the Report and Order a Petition for 
Limited Reconsideration was filed by 
M/A-COM. Inc. The Petition asks that 
as pari of our overall consideration of 
the use of this frequency band we also 
amend Section 94.75 of the rules to 
allow Part 94 users the use of small 
antennas with portable transmitters 
operating in the 13.2-13.25 GHz bund 
No comments were filed in response to 
the petition. 

2. The 13.2-1X25 GHz band is shared 
by private users, broadcasters, and 
common carriers. Broadcasters and 
common carriers primarily use the band 
for portable operations in connection 
with electronic newsgathering (ENG). 
Transmissions are usually over a very 
short distance, for example, from a news 
event to a van. M/A-COM suggests that 
private users also have a similar need 
for low power portable transmitters for 
short range communications and should 
be able to use equipment currently on 
the market. M/A-COM points out that 
public safety agencies could use their 
equipment for crowd control and 
surveillance, and colleges and 
vocalional schools could use it as an 
instructional aid. 

3. The small antenna used on portable 
transmitters produces a wide 
beamwidth which makes it easier to set 
up and aim temporary links. Under Parts 


* Flvport and Order. PR Docket S4-Z7 (FCC *4- 
JW) rotated August 15. 1W4. 49 FR 3401? (August 
28, 19*41 


21. 74. and 78 of the Commission's Rules 
portable microwave transmitters are 
exempt from antenna beamwidth 
standards. Pari 94 does not provide for 
such an exemption and therefore private 
users could not make use of equipment 
that is already on the market without a 
waiver or rule change. 

4. in the Report and Order we noted 
that antenna standards were within the 
scope of Gen. Docket 82.334 and would 
be treated there.* M/A-COM points out, 
however, this matter is also within the 
scope of this docketed proceeding and 
could be resolved here, if the 
Commission were so inclined. After 
further analysis of this matter, we find 
that the issue of portable antenna 
standards need not be delayed until 
action in Gen. Docket 82-334. After 
careful consideration of the record of 
this proceeding we agree that private 
users should be allowed to use the same 
portabte transmitters that are available 
in other services. This exemption is 
consistent with $ 21.108 of the rules 
which exempts temporary fixed 
transmitters used by common carriers 
from antenna standards. 1 This 
exemption is also reflected in S 74.541 
and i 78.105 for portables used by 
broadcasters and CATV operators. 41 
We conclude that a similar approach 
should be extended to portable, 
temporary-fixed transmitters used under 
Part 94. We, therefore, amend § 94.75 of 
the Commission’s Rules to permit the 
use of small antennas with portable 
temporary-fixed transmitters operating 
in the 13.2-13.25 GHz band. 

5. The Commission certifies that 
section 604 of the Regulatory flexibility 
Act of 1980 does not apply to the rule 
change in this Memorandum Opinion 
and Order because it will not have a 
significant economic impact on a 
substantial number of small entities. The 
Secretary shall cause a copy of this 
Memorandum Opinion and Order, 
including the above certification, to be 
published in the Federal Register, and to 
be sent to the Chief Counsel for 
Advocacy of the Small Business 
Administration in accordance with 
section 605(b) of the Regulatory 
Flexibility Act, Pub. L No, 96-354. 94 
Stat. 1164, 5 U.S.C. 601 e/. seq. (1981). 

6. Accordingly, it is ordered, that 
pursuant to section 4{i) and 303(r) of the 
Communications Act of 1934. as 
amended. Part 94 of the Commission's 
Rules is amended, effective April 24, 


*F/rrf Report ond Order. Cm Dockel No 82-334 
(FCC 83-J83.il, mleuMtl Saptrml wr 30. MM3, 4* Fad. 
K»*g 50T22 (November 3.18*3) 

’47CFR21 UMU* 

*47 CFR 74JM1(«)(5|. 

•47CFR78105(tfMS1- 


1985, as set forth in Appendix A. It is 
further ordered that this proceeding is 
terminated. 

7. Further information on this matter 
may be obtained by contacting Eugene 
Thomson. (202) 634-2443. Private Radio 
Bureau, Federal Communications 
Commission. Washington. D.C. 20554 

List of Subjects in 47 CFR Part 94 

. Private Operational—Fixed 
microware. Radio. Radio services. 

(Sec*. 4. 303. 48 slaL. as amcndtxi. 1056. 1U8Z 
47 U.S.C 154, 303) 

Federal Com mum cat tun* Commission. 
WUUam ). Triesrico. 

Secretary. 

PART 94—(AMENDEOl 

Appendix 

Title 47 of the Code of Federal 
Regulations. Part 94. is amended as 
follows: 

Section 94.75(b) footnote 6 is revised 
to read as follows: 

5 94.75 Antenna limitations. 

(»)••• 
a>r • • 

♦ • * * « 

•Except for temporary-fixed operation* in 
the band 13.200-t3.250 MHz with output 
powers less than 250 mW and os provided to 
$94.90 

t • • i • 

(FR Doc 85-7043 Filed 3-25-85: 8:45 om| 
81U4MG CODE 8712-01-41 


NATIONAL AERONAUTICS AND 
SPACE ADMINISTRATION 

48 CFR Parts 1801, 1803, 1804, 1805, 
1806, 1807,1809, 1810, 1813, 1814, 
1815, 1816. 1817, 1819, 1827, 1831, 
1832, 1836, 1837, 1852, and 1853 

l NASA FAR Supplement Directive 85-21 

NASA FAR Supplement 
Implementation of Competition in 
Contracting Act 

agency: Office of Procurement. 
Procurement Policy Division. NASA. 
action: Final rule. 

summary: This document amends the 
NASA Federal Acquisition Regulation 
Supplement (NFS) to reflect, inter alia. 
applicable provisions of P.L 98-369. 
Competition in Contracting Act. and P.L 
98-72. Amendment to the Small Busin*?** * 
Act. 

EFFECTIVE OATE: April 1, 1985. 

FOR FURTHER INFORMATION CONTACT: 

W.A. Greene, Procurement Policy 
Division (Code HP). Office of 
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procurement. NASA Headquarters. 
Washington. DC 20546, Telephone: (202) 
453-2119 

SUPPLEMENTARY information: Proposed 
rulemaking was published on page 49648 
of the Federal Register of December 21. 
1984 which made available to the public 
a copy of NASA FAR Supplement 
Directive 85-2 for review and possible 
comment for a 30 day period, ending 
January 22,1985. All comments received 
have been considered and the Directive 
has been revised where necessary. On 
January 31.1985. the proposed document 
was forwarded to the Office of 
Management and Budget for review in 
accordance with OMB Bulletin 85-7, 
December 14.1984. That review has 
been concluded in accordance with 
Executive Order 12291. sea 3(e)(2)(c). 

1 Existing policy on D&Fs is clarified 
ami moved from subpart 1815.3 to 
1801.7. 

2. instructions at subpart 1804.6 for 
Form 507 have been revised to 
accommodate C1CA A revised Form 507 
will be timely issued for April 1.1985, 

use. 

3. An annual report to Congress of 
sole source contracts is no longer 
required. Subsection 1804.677 is 
removed In its entirety. 

4 Subpart 1806 has been added. It 
contains a detailed description of 
competition requirements, including full 
and open competition, other than full 
and open competition, and the role of 
the competition advocate. Strictures 
related to contracting with former 
NASA employees now appear at 
1JKXUOI-70. vice 1815.105~70(d)(6). 

5. Procurement plans must describe 
how competition will be sought and 
promoted (subsection 1807.170). 

6. Small purchases are exempted from 
the added justification requirements at 
FAR Part 6 (subsection 1813.104). 

7. Delegations of authority are made 
(1) for cancelling invitations and 
rejecting all bids and (2) for completing 
the acquisition through negotiation 
(subsection 1814.404). 

8 Subsections 1815.103 and 1815.105. 
covering the negotiation exceptions and 
related material, have been removed. 
Subparts 1815.2. Negotiation Authorities, 
and 1815.3, Determinations and 
bindings, have been removed. 

9 The accuracy of certain items in 
Justifications for Acceptance of 
Unsolicited Proposals (JAUFs) must be 
certified by the sponsoring technical 
office. JAUFs, by statute, are available 
to the public. Pre-award synopsis of 
unsolicited proposals shall not be made 
,f the conditions at FAR 5.202(c)(7) apply 
ISubpart 1815.507). 

10 Subsection 1015.608 delegates to 


the contracting officer the authority to 
reject all proposals received in response 
to a solicitation. 

11. Subsection 1817.207-70 is revised 
to apply to all unpriced options, not just 
those under service contracts. 

12. Citation of negotiation authority 
with SBA for 6(a) program contracts is 
no longer necessary (subsection 
1819.809-1 (c)(1)). 

13. NASA’s policy of obtaining the 
services of experts and consultants by 
appointment rather than contract is 
relocated from 1815.2 to subsection 
1837.104. 

14. Minor editorial adjustments have 
been made in the following provisions 
and/or clauses. 1852.215-71:1852.215-72; 
1852.215-73; 1852.216-7001:1852.216- 
7002; 1852.216-7004; 1852.213-71 and 
1852.244-70. 

15. NASA Form 543, Justification for 
Authority to Negotiate, is removed. 

10. There are several modifications 
which correct typographical errors, 
make editorial improvements or 
clarifications and replace coverage from 
NASA’s Procurement Regulation that 
was inadvertently left out during the 
printing of the NASA FAR Supplement. 
They do not make significant changes in 
NASA policy or procedures. 

The NFS material published in this 
directive is effective April 1,1985, and 
shall remain In effect until: (1) Changed 
by a subsequent NFSD or Procurement 
Notice (PN); (2) incorporated into any 
new edition of the NFS; or (30) 
specifically canceled. 

List of Subjects in 48 CFR Ch. 18 

Government procurement. 

Dated February 27,1985. 

S.J. Evans, 

Assistant Administrator for Procurement. 

1. The authority citation for 48 CFR 
Ch. 18 reads as fallows: 

Authority: 42 U6.C. 2473(c)(1). 

PART 1801—NATIONAL 
AERONAUTICS AND SPACE 
ADMINISTRATION FEDERAL 
ACQUISITION REGULATION 
SUPPLEMENT 

2. Subpart 1001.7 is added to read as 
follows: 

Subpart 1801.7—Determinations and 
Finding! 

Sec. 

1801.703 Class determinations and findings. 

1801.704 Content. 

1801.707 Signatory authority. 


Subpart 1801.7—Determinations and 
Findings 

1801.703 Clast determinations and 
findings. 

The effective period specified in each 
class determination and findings (D&F) 
shall not ordinarily exceed one year. 
When periods longer than the foregoing 
are considered appropriate and 
necessary, they should be stated with 
the reasons therefor. 

1801.704 Content 

(a) Content and format requirements 
in addition to those at FAR 1.704 are 

specified in the associated subject text. 

(b) While the contracting officer is 
responsible for preparing the DAP's, 
requirements and technical personnel 
are responsible for the accuracy and 
adequacy of the factual information 
supporting the findings. Supporting 
information within the functional areas 
of requirements and technical personnel 
shall be furnished the contracting officer 
in writing. 

1801.707 Signatory authority. 

(a) Signatory authority for D&F’s is 
specified in the FAR or NASA FAR 
Supplement text for the associated 
subject matter. 

(b) The Administrator or Deputy 
Administrator may also make any of the 
D&Fs that may be made by the 
Assistant Administrator for 
Procurement or by a contracting officer. 

PART 1803—IMPROPER BUSINESS 
PRACTICES AND PERSONAL 
CONFLICTS OF INTEREST 


Subpart 1803.70—Contracts Between 
NASA and Former NASA Employees 

3. In section 1803.7001, paragraph (a) 
is amended by changing “1815.105- 
70(c)“ to read “1806.303-270"; paragraph 
(b) is revised; and paragraph (c) is 
amended by changing “formal 
advertising" to read "scaled bidding". 

1803.7001 Policy. 

• 4 • • • 

(b) Where il has been determined that 
it is appropriate to contract with an 
individual or a firm described in 
paragraph (a) above, the approval 
authority for the justification for less 
thun full and open competition shall be 
as specified in 1806.304-70. 
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PART 1804—ADMINISTRATIVE 
MATTERS 

1004.6 l Amended I 

4. The title of subpart 1804.8 is 
amended by changing ‘'NASA Contract 
Reporting" to "Contract Reporting." 

1804.671- 1 I Amended] 

5. In section 1804.671-1(b)(3) remove 
and modifications/* 

6. Section 1004.671^4 is amended as 
follows: 

a. Paragraph (n). the introductory text, 
is amended by changing "negotiation 
authority" to read "authority for less 
than full and open competition"; 

b. Paragraph (p) is amended by 
revising the entry for code 07 under 
"Modifications to Existing Contracts"; 

c. Paragraph |u) is amended by 
revising the headings and text for the 
material currently designated 
"advertised" and "Noncompetitively 
Negotiated"; 

d Paragraphs (w)(l). (2) and (3) and 
paragraphs (x). (z) and (an) an? revised. 

1604.671- 4 Preparation of Individual 
Procurement Action Report (NASA Form 
507). 

(p) • • • 

Modification* lo Existing Contracts 
• • * * « 

07 Additional work—Enter this code for 
reporting modifications to existing rontrart 
which odd new procurement New 
procurement for the purpose of this report 
Shalt be a modification action which usually 
requires the preparation of a Justification for 
U‘jui than Full and Open Competition (see 
FAR 8.301). 

• • • • • 

(u) Item 21—Extent of Competition (1 
position). 

Competition by Seated Bids 

I Two step— Enter this code for 
procurement which resulted from acceptance 
of a bid made by a supplier in response to on 
invitation for bids following request for an 
evaluation of technical proposals, (see FAR 
14.503). 

Z. Other sealed bidding —En ter this code 
for procurement which resulted from 
acceptance or a bid made by a supplier in 
response to an invitation for bids, (see FAR 
14.101). 


Without Competition 

5 Follow-on after competition —Enter this 
code when the award means a new 
procurement placed with a particular 
contractor to continue or augment a specific 
NASA program where such placement was 
necessitated by prior procurement decisions, 
e g., contracts with a particular contractor for 
continuation of research and development in 
the same program, contracts for support 
equipment and spare parts from contractor 


furnishing original equipment. This code will 
be used only when the contractor was 
selected initially on the basis of full and open 
competition. Follow-on contracts where the 
contractor was selected initially on the basis 
of less than full and open competition will be 
reported as noncompetitive (code 6). 

6 Other noncompetitive—Enter this code 
where an offer was received from only one 
responsive offeror capable of satisfying the 
Government’s requirements wholly or 
partially and where the work involved is not 
a follow-on procurement reportable under 
item 5 above. A single source procurement is 
one in which there was only one responsive 
reply to a competitive solicitation. 

7 Unsolicited proposal—V j\ t e r this code to 
identify procurements resulting from a 
written offer to perform work which does not 
result from a formal written request for 
proposals issued by NASA (see FAR 15.501). 
A noncompetitive procurement placement 
code will be used when reporting unsolicited 
proposals. 

• • • • • 

(w) * * * 

(1) Research and Development (RPD) 
Procurement —RAD codes are used for 
the following: 

(1) Most but not all contracts for 
services of educational institutions; 

(ii) All contracts funded by RAD 
appropriations; and 

(iii) All contracts for research and 
development work, even though not 
covered by paragraphs |w)(l) (i) or (ii) 
above. 

(2) If the procurement involves space 
research and development, enter one of 
the following codes: 

ARl 1 Aeronautics A Space Technology 
AR2 1 Space Science and Applications 
AR3 * Space Transportation Systems 
AR4 1 Trucking and Data Acquisition 
AR9* Other Space RAD 

(3) If the procurement involves other 
than space research and development, 
enter the applicable code from the FPDS 
Product and Service Coding Manual or 
Supplement 50. Subpart 2. For the fourth 
digit of the code use "0" or one of the 
following "stages of RAD": 

Code and Meaning 

1 Research 

2 Exploratory Development 

3 Advanced Development 

4 Engineering Development 

5 Operational Systems Development 

6 Management and Support 

7 (Aimmercialization 

Note. For definitions of "stage of RAD" see 
KPDS Product and Service coding Manual or 
1004.6727(d). 

• • • • • 

(x) Item 24—Proposed procurement 
synopsized (1 position). Enter "1" if the 
procurement was synopsized prior to 
award in the Department of Commerce 


' Si r paragraph \ w)f3) below. 


publication "Synopsis of U.S. 
Government Proposed Procurement 
Sales, and Contract Awards." Enter "2" 
if the procurement was not synopsis! 
except that "3" shall be entered if the 
procurement was not synopsized due to 
unusual or compelling urgency. 

• • • • • 

(z) Item 2&—Consultant type contract 
(1 position). Enter Y (yes) or N (no) to 
indicate whether the contract is for 
consulting services. For the definition of 
consulting services sec FAR 37.201. 

(aa) Item 27—Support Services Ty pe 
Contract (1 position). Enter Y (yes) or N 
(no) to indicate whether the contract :s 
for support services. 

(l ) In-house contractor support: 

(1) Provides a service to the 
installation* and 

(ii) Is performed on or near the 
installation* and 

(iii) Is continous in nature, and 

(iv) Is not provided by prime product 
development contractor when the work 
is for the purpose of fulfilling the prime 
contract, and 

(v) Is characterized as: that support 
necessary due to the on or near site 
population and activated facilities 

I housekeeping M and O function), and 
the effort necessary to support the 
research, development or test efforts the 
installation performs in-house; and 

(vi) Excludes: 

| A) Construction, alteration and repair 
contractor. 

(B) Purchase and incidental service*; 

(C) Prime product development 

contractor. 

(D) Operations support contractors; 
and 

(E) Tenant*. 

(2) Operations support contractors 
Contractors whose work is performed 
on or near site due to the location of 
major operations facilities. (This is the 
effort associated with carrying out 
mission operations and is done on-site 
because that is where the captured 
facility is—a launch pad or Mission 
Control Center or a tracking station.) 

(i) Restricted to major national 
operations facilities and foreign and 
domestic tracking network stations: 

—fPL-Mlssion Control Center (DSN) 

—Goldstone 

—Mesa Antenna Range 
—JSC-Mission Control Center (MSF) 

—GSFC-Miasion Control Center (STDN) 
—World-Wide Network Tracking 

Stations 

—OTDA-Operations Funded Support 
—KSC-Launch Complex 39 and related 

support facilities; 

(ii) That support funded by STS 
operations at MSFC, KSC and JSC: 
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(iii) Trucking operations support 
< untractors are subdivided us on-site (ut 
ur near GSFC or JPL) and as offsite. 

( 3 ) Purchased and/or incidental 

services. 

(i) Purchased services (described in 
terms of funds onlv) are: 

(AJ Delivery orders against Federal 
supply schedules; 

(B) Purchase orders; 

(C) Blanket purchase agreements; or 

(D) Basic ordering agreements not 
exceeding SlOK per order. 

(ii) Incidental services are: 

(A) Described in terms of manpower 
required to perform the services: 

(Fij Procured from vendors who 
provide similar services to the local 
community; 

(C) Vendor provides all or a 
substantial amount of the capital 
investment required to perform the work 
under the contruct; 

(D) Includes small contracts generally 
not exceeding four to five man-years per 

annum. 

• • « • 

7. Section 1804.871-5 is amended by 
adding the following items to the end of 
paragraph (b): 

1304.671-5 Limited preparation of NASA 

Form 507. 

• • • • • 

lb) * * ‘ 

• • • 4 • 

u Contract Physically Complete (when 
applicable) 

40 Total price or Estimated Coat 

41 Description of Contract 

• tit* 

1804.677 | Removed 1 

8. Section 1804.877 is removed. 

PART 1805—PUBLICIZING CONTRACT 

ACTIONS 

Subpart 1805.2—Synopses of 
Proposed Contracts 

1305.201-70 (Amended | 

9. Section 1805.201-70 is amended by 
1 Ringing "proposed contract" to rend 

proposed contract action.". 

10 . Section 1005.207 is revised to read 

as follows: 

1805.207 Preparation and transmittal of 

synopses. 

Within NASA, each notice publicizing 
procurement of architect-engineer 
services shall be headed "/?. Architect- 
Engineer Services. " In addition to other 
requirements of FAR 5.207(b)(4). the 
project shall be listed with a brief 
statement concerning the relative order 
of importance the Government attaches 
to the significant evaluation criteria and 
the date by which responses to the 


notice must be received, including 
submission of Standard Form 255. 
Architect-Engineer and Related Services 
Questionnaire for Specific Project, if 
required. Appropriate statements shall 
be made concerning any specialized 
qualifications, security classifications, 
and limitations on eligibility for 
consideration. Qualifications or 
performance data required from 
architect-engineer firms shall be 
described. If the procurement is to be set 
aside for small business, the notice shall 
so state, indicating the specific size 
standard to be used and requiring that 
eligible responding firms submit a small 
business certification statement. 

Provision* of Note 62 shall apply to this 
not ire except that in the second paragraph of 
the note: fa) the National Aeronautics and 
Space Administration' is substituted for the 
Department of Defense* wherever the 
reference appears, and (b) the fourth 
additional consideration listed is changed to 
read: f4) past experience, if any . of the firm 
with respect to performance on contracts 
with AVIS/4, other Government agencies, and 
private industry. * 

11. Part 1808 is added to read as 
follows: 

PART 1806—COMPETITION 
REQUIREMENTS 

Subpart 1806.2—Full and Open Competition 
After Exclusion of Sources 

Src. 

1808.202 Establishing or maintaining 
alternative sources. 

1008.202-70 Detervninntion and findings. 

Subpart 1806.3—Other Than Fun and Open 
Competition 

1606.301 General. 

1806.302- 1-70 Technical equipment 
requiring standardization and 
interchangeability of parts. 

1806.302- 7-70 Determination and findings. 

1806.303- 1 Requirements. 

1806 303-1-70 Sole source purchases by 
contractors. 

1806.303- 2-70 NASA ur former NASA 
employees. 

1806.304 Approval of the justification. 

1806.304- 70 Contracts with NASA or former 
NASA employees. 

1806.305 Availability uf the justification. 

Subpart 1806.5—Competition Advocates 

1806.570 NASA Competition advocacy 
program. 

Authority: 42 U.S.G 2473(c)(1). 

Subpart 1806.2— Full and Open 
Competition After Exclusion of 
Sources 

1806.202 Establishing or maintaining 
alternative sources. 

The authority of FAR 6.202 is to be 
used to exclude only one source, if. for 
example. FAR 6.202(a)(3) appears to lie 


applicable but dll for-profit concerns as 
well as Ihe current source will be 
excluded then FAR 6.302-3 must be 
used instead. 

1806 202-7 Determination and findings. 

(a) Procedure . 

(1) DaKs shall be dated at the time of 
signature. 

(2) Each request for Administrator or 
Deputy Administrator determination 
under 10 U.S.C 2304(b)(1) (FAR 6.202) 
shall consist of — 

(i) A memorandum from the 
Procurement Officer to the Assistant 
Administrator for Procurement (IIS) 
recommending approval of the DAF; ami 

(ii) An original and three copies of the 
DaF in the appropriate format required 
below. 

(3) The signed D&F shall be returned 
to the contracting office. The copies of 
this document shall be retained in 
Headquarters files. 

(b) Content. When the authority of 
FAR 6.202(a) is proposed for use. it must 
be shown clearly that the necessity for 
excluding a particular source arises from 
genuine consideration.^ pertinent to the 
authority of FAR 6.202(a)(1). (2). or (3). 
The supporting data, as well as the 
determination and findings, must name 
the source to be excluded from the 
contruct action. Additionally, the DAF or 
supporting documents shall include the 
following information as applicable, and 
such other information as may be 
pertinent: 

(1) The specific purpose to be served: 
(i.e.. to increase or maintain 
competition, the interest of national 
defense in having a facility available in 
case of a national emergency or 
industrial mobilization, or Ihe interest of 
national defense in establishing or 
maintaining on essential engineering, 
research or development capability) in 
excluding a particular source from the 
contract action. 

(2) The acquisition history of Ihe 
supplies or services, including sources, 
prices, quantities, and dates of award. 

(3) The circumstances which make it 
necessary to exclude a particular source 
from the contract action: 

(i) The reasons for lack of sources; 
e.g.. the technical complexity and 
criticality of the item. 

(ii) The current annual requirement 
and prospective needs for the supplies 
and services. 

(iii) Address projected future 
requirements as justification for the 
exclusion of a particular source from the 
contract action. 

(4) Explain whether the existing 
source must be totally excluded from a 
contract action or whether a partial 
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exclusion of the existing source from a 
contract action is sufficient 

(5) Describe the potential effect of 
exclusion on the excluded source in 
terms of any loss of capability to furnish 
the supplies or services in subsequent 
contract actions. 

(6) When the authority of FAR 
6.202(a)(1) is cited— 

(i) Provide basis for assumption of 
future competition; and 

(ii) Provide the basis for the 
determination that exclusion of a 
particular source will likely result in 
reduced overall costs either for the 
current acquisition, or for anticipated 
future acquisitions, including (as a 
minimum) discussion of start-up costs, 
facilitization costs, duplicative 
administration costs (additional 
inspection, testing, etc.), economic 
order quantities, and life cycle cost 
consideration. 

(7) When the establishment of an 
additional source(s) is necessary to 
provide production capacity to meet 
current and mobilization requirements, 
the following information: 

(i) The current annual and the 
mobilization requirements for the item, 
citing the source of. or the basis for. 
such planning data. 

(ii) The comparison of current 
production capacity necessary to meet 
mobilization requirements. 

(fiii) The hazards of relying on the 
present source and the time required for 
a new source(s) to acquire the necessary 
facilities and skills and achieve the 
production capacity necessary to meet 
mobilization requirements. 

(c) Formats. Set forth below is the 
sample formut for D&Fa citing the 
authority of FAR 6.202(a). 

National Aeronautical and Space 
Administration, Washington, DC 20548 

Determination and Findings 
Authority to Exclude a Source 

Upon the basis of the following findings 
and determination, which 1 hereby make as 
agency head pursuant to the authority of 10 
U.S.C. 2304(b)(1), the proposed contract 
action described below may be awarded 
using full end open competition after 
exclusion of-(1)-. 

Findings 

1. It is proposed that the following 
requirement be acquired using full and open 
competition after exclusion of the 
aforementioned source. 

2. The aforementioned source is the source 
which can be expected to receive an award 
for the above requirement. 

3. It is necessary to establish or maintain 
an alternative source or sources through the 
use of full and open competition after 
exclusion of the aforementioned source. 

4 . The exclusion of the aforementioned 
source will increase or maintain competition 


and is likely to result in reduction of- 

(2)-in overall costs for the acquisition. 

or for any anticipated acquisition, or such 
supplies or services. Thia estimate la based 
on-(3)-. 

•Alternate : The exclusion of the 
aforementioned source will be in the interest 
of national defense to have a supplier 
available for furnishing the above supplies or 
services in case of a national emergency or 
industrial mobilization, because-(4) 

• Alternate : The exclusion of the 
aforementioned source will be in the interest 
of national defense in establishing or 
maintaining an essential engineering, 
research, or development capability to be 
provided by an educational or other nonprofit 
institution or a federally funded research and 
development center, because-(4) 


Determination 

The exclusion of the aforementioned 
source from the proposed contract action will 
increase or maintain competition and is likely 
to result in reduced overall costs for the 
acquisition of any anticipated acquisition of 
such supplies or services. 

- Alternate: It is in the interest of national 
defense to exclude the aforementioned 
source from the proposed contract action In 
order to have a supplier available for 
furnishing the above supplies or services in 
case of a national emergency or industrial 
mobilization. 

•Alternate : It Is in the interest of national 
defense to exclude the aforementioned 
source from the proposed contract action in 
order to establish or maintain an essential 
engineering, research, or development 
capability to be provided by an educational 
or other nonprofit institution or a federally 
funded research and development center. 
Date -■- 

Notes.— 

1. Name of source to be excluded. 

2. Description of estimated reduction in 
overall costs. 

3. Description of how estimate was 
derived. 

4. Description of circumstances 
necessitating the exclusion of source. 

* In paragraph 4 and in the Determination, 
the basic wording shall be used when FAR 
6.202(a)(1) applies; the first alternate ahall be 
substituted when FAR 6.202(a)(2) applies; and 
the second alternate shall be substituted 
when FAR 6.202(a)(3) applies. 

Subpart 1806.5—Other Than Full and 
Open Competition 

1806.301 General. 

For NASA, ihe appropriate statutory 
authorities of those cited in FAR 8.302 
are those from Title 10. U.S.C. 

1806.302-1-70 Technical equipment 
requiring standardization and 
Interchangeability of parts. 

(a) Actions taken under the authority 
of FAR 8.302-1(b)(6) shall be reviewed 
at least once every two years to 
determine whether the standardization 


should be continued, revised, or 
cancelled. 

(b) This authority may be used in 
situations where only one or a limited 
quantity of a particular item is to be 
purchased and where compatibility with 
existing equipment and 
interchangeability of parts is essential. 
The fact that this authority is used in 
such a case does not mean that a 
subsequent purchase of similar 
equipment will necessarily require the 
use of less than full and open 
competition for purposes of 
standardization. The facts involved in 
each case must be examined to 
determine whether compatibility with 
other equipment and interchangeability 
of parts are essential objectives. 

1806.302-7-70 Determination and 
findings. 

(a) Procedure . The DAF required by 
FAR 6.302~7(c)(l) shall be prepared 
using the format provided in paragraph 
(b) below. The original and three copies 
of the DAF shall be submitted to NASA 
Headquarters. Code HS, for concurrence 
and processing up to the Administrator 
for signature. 

(b) Format The following format shall 
be used for the DAF: 

National Aeronautic! and Space 
Administration. Washington, DC 20546 

Determination and Findings 

Authority To Use Less Than Pull and Open 
Competition 

Upon the basis of the following findings 
and determination, which I hereby make 
pursuant to the authority of 10 U.S.C 
2304(c)(7) as implemented by FAR 8502-7. It 
is in the public interest to provide for less 
than full and open competition in the contract 
action described below. 

Findings 

1. The ( 1 ) proposes to enter into a contract 
for the acquisition of ( 2 ). 

2 Use of the authority cited above is 
necessary in the public interest for the 
following reasons: ( 3 ) 

Determination 

For the reasons described above, it is 
necessary in the public interest to use 
procedures other than competitive 
procedures in the proposed acquisition. 

Date --—~ 

Notes.— 

(1) Name of contracting activity. 

(2) Brief description of supplies or services 

(3) Explains the need for use of the 
authority. 

(c) Notice to Congress. The notice to 
Congress required by 10 U.S.C. 
2304(c)(7)(B) and FAR 8.302-7(c)(2) will 
be made by NASA Headquarters, Code 
C. Code HS will request said notice to 
be made immediatley upon approval of 
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a OAF under paragraph (a) above, and 
will advise the contracting activity of 
the date upon which the notification 
period expires. 

1806.303- 1 Requirements. 

fa) Justifications for using less than 
full and open competition may be 
prepared by the technical office 
initiating the contract action when it is 
recommending the use of the 
justification authority, or by the 
attracting officer if the technical office 
does not make such a recommendation. 

(h) The contracting officer shall send 
a copy of each approved justification or 
UftF that cites the authority of FAR 
6 302-3(a)(2)(i) or FAR 8.302-7 to NASA 
Headquarters. Code LJ. unless one of the 
exceptions at FAR 25.403 applies to the 
procurement. The transmittal shall 
indicate that the justification is being 
furnished pursuant to FAR 6.303-lfd). 

(c) Before using the authority of FAR 

6.303- 1 (e). the contracting office shall 
informally discuss the reasons for the 
proposed use of less than full and open 
competition with the justification 
Approving authority, except that if said 
Authority is NASA Headquarters Code 

II. the discussion shall be between the 
Procurement Officer and the Assistant 
Administrator for Procurement. 

(d) Each approved justification shall 
be retained in the contract file. 

1806.303- 1-70 Sole source purchases by 

contractors. 

The requirements of FAR Part 6 and 
1H06 shall be applied to those cases 
"here NASA directs a prime contractor 
(via specifications, drawings, parts lists, 
or otherwise) to purchase items on a 
sole source basis. Accordingly. 
Procurement Officers are instructed to 
take such steps as are necessary to 
ensure that these sole source actions are 
properly justified. Where "brand name 
or equal" purchase descriptions, listing 
the salient physical, functional, or other 
characteristics of the item being 
procured, are properly used pursuant to 
1810.004-71, the justification 
requirements of FAR Part 6 and 1806 
would not be applicable. 

1806.303- 2-70 NASA or former NASA 

employees. 

When it is proposed to contract with a 
NASA or former NASA employee on a 
noncompetitive basis, the justification 
shall so state and shall explain why it is 
in the best interest of the Government to 
do so (see 1803.7001(a) and 1806.304-70). 

1806.304 Approval of the juatlflestton. 

(a) All justifications for contract 
actions over $100,000 shall be submitted 
to the Procurement Officer for 
concurrence before being forwarded for 


approval Justifications over $1,000,000 
shall also be submitted to the 
installation Deputy Director for 
concurrence, and those over $10,000,000 
shall be further submitted for the 
concurrence of the installation Director, 
prior to forwarding for approval. 

(b) The authority of FAR 6.304(a)(3) 
shall not be delegated to other than the 
installation Deputy Director. 

(c) For proposed contract actions over 
$10,000,000 the original justification and 
three copies shall be forwarded to 
NASA Headquarters. Code HS. After 
approval by the Assistant Administrator 
for Procurement, the signed original will 
be returned to the Procurement Officer. 
The copies will be retained in 
Headquarters files. 

(d) Class justifications shall be 
processed and approved in lfre same 
manner as individual justifications, 
except that the approval level is based 
on the estimated total value of all 
contract actions to be taken under the 
justification. 

1806.304-70 Contracts with NASA or 
former NASA employees. 

For procurements between the small 
purchase ceiling and $100,000 involving 
an individual who was formerly 
employed by NASA during the past two 
years or a firm in which such a former 
employee is a partner, principal officer, 
majority shareholder, or which is 
otherwise controlled or predominantly 
staffed by such former employees (see 
Subpart 1803.70), the justification shall 
be submitted for the approval of the 
Installation Deputy Director. This is in 
addition to any approval required by 
FAR 8.304(a)(1). 

1806.305 Availability of the justification. 

(a) Requests for inspection of 
justifications should be submitted in 
writing, and should identify the 
particular procurement involved. 
Requestors making verbal requests 
should be encouraged to submit them in 
writing, but are not required to do so. 

(b) The contracting officer should 
consult with counsel regarding deletion 
and protection of proprietary data and 
regarding disclosure exemptions. 
Requests should be processed promptly. 

Subpart 1806.5—Competition 
Advocates 

1806.570 NASA competition advocacy 
program. 

NASA implementation of FAR 6.5 is 
set forth in NM11210.2, "NASA 
Competition Advocacy Program." 


PART 1807—ACQUISITION PLANNING 
Subpart 1807.1701—Acquisition Plans 

12. Section 1807.170-1 paragraphs 
(a)(8) and (b)(l)(iii). (iv). and (2) are 
revised to read as follows: 

1507.170- 1 Procurement plans requiring 
approval by NASA Headquarters. 

(a) *** 

(8) Item 8. Separate approvals 
required. Block B.a. is changed to "DAF 
under FAR 8.202(b) or FAR 6.302- 
7(c)(1)." Indicate by checkmark in each 
box whether separate approvals will be 
required for items B.a. through 8a. in 
support of the proposed procurement. 

All other documents checked under Item 
8 may be processed separately for 
approval. 

• • • • • 

(b) • • • 

( 1 ) * 

(iii) Include a copy of any comments 
by Counsel for the contracting office (or 
a statement that Counsel has no 
objection to the plan) and describe the 
actions taken in response to any such 
comments: and 

(iv) Discuss considerations given as to 
small business, including minority 
enterprises, participation. 

(2) Competition. Describe how 
competition will be sought and 
promoted. If appropriate, discuss how 
competition will be sustained through 
the course of the acquisition. If full and 
open competition is not contemplated, 
cite the authority in FAR 6.302; identify 
the source(s); and discuss why full and 
open competition cannot be obtained. 

• • • • • 

13. Section 1807.170-2* paragraphs (g) 
through (r) are revised; paragraph (s) is 
removed. 

1607.170- 2 Procurement plans requiring 
approval by the Procurement Officer. 

• • * • • 

(g) Synopsis or explanation of 
exception. 

(h) Justification for less than full and 
open competition (may be referenced in 
and attached to the plan). 

(i) Type of contract contemplated and. 
if not firm fixed-price, rationale therefor. 

(j) Determination and findings for 
method of contracting (may be 
referenced in and attached to the plan). 

(k) Incentive consideration, unless 
firm fixed-price contract is 
contemplated. 

(l) Considerations as to small 
business, including minority business 
enterprises, participation. 









11872 


Federal Register / Vol. 50. No. 58 / Tuesday. March 26, 1985 / Rules and Regulations 


(m) Government property description, 
monetary evaluation, and basis for 
requirement. 

(n) Precontract costs, if any. 

(o) Management information systems, 
if appropriate. 

|p) Reliability and quality assurance, 
if appropriate. 

(q) Technical data for rcprocurement. 

(r) Procurement action schedule. 

PART 1809—CONTRACT OR 
QUALIFICATIONS 

Subpart 1809.1—Responsible 
Prospective Contractors 

14 Section 1809.106-7000 is revised to 
read as follows: 

1809.106-7000 Preaward survey 
procedures. 

All preaward surveys shall be 
conducted in compliance with FAR 
Subpart 9.t and sections 1809.106-7001 
through 1809.106-7205. 

PART 1810-SPECIFICATIONS. 
STANDARDS. AND OTHER PURCHASE 
DESCRIPTIONS 

15. Section 1810.004-71. paragraph (a) 
is amended by changing 'T810.011* to 
read "1810.001 *; paragraph (b) is 
revised: paragraph (g) is amended by 
changing "Solicitations* to read 
"Offers'*: and paragraph (j) is amended 
by changing "(g)" to read "(i)". 

1810.004-71 Brand name or equal 
purchase description. 

• • • « • 

(b) The words "or equal" should not 
be added when it has been determined 
under paragraph (a) above that only a 
particular product meets the essential 
requirements of the Government, as. for 
example, where the required supplies 
can be obtained only from one source 
(see FAR 6.302-1). 


PART 1813-SMALL PURCHASE AND 
OTHER SIMPLIFIED PURCHASE 
PROCEDURES 

Subpart 1813.1—General 

16. Section 1813.104 is revised to read 
as follows: 

1813.104 Procedures. 

(a) Small purchase procedures are 
exempt from the added justification 
requirements of the Competition in 
Contracting Act of 1984 (Pub. L. 98-369). 
See FAR 6.001(a). 

(b) When bulk funding is deemed 
appropriate see Financial Management 
Manual 9030-5e and 9040-4b. 


(c) For sole source procurements over 
$1,000 involving an individual who was 
formerly employed by NASA during the 
past two years or a firm in which such a 
former employee is a partner, principal 
officer, majority shareholder, or which is 
otherwise controlled or predominantly 
staffed by such former employees (see 
Subpart 18-3.70). the justification 
statement required by FAR 13.106(c)(2) 
shall be submitted for approval at a 
level above the contracting officer. 

PART 1814—SEALED BIDDING 

Subpart 1814.2—Solicitation of Bids 

17. The heading for Part 1814 is 
revised to read as set forth above. 
Section 1814.201-3-70 is added and 

1814.201- 5 is revised to read as follows: 

1814.201- 3-70 NASA contract clause. 

Section I. Contract clauses. The 
contracting officer shall insert in 
invitations for bids and resulting 
contracts the clause at 1852.214-70. 
Contract Order of Precedence, except in 
those for construction or that do not 
follow the uniform contract format. The 
clause may. however, be revised as 
appropriate and used in contracts for 
construction or that do not follow the 
uniform contract format. 

1814.201- 5 Part IV—Representations and 
instructions, 

(a) Section L—Instructions, 
conditions, and notice to bidders. In 
procurements involving mission-critical 
positions in connection with the Space 
Transportation System, the contracting 
officer dhall include a statement that the 
selected contractor will comply with the 
provisions of NASA Management 
Instruction 8610.13. Space 
Transportation System Personnel 
Reliability Program. The statement will 
not be required in procurements for 
flight-crew members or payload 
specialists when covered by other NMIs 
which have screening requirements 
equivalent to NM1 8610.13. (See. for 
example, NMI 7100.16, Payload 
Specialists for-NASA-Related Projects.) 

(b) Section M—Evaluation factors for 
award . 

(1) If no award will be made for less 
than the full quantities solicited, the 
contracting officer shall include a 
statement to that effect, 

(2) If award is to be made by specified 
groups of items or in the aggregate, the 
contracting officer shall include a 
statement to that effect. 

(3) in unusual cases, where bidders 
are required to have special technical 
qualifications due to the complexity of 
the equipment being purchased or for 
some other special reason, the 


contracting officer shall include a 
statement of such qualifications. 

Subpart 1814.4—Opening of Bids and 
Award of Contract 

18. Section 1814.404 is added to read 
as follows: 

1814.404-170 Delegation of authority. 

(a) The authority to make the 
determination at FAR 14.404-1 (c) to 
cancel the invitation and reject all bids 
is delegated to the contracting officer. 

(b) The authority to make the 
determination at FAR 14.404-1 (c)(6) that 
the solicitation should be cancelled and 
the acquisition should be completed 
through negotiation because no 
responsive bid has been received from a 
responsible bidder is delegated to the 
contracting officer. 

(c) The determinations at FAR 14.404- 
1(c)(6) or (7) that the solicitation should 
be cancelled and the acquisition should 
be completed through negotiation 
because (1) all otherwise-acceptable 
bids received are at unreasonable 
prices. (2) only one bid is received and 
the contracting officer cannot determine 
the reasonableness of the bid price, or 
(3) the bids were not independently 
arrived at in open competition, were 
collusive, or were submitted in bad 
faith, shall be made by the 
Administrator. 

Subpan 1814.5H Amended! 

19. The heading of Subpart 1814.5 is 
amended by changing "Formal 
Advertising" to read "Sealed Bidding 

PART 1815—CONTRACTING BY 
NEGOTIATION 

1815.103.1815.104, 1815.2, 1815.3 
I Removed I 

20. Sections 1815.103 and 1815.104 am! 
Subparts 1815.2 and 1815.3 are removed. 

Subpan 1815.4—Solicitation and 
Receipt of Proposals and Quotations 

21. Sections 1815.406-3-70 is added; 
section 1815.4O6-7O(b)(0) (it) and (iii) is 
revised: and section 1815.406-70(b)(2) is 
amended by changing "Resume" to read 
"Summary". 

1815.406-3-70 NASA contract clause 

Section /. Contract clauses. The 
contracting officer shall insert the clause 
at 1852.215-73. Contract Order of 
Precedence—Negotiation, in negotiated 
contracts to which the uniform contract 
format applies. The clause may, 
however, be revised as appropriate and 
used in contracts to which the uniform 
contract format does not apply. 
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IB 15.406-70 Instructions for technical 
proposal and business management 
proposal submission. 

• • • • 

(b) * # # 

( 6 ) * * • 

(ti) For each cost-type contract 
required to be listed pursuant to 
paragraph (b)(6)(i) above, a list of 
amounts of cost overruns or underruns, 
reasons therefor, and percentage of 
fixed fee; 

fiii) For each contract required to be 
listed pursuant to paragraph (b)(6)(i) 
above, a record of contract completion 
as against completion date anticipated 
at time of entering into contract, giving 
explanations for completion delays; and 

• • t • • 

1815 413 | Amended | 

22. Section 1615.413. paragraph (b) is 
amended by changing "FAR 15.1002 and 
section 1815.1002" to read "FAR 15.1003 
and section 1815.1003." 

Subpart 1815.5—Unsolicited Proposals 

1815.502 | Amended | 

23. Section 1815.502. paragraph (d), is 
amended by changing "innovative 
ideas" to read "innovative and unique 

ideas" 

24. Section 1815.505 is revised to read 

as follows: 

1815.505 Content of unsolicited 

proposals. 

Proposals for renewal of ongoing 
projects are generally simpler to prepare 
than proposals for new efforts. 

However, they should contain the 
identifying number of the basicxontract 
or other agreement and cover the items 
listed at FAR 15.505 (a) through (c). 
particularly as dictated by changes 
since the original award was made. 

Prior contact with the NASA technical 
officer is advisable to determine the 
optimum amount of technical 
information to include. 

25 Section 1815.506. paragraph (a)(2) 
(iii) and (iv) and (3) are revised to read 
as follows: 

1815.506 Agency procedures. 

(a)* • • 

( 2 ) * * * 

(iii) Except as provided in paragraph 
M(2)(i) above, unsolicited proposals 
believed to be of interest to NASA 
Headquarters are to be submitted to 
NASA Headquarters. Office of Space 
Science and Applications. Management 
Operations. Code EPM. Washington, DC 
20548. 

I tv) Except as provided in paragraph 
l' , )(2)(i). proposals from colleges and 
universities that are of interest lo more 
than one installation should be 


submitted to NASA Headquarters, 

Office of Space Science and 
Applications, Management Operations. 
Code F.PM, Washington. DC 20548. 
whereas such proposals from 
noneducational and other nonprofit 
organizations should be submitted to 
each installation believed to have an 
interest, marked for the attention of the 
unsolicited proposal control unit. 

(3) Proposal preparation Information . 
Information on the preparation of 
unsolicited proposals may be obtained 
from field installation contracting offices 
or NASA Headquarters. Only inquiries 
from academic researchers should be 
sent to Code EPM. All other inquiries to 
NASA Headquarters should be 
addressed to Headquarters Contracts 
and Grants Division, Code HW. 
Washington. DC 20546. 

• • * • • 

26. Section 1815.507 is revised to read 
as follows: 

1815.507 Contracting methods. 

(a) Under FAR 15.507(b)(3). the 
technical office sponsoring the contract 
shall support its recommendation with 
facts and circumstances that preclude 
competition. Under FAR 6.303-2(b), 
there is a further requirement for 
certification of the accuracy of certain 
supporting data. This certified 
information, along with consideration of 
the evaluation factors listed in FAR 
15.506-2(a). shall be included in a 
justification for Acceptance of 
Unsolicited Proposal ()AUP). The law 
(10 U.S.C. 2304(f)(4)) requires that this 
justification and any related information 
shall be made available for inspection 
by the public consistent with the 
provisions of the Freedom of 
Information Act. (See FAR 6.305 and 
1806.305.) Accordingly, care should be 
taken not to include information which 
need not be released under the Freedom 
of Information Act, unless that 
information is essential to the 
justification. For purchases in excess of 
$1,000. the JAUP shall be in writing and 
shall be submitted for the approval of 
the Procurement Officer or a designee 
after prior review and written 
concurrence by the head of the 
cognizant technical division or 
laboratory, as applicable. 

(b) Under FAR 15.507(b)(4). the 
contracting officer must comply with the 
preaward synopsis requirement of FAR 
Subpart 5.2. However, a proposal for 
research shall not be synopsized. 
provided the conditions for the 
exception at FAR 5.202(a)(7) ore met. 


Subparl 1815.6— Source Selection 

27. Section 1815.608 is revised to read 
as follows: 

1815.608 Proposal evaluation. 

The authority in FAR 15.608(b) to 
determine in writing that rejection of all 
proposals received in response to a 
solicitation is in the public interest is 
delegated to the contracting officer. 

28. Section 1815.613-7, paragraphs 
(b)(2) and (b)(4) are amended by adding 
a new sentence following the current 
first sentence to read as follows: 

1815.613- 71 Evaluation and negotiation of 
procurements conducted in accordance 
with Source Evaluation Board Manual (NHB 
5103.6). 

• • I • • 

(b) Evaluation und selection 
procedures 

• • • 8 • 

(2) Evaluation factors, criteria , and 
weights. The establishment of 
evaluation factors and criteria and their 
weights requires the exercise of 
judgment on a caseby-case basis. 
Evaluation factors and criteria and their 
weights should be tailored to the 
requirements of each particular 
procurement. Technical excellence, 
price or estimated cost, and contractor 
management capability are important 
factors in selection. Their relative 
importance depends on the nature of the 
products or serv ices procured. Any. 
factor may tip the balance when 
competition is very close ns to other 
factors. Evaluation criteria shall be 
described in each Request for Proposals 
(RFP’s) fully enough to inform 
evaluators and prospective offerors of 
the significant matters to be addressed 
in the proposals. The major evaluation 
factors (Mission Suitability, Experience 
and Past Performance. Cost, and Other) 
shall be described and a statement of 
the relative importance of each must be 
included in the RFP. In addition, a brief 
narrative of the relative importance of 
the Mission Suitability Factors and their 
criteria shall be included in the RFP. 

• • • • 4 

(4) * * * An SEB should not give 
scores for cost as such. * * • 

1815.613- 72 (Amended| 

29. Section 1815.613-72 is amended by 
changing "their estimated costs for" to 
read "their estimated costs, except for". 

Subparl 1815.10—Preaward and 
Postaward Notifications, Protests, and 
Mistakes 

i 1615.1002 [Redesignated as 
4 1815.1003] 

30. Section 1615.1002 is redesignated 
us 1815.1003. 
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PART 1816—TYPES OF CONTRACTS 

Subpart 1816.2—Fixed-Price Contracts 

31. Section 1816.203-4 is revised to 
read as follows: 

1816.203-4 Contract clauses. 

(a) When neither of the clauses 
prescribed in FAR 16.203-4 (a) or (b) is 
appropriate, the contracting officer may 
use one of the clauses at 1852.216-7001 
or 1852.216-7002 in accordance with 
following instructions: 

(1) Economic price-odjustment for 
basic steel , aluminum . brass, bronze or 
copper mill products. The price- 
adjustment clause at 1852.216-7001 is 
authorized for use in fixed-price supply 
contracts for basic steel, aluminum, 
brass, bronze or copper mill products 
such as sheets, ptates and bars, when an 
established catalog or market price 
exists for the particular product being 
procured and has been verified in 
accordance with criteria in FAR 15.804- 
3(c). The ten percent figure in 
subparagraph (c)(1) of the clause shall 
not be exceeded unless approved by the 
Procurement Officer. No adjustment 
under this clause shall be made in the 
contract price until the requested 
adjustment has been verified by the 
contracting officer in accordance with 
the criteria in FAR 15.80*-3(c) and as 
required by subparagraph (c)(4) of the 
clause. 

(2) Economic Price Adjustment for 
Nonstandard Steel Items. The price 
adjustment clause at 1852.216-7002 is 
authorized for use in fixed-price supply 
contracts when (i) the contractor is a 
steel producer and actually 
manufactures the standard steel mill 
item referred to in paragraph (d) of the 
clause and (ii) the items being procured 
are nonstandard steel items made 
wholly or in part of standard steel mill 
items. 

The 110 percent figure in paragraph 
(e) of the clause shall not be exceeded 
unless approved by the Procurement 
Officer after coordination with the 
installation Financial Management 
Officer. 

(b) The contracting officer shall also 
coordinate with the installation 
Financial Management Officer before 
exceeding the ten percent limit In 
subparagraph (c)(1) of the clauses at 
FAR 52.216-2. 52.216-3. and 52.216-4. 

(c) The contracting officer may modify 
the clause at FAR 52.216-4 for use in 
sealed bid procurements. 

(d) This paragraph applies to 
adjustments based on labor or material 
costs (cost index method). 

(1) As an alternative to the clauses at 
FAR 52.216-2. 52.216-3. or 52.281-4. 


consideration should be given to 
inclusion of a special economic price 
adjustment clause that is designed to 
minimile contingency pricing and 
prepared under the guidelines listed in 
(c) below when (i) there will be an 
extended period of performance with 
significant costs to be incurred beyond 
one year after commencement of 
contract performance, (ii) the contract 
amount subject to adjustment is 
substantial, and (ill) the economic 
variables for labor and material are 
determined to be too unstable to reflect 
a reasonable division of risk between 
the parties absent economic price 
adjustment provisions. 

(2) Ail economic price adjustment 
clauses utilizing indices require advance 
approval by the Assistant Administrator 
for Procurement. Requests for such 
approval shall be submitted to the 
Office of Procurement. NASA 
Headquarters. Code HS. 

(3) The following factors, including 
construction of appropriate indices, may 
be considered in preparing a price 
adjustment duase meeting the criteria of 
paragraph (d)(1) above: 

(i) The clause should not be overly 
complex. 

(ii) Normally, the clause should not 
provide either a ceiling or a floor for 
adjustment unless adjustment is based 
on indices below the four>digit level of 
the Bureau of Labor Statistics Producer 
Price Index or the Wage and Income 
Series by Standard Industrial 
Classification (Labor). 

(iii) Normally, the clause should cover 
all potential economic fluctuations 
within the original contract period of 
performance. 

(iv) The clause must have a positive 
and accurate identification of the 
applicable index(es) upon which 
adjustments will be based and must 
provide appropriate economic 
fluctuation in the event of the 
discontinuance of the publication of the 
movement of the designated index. This 
might include the substitution of another 
index if the time remaining would justify 
it and an appropriate index is 
reasonably available, or some other 
method for repricing of the remaining 
portion of the work to be performed. 
There should not nomaily be any need 
to make an adjustment in the event 
computation of the identified index is 
altered: however, provision may be 
made to adjust the economic fluctuation 
computations if there is such a 
substantial alteration to the method of 
computing the index as to negate the 
original intent of the parties. When an 
index to be used is subject to revision 
(eg. the Bureau of Labor Statistics 
Producer Price Indexes), the economic 


price adjustment clause shall further 
specify that any economic price 
adjustment shall be based upon the 
applicable revised index. 

(v) An index should be structured to 
encompass a large sample of relevant 
items, yet bear a logical relationship to 
the type of contract costs being 
measured. The basis of the index sho uld 
not be so large and diverse that it is 
significantly afTected by fluctuations not 
relevant to the contract performance, 
yet must be significantly broad so as to 
assure the minimal effect of any single 
company, including the anticipated 
contractors. 

(vi) Construction of an index is largely 
dependent upon two general series 
published by the U.S. Department of 
Labor. Bureau of Labor Statistics (BLS). 
These are the Industrial Commodities 
portion of the Producer Price Indexes 
and the Wage and Income Series by 
Standard Industrial Classification for 
labor. Since there are no BLS-published 
scries currently available that relate 
directly to total prices of delivered iti ms 
of aeronautical electronics, space 
property, and so forth, such composite 
indices from major portions of the two 
series described above should be made. 

(vii) Normally not more than two 
indices should be used; i.e., one for labor 
(direct and indirect) and one for 
material (direct and indirect). 

(viii) The clause must establish ami 
properly identify a base period 
comparable to the contract periods for 
which adjustments are to be made as a 
reference point for application of an 
index. 

(ix) The clause should provide for 
adjustment from the beginning of the 
contract or from such period of time that 
the rate of expenditure is commensurate 
with the administrative cost and effort 
to adjust, but it should not provide for 
adjustment beyond the original contract 
performance period. 

(x) The expenditure profile for both 
labor and material should be based on • 
predetermined rate of expenditure 
(expressed as the percentage of material 
or labor usage as it relates to total 
contract price) in lieu of actual cost 
incurred. In the event the clause is to be 
used in a competitive procurement, the 
labor and material allocations, with 
regard to both mix of labor and materia) 
and rate of expenditure by percentage, 
shall be determined by the contracting 
officer in a manner which will, as nearly 
as possible, approximate the average 
expenditure profile of all companies to 
be solicited in order that all companies 
may compete on an equal basis. If the 
clause is to be used in an other-than 
competitive procurement, the labor and 
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material allocations determined by the 
contracting officer may be subject to 
negotiation and agreement. 

(xi) The clause should state that 
percentage of the contract price subject 
to price adjustment. Normally, 
adjustments would not be applied to the 
profit portion of the contract. 
Additionally, the labor and material 
portions of the contract must be 

examined to exclude any areas that do 
not require adjustment. It may not be 
necessary, for example, to include all 
subcontracting as being subject to 
escalation because some of the 
subcontracting could be for shorter 
periods of time during the early life of 
the contract and would therefore be 
covered by firm-priced subcontracting. It 
may be possible to exclude certain areas 
of overhead from escalation protection: 
e g., depreciation charges, prepaid 
insurance costs, rental costs, leases, 
certain taxes, and utility charges are 
some of the areas that should be 
examined in detail. Consideration also 
should be given to including economic- 
fluctuation protection covering that 
portion of labor for the period of time for 
which a definitive union agreement 
exists without additional factoring for 
such things as cost of living increases. 
Cure should be taken to allocate to labor 
and material only those costs likely to 
be affected by fluctuation in the 
economy. That portion of the contract 
determined to be proper for economic- 
fluctuation protection shall then be 
allocated to specific periods of time 
(e g., quarterly, semiannually) based on 
the most-probable expenditure or 
commitment basis (expenditure profile). 

(xii) The clause should provide for 
definite times or positive events for 
price adjustments. Adjustments should 
be of a frequency that will afford the 
contractor appropriate economic relief 
Without at the same time creating a 
burdensome administrative effort. The 
adjustment period should normally 
range from a minimum of quarterly to a 
maximum of annually. 

(xiii) When the contract contains cost 
incentives, any sums paid to the 
contractor because of economic price 
adjustment provisions shall be 
subtracted from the total of the 
contractor's allowable cost for the 
purpose of establishing the total costs to 
which the cost incentive provisions 
apply. If the incentive arrangement is 
cited in percentage ranges rather than 
dollar ranges above and below target 
costs, the economic price adjustment 
clause should be structured to maintain 
the original contract incentive range in 
dollars. 

(xiv) The economic price adjustment 
clause should provide that once the 


labor and material allocations have 
been established, they remain fixed 
through the life of the contract and are 
not modified except in the event of 
partial termination of the contract. The 
clause should state that pricing actions 
pursuant to the changes clause or other 
provisions of the contract will be priced 
as though there were no provision for 
economic price adjustment. 

(e) Consistent with the factors in 
paragraph (d)(3) above, the contracting 
officer may also determine it 
appropriate to provide for certain 
economic price adjustment 
arrangements between the prime 
contractor and subcontractors to 
properly allocate risks. In such 
circumstances, provision for 
incorporation of price adjustment 
clauses in specified subcontracts should 
be included in the price adjustment 
provision of’the prime contract. 

(f) When economic price adjustment 
provisions are included in contracts that 
do not require submission of cost or 
pricing data (see FAR 15.304-2). It is the 
responsibility of the contracting officer 
to obtain adequate information to 
establish the base line from which 
adjustments will be made. In addition, 
the contracting officer may require 
verification of the data submitted to the 
extent considered necessary to permit 
reliance upon it as a reasonable base 
line. 

(g) The contracting officer shall insert 
the provision at 1852.216-7003, 
Evaluation of Offers Subject to 
Economic Price Adjustment, in all 
solicitations and contracts that contain 
an economic price adjustment clause. 

32. Subpart 1816.3 is revised to read as 
follows: 

Subpart 1816.3—Cost-Reimbursement 
Contract 

S*c 

1B16,301-3 Limitations. 

1818.303 Cost sharing contracts. 

1816.307 Contract clauses. 

1818.307-70 NASA contract clauses. 

1818.370 Forms. 

Subparl 1816.3—Cost-Reimbursement 
Contract 

1816.301-3 Limitations. 

(a) The determination and findings 
required by FAR 16.301-3(c) may be 
signed by the contracting officer for 
individual purchases and contracts. The 
format below shall be used as shown. 

National Aeronautics and Space 
Administration 

Determination and Finding* 

Authority To Use a (a) -Contract 

Upon the basis of the following findings 
and determination that I hereby make under 


the authority of 10 U.S.C. 2306(c), the contract 
described below may be entered into on a (a) 
-basis. 

Findings 

1. The (b)-proposes to enter into a 

(a)-contract for the acquisition of (c) 

-. The cost of this work is estimated at 

S-. 

2. The work to be performed is (d) - 

Determination 

1. (This contract type is likely to be less 

costly than any other type.) (It is impractical 
to obtain supplies or services of the kind or 
quality required without the use of this 
contract type.) (e)- 

2. The estimated cost of the proposed 

contract Is $ (f)- 

Date: - 

Notes.—The contracting officer shall insert, 
where shown, the following information: 

(a) Type of contract contemplated. 

(b) Installation name. 

(c) Brief description of supplies nr services. 

(d) Description of the nature of the 
proposed work and related specific facts that 
show why the contemplated contract type is 
the best alternative for this particular 
acquisition. 

(e) The appropriate alternative or. when 
both opply. insert both connected by "and.” 

(f) The estimated contract cost (this 
paragraph is required only for cost-plus- 
fixed-fee contracts). 

1816.303 Cost-sharing control Is. 

NASA Appropriation Acts for several 
years have included provisions requiring 
cost sharing by the contractor under 
research contracts resulting from 
unsolicited proposals. The following 
basic guidelines shall be implemented in 
the negotiation of all research contracts 
and in supplements to such contracts 
which require additional funding. 

(a) When cast-sharing is applicable. 

(1) Except as provided in paragraphs (b) 
(1) and (2) below cost, sharing by non- 
Federa) organizations is mandatory in 
any contract for basic or applied 
research that rpsults from an unsolicited 
proposal. 

(2) Cost sharing by non-Federal 
organizations which is not mandatory 
under paragraph (a)(1) above may 
nevertheless be accepted when 
voluntarily offered by a performing 
organization. 

(b) When cost sharing is not 
applicable . (1) Cost sharing is not 
applicable to contracts for basic or 
applied research resulting from an 
unsolicited proposal when the offeror 
certifies in writing to the contracting 
officer that it has no commercial, 
production, educational, or service 
activities on which to use the results of 
the research and that it has no means of 
recovering any cost sharing on such 
projects. In these situations, where there 
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is no measurable gain to the performing 
organization, there is, therefore, no 
mutuality of interest, and it would not 
be equitable for the Government to 
require cost sharing. 

(2)(i) The activities of educational 
institutions under NASA research grants 
cooperative agreements, and contracts 
are of benefit only to NASA and thus 
would not normally justify cost sharing; 
/>., NASA's policy of normally 
reimbursing universities fully for 
research performed on its behalf would 
apply. I lowever. in .order to establish on 
a case-by-casc basis that there is no 
clear indication of significant future 
benefit or measurable gain and that cost 
sharing does not apply, the contracting 
officer shall document the file with a 
determination that is substantively the 
same as that required in paragraph 
(bj(lj above. The determination shall 
identity the information on which it is 
based. If the determination cannot 
reasonably be made from the available 
material the contracting officer shall 
request the offeror to certify as in 
paragraph (b)(1) above. Blanket 
procedures for obtaining certifications 
from offerors for all cases on a routine 
basis shall not be established. 

(ii) Cost sharing by educational 
institutions may nevertheless be 
accepted when voluntarily offered; 
provided . the institution is aware of 
NASA's policy that the amount of cost 
sharing is not a factor in the 
determination to support a given 
proposal. 

(c) Amount of cost sharing.— 

(1) Educational institutions and 
affiliated not-for-profit institutions . 

(1) Cost sharing for such institutions 
normally may vary from one percent to 
as much as five percent of the cost of the 
project. Normally, it should be presumed 
that the cost sharing is appropriate if it 
falls within the one to five-percent 
range. 

(ii) NASA does not request inclusion 
of cost-sharing information in proposals 
from educational institutions. If it is 
determined that cost sharing is 
applicable, a cost-sharing offer will be 
requested during negotiations. 

(2) Other performing organizations. 

(i) Cost sharing for organizations other 
than those in paragraph (c)(1) above 
may be any percentage of the cost of the 
research. Mutuality of interest in the 
results of the work being performed is of 
primary significance in assessing the 
appropriateness of any particular level 
of cost sharing. 

(ii) Factors which may be considered 
in determining mutality of interest 
include— 


(A) The potential of the contractor to 
recover its contribution from non- 
Federal sources; 

(B) The extent to which the particular 
area of research requires special 
stimulus in the national interest; and 

(C) The extent to which a research 
effort or result is likely to enhance the 
contractor's capability, expertise, or 
competitive position. 

(d) Implementation. — {1) Payment of 
fee or profit. No fee or profit will be paid 
to a cost-sharing contractor, and only an 
agreed portion of allowable costs will be 
reimbursed. 

(2) Method of cost sharing. Cost 
sharing shall be accomplished by a 
contribution of part or all of one or more 
elements of the allowable cost of the 
work being performed and normally 
shall be expressed as a stated minimum 
percentage of the total allowable costs 
of the project. Costs so contributed may 
not be charged to the Government under 
any other grant or contract (including 
allocation to other grants or contracts as 
part of an independent research and 
development program). 

(3) Documentation. Grant, cooperative 
agreement, and contract files shall 
contain appropriate documentation of 
the reasons for cost sharing and 
supporting the amount of cost sharing 
agreed upon. For educational 
institutions, the reasons for cost sharing 
exceeding five percent or the amount 
originally offered shall be documented. 

1816.307 Contract clauses. 

In solicitations and contracts 
containing the clause at FAR 52.216-8. 
Fixed Fee, or FAR 52.216-10, Incentive 
Fee. the Schedule shall include 
appropriate terms, if any. for provisional 
billing against fee. 

1816.307-70 NASA contract clauses. 

(a) The clause at 1852.216-7004 shall 
be inserted in each contract in which 
costs are shared by the contractor 
pursuant to 1816.303. 

(b) The contracting officer may. when 
appropriate, insert the clause at 
1852-216-7005. Estimated Cost and Fixed 
Fee, in the Schedule. Modifications to 
the clause are authorized 

(c) The contracting officer may. when 
appropriate, insert the clause at 

1852.216- 7006. Payment of Fixed Fee. in 
the Schedule. Modifications to the 
clause are authorized. 

1816.370 Forms. 

Contractors shall use NASA Form 779. 
Assignee's Release, prescribed at 

1853.216- 70(d), and NASA Form 781. 
Assignee's Assignment of Refunds, 
Rebates. Credits, and Other Amounts, 
prescribed al 1853.216-70(d). to fulfill the 


assignment and release requirements of 
the clauses prescribed at FAR 16.307(a) 
and (g). 

Subpart 1816.5—Indefinite-Delivery 
Contracts 

33. Section 1816.506 is revised to read 
as follows: 

1816 506 Ordering. 

If the contracting office retains all 
contract administration functions, 
orders may be placed by written 
telecommunication. 

1616.702-70 lAmended] 

34. Section 1816.702-70, paragraph 6. is 
amended by changing "formal 
advertising" to "sealed bidding." 

PART 1817—SPECIAL CONTRACTING 
METHOOS 

Subpart 1817.2—Options 

35. Section 1817.207-70 is revised to 
read as follows: 

1817.207-70 Contracts containing 
unpriced options to extend the contract. 

(a) The determination required by 
FAR 17.207(c)(3) must include the 
following findings: 

(1) The synopsis for the original 
contract included the option period. 

(2) The original solicitation provided 
that the unpriced options would be 
presented and considered by the 
selection official 

(3) The selection statement included 
the option period. 

(4) The option clause or other 
identified documents evidence the 
parties’ intent that performance would 
continue beyond the priced period(a). 

(b) In addition to the foregoing, there 
shall be findings supporting why in 
these circumstances the exercise of the 
option as contemplated remains the 
must advantageous method fulfilling the 
Government’s need, price and other 
factors considered. 

(c) Where the above provisions have 
not been met. competition is required in 
accordance with FAR Part 6. 

Subpart 1817.70—Procurement With 
Military Departments 

36. Section 1817.7001. paragraph (e) 
revised to read as follows: 

1817.7001 Authorization and policy. 

• • • • • 

(e) The Military Departments 
normally will use their own funds when 
procuring supplies or services or 
performing services for NASA, and will 
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not rite NASA funds on any Defense 
oblation or payment document. 

37 Section 1817.7002(b), and sections 
1817,700M. 1817.7002-2. and 1017.7002- 
3 are revised to read as follows: 

1817 7002 NASA-Defense Purchase 
Request and Acceptance. 

, • • * • 

(bj To obtain materials from the Air 
Force Missile Procurement Fund, the 
contracting officer shall follow the 
procedures of 1008.002-74. 

1817 7002-1 Acceptance by Military 

Department 

(aI Except as provided in paragraph 
(c) below, the Military Department 
concerned will, within 30 days after 
receipt of a NASA-Dcfensc Purchase 
Request forward to the initiator of the 
request an Acceptance of M1PR, DO 
Form 418-2, in quadruplicate. Each DD 
Form 448-2 will show the action being 
t,»k* n or to be taken to fill the 
requirement and the name and complete 
address of the Department of Defense 
contracting activity. 

(b) To the extent feasible, all 
documents (including acceptances, 
contracts, correspondence, shipping 
documents, work or project orders, and 
Standard Form 1080 (Voucher for 
Transfer between Appropriations and/ 
or Funds) billings) will reference the 
NASA Defense Purchase Request 
number and the item number. 

(t | Acceptance by the Military 
Department is not required for NASA- 
Defense Purchase Requests covering 
deliveries of common-use standard- 
stock items that the supplying 
department has on hand or on order for 
prompt delivery at published prices. 

18177002-2 Changes In estimated total 

pnees. 

When a Military Department 
determines that the estimated total price 
(Block 9. NASA Form 523) of the items 
to be acquired for NASA is not 
sufficient to cover the required 
reimbursement or is in excess of the 
amount required, a request for an 
amendment will be forwurded to the 
NASA originating office. The request 
will indicate a specific dollar amount, 
rather than a percentage, and will 
include justification for any upward 
adjustment requested. Upon approval of 
the request, an amendment to the NASA 
Defense Purchase Request shall be 
forwarded by the NASA contracting 
office concerned to the DoD contracting 
activity. 

1817 7002-3 Payments. 

Except when agreements provide that 
reimbursement is not required, 
payments to the Military Departments 


for supplies and services furnished to or 
acquired for NASA shall be effected 
upon receipt of Standard Form 1080 
billings by the NASA office designated 
in Block 11 of the NASA-Dcfensc 
Purchase Request. Billings will be 
supported in the same manner as 
billings between Military Departments. 

Scbpart 1819.8—Contracting With the 
Small Business Administration (the 
8(a) Program) 

38. 1819.809-1, paragraph (a)(1) is 
revised to read as follows: 

1819.809-1 General. 

(«) * # # 

(1) As required by FAR 19.809-l(a). 
the contracting officer shall prepare a 
Standard Form 28 for execution with the 
SBA without incorporating any required 
clauses (see FAR 52.101(e)) since they 
are not applicable to the SBA. This 
contract shall include a statement as 
follows: 


PART 1827—PATENTS, DATA, AND 
COPYRIGHTS 

Subpart 1827.3—Patent Rights Under 
Government Contracts 

1827.372 l Amended I 

39. Section 1827.372, paragraph (a), is 
amended by changing “free competition 
and enterprise" to read "full and open 
competition and free enterprise," 

Subpart 1827.4—Data and Copyrights 

1827.473 I Amended | 

40. Section 1827.473-1 and 1827.473- 
4(c) are amended by changing "formal 
advertising" to read "sealed bidding." 

PART 1831—CONTRACT COST , 
PRINCIPLES AND PROCEDURES 

Subpart 1831.1— Applicability 

1831.101 (Amended! 

41. Section 1831.101 is amended by 
changing "HP" to read "HC." 

Subpart 1832.4—Advance Payments 

42. Section 1832.410-70. paragraphs (a) 
(1). (2). and (3) are revised to read as 
follows: 

1832 410-70 Instructions for 
Determinations and Findings 

(a) A request for Headquarters 
approval of advance payment provisions 
in accordance with 18-32.402(b)(l) will 
be prepared in final form (original and 
one official file copy) and forwarded to 
the Assistant Administrator for 
Procurement. (Code HS). The request 
should include the following: (1) The 


/ Rules and Regulations 


nmne of the cognizant NASA 
Headquarters Program or Staff Office: 

(2) a copy of the justification for less 
than full and open competition, if any: 

(3) if a fee is contemplated, the 
estimated cost, amount and percent of 
fee, the total cost and fee, and the 
factors that were considered in 
determining the fee (see Subpart 181541); 
and * * * 

PART 1836-CONSTRUCTION AND 
ARCHITECT-ENGINEER CONTRACTS 

Subpart 1836.2—Special Aspects of 
Contracting for Construction 

1836 203 | Amended 1 

43. Section 1836.203. paragraph (b) is 
amended by changing "formal 
advertising" to read "sealed bidding." 

PART 1837-SERVICE CONTRACTING 

Subpart 1837.1—Service Contracts— 
General 

44. Section 1837.104 is revised to read 
us follows: 

1837.104 Personal services contracts. 

(a) Under section 203(c)(9) of the 
National Aeronautics and Space Act of 
1958 (42 U.S.C. 2473(c)(9)), NASA is 
authorized "to obtain services as 
authorized by Section 3109 of Tide 5, 
United States Code, but at rates for 
individuals not to exceed the per diem 
rate equivalent to the rate for GS-18." 5 
U.S.C. 3109. in turn, provides authority 
to procure by contract "the temporary' 
(not In excess of one year) or 
intermittent serv ices of experts or 
consultants or organizations thereof, 
including stenographic reporting 
services." 

(h) It is NASA policy !o obtain the 
personal services of experts and 
consultants by appointment rather than 
by contract. The policies, 
responsibilities, and procedures 
pertaining to the appointment of experts 
and consultants are in the NASA 
Federal Personnel Manual Supp. 118. 

45. Section 1837.105. paragraph (a), is 
revised to read as follows: 

1837.105 Competition In Service 
Contracting. 

(a) See 1837.104 regarding negotiation 
for prrsonul and professional services. 


PART 1052—SOLICITATION 
PROVISIONS AND CONTRACT 
CLAUSES 

48. Section 1852.215-71 is revised to 
read as follows: 
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1052.215-71 Adjustment for Subcontract 
Price Redetermination. 

As prescribed in 1815.870-2. insert the 
following clause: 

Adjustment for Subcontract Price 
Redetormin .tion (April 1905) 

Promptly upon the establishment of firm 
prices for each of the subcontracts listed 
below, the Contractor shall submit, in such 
form and detail as the Contracting Officer 
may reasonably require, a statement of costs 
incurred in the performance of such 
subcontract and the firm price established for 
it. Thereupon, notwithstanding any other 
provisions of this contract as amended by 
this modification, the Contractor and the 
Contracting Officer shall negotiate an 
equitable adjustment in the total amount paid 
or to be paid under this contract to reflect the 
subcontract price revision. The equitable 
adjustment shall be evidenced by a 
modification to this contract. 

(Ust Subcontracts) 

(End of clause) 

47. Section 1852.215-72, the 
introductory text, is revised to read as 
follows: 

1052215-72 Restriction on Use and 
Disclosure of Proposal/Ouotation 
Information (Data). 

As prescribed in 1815.407-70, insert 
the following provision: 


1052.215- 73 (Amended) 

48. Section 1852.215-73. the 
introductory text, is amended by 
changing *‘1815.406-3” to read ”1815.406- 
370.” 

49. Section 1852.216.7001. the 
introductory paragraph and paragraphs 

(a), (bj. and (c), introductory text, of the 
clause are revised; paragraph (c)(3) of 
the clause is amended by removing the 
final “and.” 

1852.215- 7001 Economic Price 
Adjustment—Basic Steel, Aluminum, Brass, 
Bronze, or Copper Mill Products. 

As prescribed in 1816.203-4(a), insert 
the following clause: 

Economic Price Adjustment—Basic Steel, 
Aluminum. Brass. Bronze, or Copper Mill 
Products (April 1985) 

(a) The Contractor warrants that the unit 

price stated herein for-is not in excess 

of the Contractor s applicable established 
price in effect on the date set for opening of 
bids (or the contract date if this is a 
negotiated contract) for like quantities of the 
same item. The term “unit price’* excludes 
any part of the price reflecting requirements 
for preservation, packaging, and packing 
beyond standard commercial practice. The 
term “established price” means a price that 
meets the criteria of paragraph 15 8tH-3(c) of 
the Federal Acquisition Regulation as an 
established catalog or market price for a 
commercial item sold in substantial 
quantities to the generol public. Such a price 


is the net price after applying any applicable 
standard trade discounts offered by the 
Contractor from its catalog, list, or schedule 
price. 

(b) The Contractor shall promptly notify 
the Contracting Officer as to the amount and 
effective date of each decrease in any 
applicable established price, and each 
corresponding contract unit price shall be 
decreased by the same percentage that the 
said established price is decreased. This 
decrease shall apply to items delivered on 
and after the effective date of the decrease in 
the Contractor's established price, and this 
contract shall be modified accordingly. The 
Contractor shall certify on each invoice that 
each unit price stated therein reflects all 
decreases required by this clause or shall 
certify on the final Invoice that all price 
decreases required by this clause have been 
applied in the manner herein required. 

(c) If the Contractor’s applicable 
established price is increased after the date 
set for opening of bids (or the contract date, if 
this is a negotiated contract) the 
corresponding contract unit price shall be 
increased, upon the Contractor's request in 
writing to the Contracting Officer, by the 
same percentage that the established price is 
increased, and the contract shall be modified 
accordingly; provided, that— 

• • • • ♦ 

50. Section 1852.216-7002, the 
introductory paragraph and paragraphs 
(a), (b). and (c) of the clause are revised 
to read as follows: 

1052.216-7002 Economic Price 
Adjustment—Nonstandard Steel Items. 

As prescribed in 18102O3-4(a), insert 
the following clause: 

Economic Price Adjustment—Nonstandard 
Steel Items (April 1985) 

(a) The term “established price** means a 
price that meets the criteria of paragraph 
15.804-3(c) of the Federal Acquisition 
Regulation as an established catalog or 
markot price of a commercial item sold in 
substantial quantities to the general public. 
Such a price is the net price after applying 
any applicable standard trade discounts 
offered by the Contractor from its catalog, 
list, or scheduled price. (But see 
subparagraph (i)(8) below.) 

(b) Each contract unit price shall be lubject 
to revision under this clause to reflect 
changes in the cost of labor and steel. For the 
purpose of any such price revision, the 
proportion of the contract unit price 
attributable to costs of tabor not otherwise 
included in the price of the steel item 
identified in paragraph (d) below shall be . . . 
percent, and the proportion of the contract 
unit price attributable to the cost of steel 
shall be. . . percent. (See subparagraph (iHl) 
below.) 

(c) For the purposes of this paragraph, the 
term “tabor index” means the average 
straight-time hourly earnings of the 
Contractor's employees in the . . . shop of the 
Contractor's ♦ . . plant (see subparagraph 
(i)(2)> for any particular month. The word 
“month*’ as used herein means “calendar 
month”: provided\ however, that If the 


Contractor's accounting period does not 
coincide with the calendar month, then such 
accounting period shall be used throughmit 
the clause in lieu of “month”. Unless 
otherwise specified in this contract, the labor 
index shall be computed by dividing the total 
straight time earnings of the Contractor's 
employees in the particular shop identified 
above for any given month by the total 
number of straight time hours worked by 
such employees in that month. Any revision 
in a contract unit price to reflect change* in 
the cost of tabor shall be computed solely by 
reference to the “base labor index”, which 
shall be the average of the labor indices for 
the three months consisting of the month of 
. . .. 19— (see subparagraph (i)(3)), the month 
immediately preceding and the month 
immediately following, and to the “current 
labor index”, which shall be the overage of 
the labor indices for tbe month in which 
delivery of suppliers is required to be made in 
accordance with the terms of this contract 
and the month preceding. 

• • • • • 

1852210-7003 [Amended] 

51. Section 1852.216-7003, the 
introductory text, is amended by 
changing “1816.203(h)” to read 
T818203—4(g).” 

1852210-7004 (Amended] 

52. Section 1852216-7004. the 
introductory text, is amended by 
changing T818.303(d)(4J” to read 
”1818.307-70(a)”; paragraph (d) of the 
clause is amended by changing "The 
Contractor will” to read “The 
Contractor shall.” 

1852210-7005 (Amended] 

53. Section 1852216-7005. the 
introductory text, is amended by 
changing **1816.307-70(a)” to read 
T816.307-70(b).” 

1852.210-7006 (Amended) 

54. Section 1852.216-7006, the 
introductory text, is amended by 
changing **1816.307-70(b)” to read 
T818.307-70(c)” 

55. Section 1852231-70, the 
introductory text, is revised to read as 
follows: 

1852231-70 Pricing of Adjustments. 

As prescribed in 1831.102-70, insert 
the following clause: 

• « • * i 

1852231-71 (Amended) 

56. Section 1852231-71, the 
introductory text, is revised to read as 
follows: 

1052231-71 Date of Incurrence of Costs. 

As prescribed in 1831.170, insert (he 
following clause: 
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57 Section 1852.244-70 is revised to 
read as follows: 

1852 244-70 Geographic Participation in 
the Aerospace Program. 

As prescribed in 1844.170. insert the 
fallowing clause: 

(,i*«graphic Participation in the Aerospace 
Program (April 1085) 

(u) It it the policy of the National 
Aeronautics and Space Administration to 
^Hv^inne h broad participation by alt 


geographic regions in filling the scientific, 
technical, research and development, and 
other needs of the aerospace program. 

(b) The Contractor agrees to use its best 
efforts to solicit subcontract sources on the 
broadest feasible geographic basis consistent 
with efficient contract performance and 
without impairment of program effectiveness 
or increase in program cost. 

(c) The Contractor further agrees to insert 
this clause in all subcontracts of SlOO.UOO and 
over. 

(Knd of clause) 




PART 1853—FORMS 

Subpart 1853.2—Prescription of Forms 

1853.215-70 I Removed I 

58. Section 1853.215-70 is removed. 

Subpart 1853.3—Illustrations of Forms 

1853.303 I Amended I 

50. Section 1853.303 is amended by 
removing the entry for 1853.303-543. 

|KR Doc. 85-7082 Filed 3-25-85; 8:45 am| 
BtUJNO coot rsto-oi-M 


\ 
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Proposed Rules 


tVdnral Ki^islcr 

Vul. 50. No. 5B 
Tursday. Munch 2fi. 1905 


This section ot the FEDERAL REGISTER 
contains notices to the public ol the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
rules 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

7 CFR PART 1126 

(Docket No. AO-231-A51) 

Milk in the Texas Marketing Area; 
Decision on Proposed Amendments to 
Marketing Agreement and to Order; 
Correction 

agency: Agricultural Marketing Sen'ice. 
USDA, 

action: Proposed rule: correction. 

summary: The decision on proposed 
amendments to the Texus milk 
marketing order, published in the 
Federal Register on Monday. March 11. 
1965. (50 FR 9661) omitted certain 
material pertaining to the proposed 
amendatory language for 7 CFR Part 
1126. The missing material, as indicated 
below, should have followed 
immediately after the signature of the 
Deputy Assistant Secretary, Marketing 
and Inspection Services, on page 9678 of 
the described Federal Register. 

FOR FURTHER INFORMATION CONTACT: 
|ohn F. Borovies. Marketing Specialist. 
Dairy Division, Agricultural Marketing 
Service, United States Department of 
Agriculture. Washington D.C, 20250. 
(202) 447-2089. 

SUPPLEMENTARY INFORMATION: The 

following material was omitted from the 
decision on proposed amendments to 
the Texas milk order that was issued on 
March 6.1985. and published in the 
Federal Register on March 11,1985 (50 
KR 9661). This missing material, as 
follows, should huve appeared 
immediately after the signature of the 
Deputy Assistant Secretary. Marketing 
and Inspection Services, on page 9678. 

Order 1 amending the unier. 
regu luting the handling of milk in the 
Texas marketing area: 


* This outer *h*ll no! brcnim* effective urife** an<l 

mlil the requirement* of $ qfW 14 of the role* of 
practice and procedure govrrning proceeding* l<i 


Findings and Determinations 

The findings and determinations 
hereinafter set forth supplement those 
that were made when the order was first 
issued and when it was amended. The 
previous findings and determinations 
are hereby ratified and confirmed, 
except where they may conflict with 
those set forth herein. 

(a) Findings . A public hearing was 
held upon certain proposed amendments 
lo the tentative marketing agreement 
and to the order regulating the handling 
of milk in the Texas marketing area. The 
hearing was held pursuant to the 
provisions of the Agricultural Marketing 
Agreement Act of 1937. as amended (7 
U.S.C 801 et seqj. and the applicable 
rules of practice and procedure (7 CFR 
Part 900). 

Upon the basis of the evidence 
introduced at such hearing and the 
record thereof, it is found that; 

(1) The said order as hereby amended, 
and all of the terms and conditions 
thereof, will tend to effectuate the 
declared policy of the Act; 

(2) The parity prices of milk, as 
determined pursuant to section 2 of the 
Act. are not reasonable in view of the 
price of feeds, available supplies of 
feeds, and other economic conditions 
which affect market supply and demand 
for milk in the said marketing area; and 
the minimum prices specified in the 
order as hereby amended are such 
prices as will reflect the aforesaid 
factors, insure a sufficient quantity of 
pure and wholesome milk, and be in the 
public interest; and 

(3) The said order as hereby amended 
regulates the handling of milk in the 
same manner as. and is applicable only 
to persons in the respective classes of 
industrial or commercial activity 
specified in. a marketing agreement 
upon which u hearing has been held. 

Order relative to handling. It is 
therefore ordered that on and after the 
effective date hereof, the handling of 
milk in the Texas marketing area shall 
be in conformity to and in compliance 
with the terms and conditions of the 
order, as amended, and as hereby 
amended, as follows: 

The provisions of the proposed 
marketing agreement and order 
amending the order contained in the 
recommended decision issued by the 


formutafr irurirting agrrrrocnt* and marining 
oufer* H.ivtt Iren mrl 


Deputy Administrator. Marketing 
Programs, on October 25.1984. and 
published in the Federal Register on 
October 31.1984. shall be and are the 
terms and provisions of this order, 
amending the order, and are set forth in 
full herein. 

(Sec. 1-19. 48 Slut 31 .in amended: 7 U S C 
001-674) 

PART 1126—MILK IN THE TEXAS 
MARKETING AREA 

1. In i 1126 52(a)(1). the adjustment 
per hundredweight for Zone 8 is 
changed from “Plus 36 cents’* to “Plus 54 
cents’*. 

§1126.52 Plant location adjustments for 
handlers. 

(a) • • • 

(I)-** 


Zona 0 


A4uttm»'" pa 


pfc* $4 corn 


2. In $ 1126.61. paragraph (e) Is revised 
to read as follows: 

§ 1126.61 Computation of uniform price 
(including weighted average price). 

• • • • • 

(e) Subtract not more than 5 cents per 
hundredweight. The result shall be the 
“weighted average price.* 4 

, i • • • 

Signed at Washington. D.C., on March 20, 
1905. 

Karen Darling, 

Acting Assistant Secretary, Marketing oml 
Inspection Services. 

|FR Doc 85-7081 Filed 3-25-85: 8:45 am| 

BILLING coot 3410-02 


DEPARTMENT OF JUSTICE 

Immigration and Naturalization 
Service 

8 CFR Part 287 

Reid Officers; Powers and Duties 

agency: Immigration and Naturalixatiod 
Service, Justice. 
action: Proposed rule. 
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summary: This proposed rule would set 
forth in regulatory form a procedure for 
the issuance of subpoenas in connection 
with criminal and civil investigations 
and other immigration proceedings. In 
addition, the rule would specify 
categories of Immigration and 
Naturalization Service officials who 
may issue such subpoenas. The 
subpocnas-issuing authority of 
immigration judges would not be 
affected by this rule. 
date: Comments: Written must be 
submitted on or by April 25.1985. 
address: Please submit written 
comments in duplicate to the Director, 
Office of Policy Directives and 
instructions. Immigration and 
Naturalization Service, 425 I Street, 

NW.. Room 2011, Washington. D C., 

20538. 

FOR FURTHER INFORMATION CONTACT: 

For General Information: Loretta J. . 
Shogrcn, Director. Policy Directives 
and Instructions, Immigration and 
Naturalization Service, 425 I Street. 
NW.. Wushngton. D.C. 20538, 
Telephone: (202) 633-3291 
For Specific Information: Michael J. 
Heilman, Associate General Counsel. 
Immigration and Naturalization 
Service. 425 1 Street, NW.. 

Washington. D.C. 20536. Telephone: 
(202) 633-2620. 

SUPPLEMENTARY INFORMATION: Under 
the present regulations, a subpoena may 
be issued by a District Director of the 
Immigration and Naturalization Service, 
or by «n immigration judge, to compel 
the production of evidence and the 
attendance of witnesses in certain 
idministrative proceedings. The new 
rule would extend this authority to 
Deputy District Directors. Chief Patrol 
Agents. Deputy Chief Patrol Agents, and 
Officers in-Charge. In addition, the new 
rule would specify that these Service 
officers would have the authority to 
issue subpoenas in the context of 
criminal or civil investigations and to 
designate persons to serve subpoenas. 

The subpoena-issuing authority of 
immigration judges would not be 
affected by this rule. For the sake of 
clarity, however, this rule would 
separate the provisions relating to 
subpoena-issuance by Service officials 
from those relating to issuance by 
immigration judges. 

In accordance with 5 U.S.C. 605(b). the 
Commissioner of Immigration and 
Naturalization certifies that this rule, if 
promulgated, would not have a 
significant impact on a substantial 
number of small entities. 

fhis rule is not a major rule as defined 
in section 1(b) of E.0.12291. 


List of Subjects in 8 CFR Part 287 

Administrative practice and 
procedure. Authority delegation. Crime, 
immigration. Immigration and 
Nationality Act. Law enforcement 
officers, Subpoena. 

Accordingly, it is proposed to amend 
Chapter I of Title 8 of the Code of 
Federal Regulations as follows: 

PART 287—FIELD OFFICERS; 

POWERS AND DUTIES 

Section 287.4 is revised as follows: 

$ 287.4 Subpoena. 

(a) Who may issue —(1) Criminal or 
civil investigations. All District 
Director*. Deputy District Directors. 
Chief Patrol Agents, Deputy Chief Patrol 
Agent*, and Officers-in-Charge. may 
issue a subpoena requiring the 
production of records and evidence for 
use in criminal or civil investigations. 

(2) Proceedings other than 
naturalization proceedings —(i) Prior to 
commencement of proceedings. All 
District Directors, Deputy District 
Directors. Chief Patrol Agents. Deputy 
Chief Patrol Agents, and Officers-in- 
Charge, may issue a subpoena requiring 
the attendance of witnesses or the 
production of documentary evidence, or 
both, for use in any proceeding under 
this chapter, other than under Part 335 of 
this Chapter, or any application made 
ancillary to the proceeding. 

(ii) Subsequent to commencement of 
proceeding . (A) In any proceeding under 
this chapter, other than under Part 335 of 
this chapter, and in any proceeding 
ancillary thereto, an immigration judge 
having jurisdiction over the matter may. 
upon his/her own volition or upon 
application of a trial attorney, the alien, 
or other party affected, issue subpoenas 
requiring the attendance of witnesses or 
for the production of books, papers and 
other documentary evidence, or both. 

(B) Application for subpoena . A party 
applying for a subpoena shall be 
required, as a condition precedent to its 
issuance, to state in writing, or at the 
proceeding, what he/she expects to 
prove by such witnesses or 
documentary evidence, and to show 
affirmatively that he/she has made 
diligent effort, without success, to 
produce the same. 

(C) Issuance of subpoena . Upon being 
satisfied that a witness will not appear 
and testify or produce documentary 
evidence and that the witness' evidence 
is essential, the immigration judge shall 
issue a subpoena. 

(D) Appearance of witness . If the 
witness is at a distance of more than 100 
miles from the place of proceeding, the 
subpoena shall provide for the witness' 


appearance at the Service office nearest 
to the w itness to respond to oral or 
written interrogatories, unless the 
Service indicates that there is no 
objection to bringing the witness the 
distance required to enabie him/her to 
testify in person. 

(b) Form of subpoena. All subpoenas 
shall be issued on Form 1-138. 

(1) Criminal or civil in vestigations. 

The subpoena shall command the 
person or entity to which it is addressed 
to produce the books, papers, or 
documents specified in the subpoena. 

(2) Proceedings other than 
naturalization proceedings. F.very 
subpoena issued under the provisions of 
this section shall state the title of the 
proceeding and shall command the 
person to whom it is directed to attend 
and to give testimony at a time and 
place specified. A subpoena shall also 
command the person to whom It is 
directed to produce the books, papers or 
documents specified in the subpoena. A 
subpoena may direct the making of a 
deposition before an officer of the 
Service. 

(c) Sendee. A subpoena issued under 
this section may be served by any 
person, over 18 years of age not a party 
to the case, designated to make such 
service by the District Director, Deputy 
District Director, Chief Patrol Agent. 
Deputy Chief Patrol Agent, or Offtcer-in- 
Charge having administrative 
jurisdiction over the office in which the 
subpoena is issued. Service of the 
subpoena shall be made by delivering a 
copy thereof to the person named 
therein and by tendering to him/her the 
fee for one day's attendance and the 
mileage allowed by law by the United 
States District Court for the district in 
which the testimony is to be taken. 

When the subpoena is issed on behalf of 
the Service, fee and mileage need not be 
tendered at the time of service. A record 
of such service shall be made and 
attached to the original copy of the 
subpoena. 

(d) Invoking aid of court . If a witness 
neglects or refuses to appear and testify 
as directed by the subpoena served 
upon him/her in accordance with the 
provisions of this section, the officer 
issuing the subpoena shall request the 
United States Attorney for the district in 
which the subpoena was issued to 
report such neglect or refusal to the 
United States District Court and to 
request such court to issue an order 
requiring the witness to appear and 
testify and to produce the books, papers 
or documents designated in the 
subpoena. If the subpoena was issued 
by an immigration judge, he/she shall 
request the District Director in the 
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district in which the subpoena was 
issued to take the action referred to in 
the previous sentence in the event the 
witness neglects or refuses to appear 
and testify as directed by the subpoena 
served upon him. 

(Secs. 103 nnd 287 of the Immigration and 
Nationality Act, as amended (8 U.S.C. 1103. 
1357)) 

Du ted: March 8. 1985 
Alan C. Nelson, 

Commissioner, Immigration and 
Naturalization Service. 

|KR Doc 85-7058 Filed 3-55-85; 8:45 am) 
BiLUMQ COOC 4410-10-M 


DEPARTMENT OF AGRICULTURE 

Food Safety and Inspection Service 

9 CFR Part 352 

(Docket No. 63-038PI 

Voluntary Inspection of Buffalo 

Correction 

In FR Doc. 85-6178, beginning on page 
10778, in the issue of Monday, March 18, 
1985, make the following corrections: 

1. On page 10778. first column, in the 
second paragraph of the “Summary ”, the 
second line should read; 

“alternative locations for inspection 
personnel to perform ante-mortem 
inspection of buffalo: (1) In the field in 
a”. 

2. On the same page, in the second 
column, third line, thfc first word should 
read “products”. 

3. In the same column, under 
'SUPPLEMENTARY INFORMATION”, m the 
first paragraph, fourth line from the 
bottom of that paragraph “State” should 
read “Slates”. 

4. On page 10779. column one. first full 
paragraph, fifth line, the second time 
“consumer” appears, it should read 
“consumers”. 

5. In the same column, last paragraph, 
seventh line from the bottom, “areas” 
should read “area 41 . 

6. In column two. in the third full 
paragraph, third line, the first two words 
should read: “must ensure”, and a 
period should be placed at the end of the 
last word in that paragraph. 

7. In column three, second full 
paragraph, line three, “and” should read 
”are”. 

8. In the same column, last paragraph, 
fifth line, “it” should read “It”. 

PART 352HCORRECTED) 

9. On page 10780. in the table of 
contents for Part 352. in the entry for 
“352.12” the first time “or” appears it 
should read “of*. 


§ 352.1 (Corrected) 

10. On the same page, column two. in 
§ 352.1, first paragraph, first line, the 
second word should read "definitions”. 

$352.4 (Corrected) 

11. On page 10781, column one, in 

§ 352.4. paragraph (c). in the fourth line, 
“peform” should read “perform”. 

§352.7 (Conrectedl 

12. On page 10782, second column, in 
§352.7, paragraph (a), line two. 
“inspection” should read “inspected 44 . 

§352.10 (Corrected) 

13. On page 10783. in column three, in 
§352.10. paragraph (b)(1) the last word 
should read “inspection 41 . 

BILLING COOC 1105-0 


NUCLEAR REGULATORY 
COMMISSION 

10 CFR Part 50 

Proposed Policy for Regulation of 
Advance Nuclear Power Plants 

agency: Nuclear Regulatory 
Commission. 

action: Proposed Policy statement. 

summary: The Commission intends to 
improve the licensing environment for 
advance nuclear power reactors to 
minimize complexity and uncertainty in 
the regulatory process. Advance 
reactors are defined as reactor designs 
which are significantly different from 
the present generation light water 
reactors, it is anticipated that these 
designs will reflect the benefits of 
significant research and development 
work, and include the experience gained 
in operating the many power and 
developmental reactors both in the 
United States and throughout the world. 
Since the wealth of analyses, research, 
development and operating experience 
provide useful insight to designers, it is 
also expected these reactor plants will 
have an enhanced margin of safety. To 
provide regulatory guidance during the 
development of advance reactor design, 
the Commission wishes to encourage the 
earliest possible interaction between 
other government agencies, designers, 
potential licensees and the NRC. The 
proposed policy statement sets forth the 
general characteristics of advanced 
reactor design which the Commission 
believes will contribute to increased 
assurance of safety, to better public 
understanding, and to more effective 
regulation. As the agency responsible 
for protecting the public from the 
potential hazards of nuclear power 
plants, the Commission will keep the 


public informed of its judgment on the 
known and unknown safety aspects of 
advanced reactor designs as they c ome 
before the Commission. 

dates: The comment period expires 
April 25.1985. 

addresses: Send written comment* or 
suggestions to the Secretary of the 
Commission. U.S. Nuclear Regulatory 
Commission, Washington, DC 20555. 
Attention: Docketing and Service 
Branch. Copies of comments received bj 
the Commission may be examined -it the 
NRC Public Document Room. 1717 H 
Street. NW„ Washington, DC 20555 
FOR FURTHER INFORMATION CONTACT: 

Dennis K. Rathbun or James C. Bctkcdy, 
Office of Policy Evaluation, U.S. Nuclei 
Regulatory Commission, Washington. 

D C 20555. Telephone (202J 634-3295. 
SUPPLEMENTARY INFORMATION: This 
statement gives the Commission's policy 
for considering advanced reactors which 
are those reactor designs that are 
significantly different from the light 
water reactors now under construe? con 
or in operation. 

Legislative Background 

The Commission's policy with respect 
to regulation of advanced reactors is 
guided by the legislative background 
The Energy Reorganization Act of 1974. 
which established the Nuclear 
Regulatory Commission, specifically 
delegated to NRC “licensing and related 
regulatory authority” for demonstration 
nuclear reactors other than those 
already in existence . . when 
operated as part of the power generation 
facilities of an electric utility system, or 
when operating in any other manner for 
the purpose of demonstrating the 
suitability for commercial application of 
such a reactor • . The Energy 
Research and Development 
Administration (now the Department of 
Energy) was charged with . . 
encouraging and conducting research 
and development, including 
demonstration of commercial feasibility 
and practical applications of the 
extraction, conversion, storage, 
transmission, and utilization phases 
related to the development and use of 
energy from . . . nuclear . . . sources 44 

Under Section 205 of the Energy 
Reorganization Act, NRC must provides 
“long-term plan for projects for the 
development of new or improved safety 
systems for nuclear power plants.” The 
Commission is generally limited by 
language in Congressional Committee 
reports to research on safety systems io 
be incorporated into reactors of current 
design and on conceptual designs for 
both new systems and new reactors 
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NRC is precluded from designing or 
doing research on complete new designs 
from the purpose of establishing or 
developing their commercial potential. 

Prev iou» Experience 

The Commission has had experience 
in the regulation of advanced reactors. 

In the early 1970‘s NRC reviewed 
Kvera! applications for high* 
temperature, gas-cooled reactors 
(HTGRs) and a conceptual design for a 
gas cooled breeder reactor, and granted 
in operating license to Fort St. Vrain, 
the only operating HTGR. The NRC also 
expended substantial effort from 1975 to 
1979 in reviewing General Atomic's 
standard high-temperature, gas-cooled 
nuclear reactor steam supply system 
(CASSAR). In addition, the NRC has 
supported a modest program of safety 
research on gas-cooled reactors every 
year since the agency's inception. 

The NRC and its predecessor, the 
Atomic Energy Commission (AEC). have 
also been involved in the review and 
licensing of liquid metal fast breeder 
reactors (LMFBRs). The Fermi-1 and 
SEFOR reactors were reviewed and 
li cense d, DOF/s Fast Flux Text Facility 
(FFTF) was reviewed but not licensed, 
and a formal licensing proceeding was 
conducted for the Clinch River Breeder 
Reactor (CRBR). The-CRBR was subject 
to the same regulatory process as any 
current commercial nuclear power 
project. The NRC conducted an 
extensive safety research program in 
support of the LMFBR program and the 
CRBR licensing effort. When the CRBR 
project was cancelled. NRCs research 
program was revised to eliminate CRBR- 
«pecific work. 

Finally, the Commission notes that the 
precedent for the broad policy approach 
to advanced reactor regulation, as 
proposed here, U firmly established in 
the 1979 Non-proliferation Alternative 
Systems Assessment Program (NASAP), 
wherein the NRC considered the safety 
and licensability of a variety of 
advanced reactor concepts within the 
context of non-proliferation objectives. 
The concepts considered and reported 
on by the NRC in the 1979 study ranged 
from preliminary conceptual designs to 
variations of existing (LWR) power 
plant designs. 

Current Commission Policy 

The Commission's policy with respect 
to regulating nuclear power reactors is 


*«wnl principle defining the ecope of 
NKC ■ retrardi can be described *« avoiding a 
conflict of interest—*'{NRC| should never be placed 
to generate, and then have to defend, 
design data of its own*' as expreased In the 
^fwsnot Report to the Energy Reorganisation Act 


to assure adequate protection of the 
public health and safety and the 
environment, consistent with its 
legislative requirements. 

As discussed in the 1985 Policy and 
Planning Guidance, while the NRC itself 
does not develop new designs, the 
Commission will maintain the capability 
to respond to innovative and advanced 
designs that might be presented for 
Commission review. The Commission 
intends to make known the factors it 
considers important for advanced 
reactor concepts in order to minimize 
complexity and uncertainty in the 
regulatory process. 

On standardization of the current 
generation of nuclear power reactors, 
the Commission's 1985 Policy and 
Planning Guidance states: 

The NRC recognizes that there are 
advantages to the development and use of 
standardized nuclear power plant and 
balance of plant designs. Such designs can 
benefit public health and safety by 
concentrating the resources of designers, 
engineers snd vendors on particular 
approaches, by stimulating standardized 
programs of construction practice snd quality 
assurance, by improving the training of 
personnel and by fostering more effective 
maintenance and improved operation. The 
use of such designs can also permit more 
effective and efficient licensing and 
inspection processes. Therefore, the 
Commission strongly encourages industry to 
pursue standardization in future reactor 
designs. 

The Commission is preparing a policy 
statement on standardization which will 
be applicable to future reactors. 

Proposod PoUcy 

The Commission's proposed policy is 
to encourage the earliest possible 
interaction of applicants, vendors, other 
government agencies and the NRC to 
provide the most effective regulation for 
advanced reactors, and to provide all 
interested parties, including the public, 
with a timely, independent assessment 
of the safety characteristics of advanced 
reactor designs. The NRC would 
undertake, within its statutory 
responsibilities, to minimize complexity 
and add stability and predictability in 
the licensing and regulation of advanced 
reactors. 

The Commission believes that reactor 
designs with some or all of the following 
general characteristics would be 
desirable. Combinations of some or all 
of them may help obtain early licensing 
or stondarized design approval with 
minimum regulatory burden and should 
be more readily understood by the NRC 
the utilities and the general public. 

1. Designs that require few 
supplemental safety features to ensure 
safety, and/or designs that provide 


longer time constants to allow for more 
diagnosis and management prior to 
reaching safety systems challenge. 

2. Simplified safety systems which 
require the fewest operator actions, the 
least equipment (especially equipment 
subjected to severe environmental 
conditions), and the minimum number of 
components needed for maintaining safe 
shutdown conditions, thereby 
facilitating operator comprehension and 
reliable system function. Such 
simplification can also reduce the 
uncertainties associated with 
deterministic engineering judgment and 
probabilistic risk analyses. 

3. Designs that (a) minimize the 
potential for severe accidents and their 
consequences by providing sufficient 
Inherent safety, reliability, redundancy, 
diversity and independence in safety 
systems; (b) provide reliable equipment 
in the rest of the plant, thereby reducing 
the number of challenges to the safety 
systems; (c) provide easily maintainable 
equipment and components; and (d) 
reduce potential radiation exposures to 
plant personnel. 

4. Increased standardization and ship 
fabrication to minimize the potential for 
field construction errors without 
creating new difficulties in factory-to- 
field transport, installation and 
maintenance. 

5. Design features that can be proven 
by citation of existing technology or 
which can be satisfactorily established 
by commitment to a suitable technology 
development program. 

If specific advanced reactor designs 
with characteristics such as the 
foregoing were brought to the NRC for 
comment and/or evaluation, the 
Commission could develop preliminary 
general design and licensing criteria for 
their safety-related aspects. However, 
until such time as detailed conceptual 
designs are submitted, the Commission 
believes that regulatory guidance must 
be sufficiently general to avoid placing 
unnecessary constraints on the 
development of new design concepts. 
The number and nature of regulatory 
requirements will be based on the 
extent to which an individual advanced 
reactor design incorporates the general 
characteristics above. 

During the evolutionary phase of 
advanced reactor development, the 
Commission particularly encourages 
design innovations which increase 
safety and reliability (such as those 
described above) and which generally 
depend on technology which is either 
proven or can be demonstrated by a 
satisfactory technology development 
program. 
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The Commission's ultimate goal is the 
approval of essentially complete 
standard plant designs. However, 
advanced reactor designers and 
prospective construction permit 
applicants are encouraged not to wait 
until detailed designs are complete, but 
to submit technical information on their 
proposed conceptual designs as far in 
advance of application as practicable, 
so that NRC staff may evaluate 
fundamental safety characteristics in a 
timely manner. 

To enhance Commission participation 
and continuity in the review of 
advanced reactors, and advanced 
reactors group has been established in 
the Office of Nuclear Reactor 
Regulation. This group will be the focal 
point for NRC interaction with the 
Department of Energy, designers 
(domestic and foreign) and potential 
applicants and will prepare a plan for 
the development of regulatory criteria 
for licensing proposed advanced 
reactors. In addition, the group will 
provide guidance on an NRC-funded 
advanced reactor research program to 
ensure that it supports, and is consistent 
with, the Commission's advanced 
reactor policy. The Advisory Committee 
on Reactor Safeguards (ACRS) will play 
a significant role in reviewing proposed 
advanced reactor design concepts and 
supporting activities. 

The Commission would also like to be 
informed as early as possible of new 
design concepts under construction by 
the nuclear industry so that the staff can 
review and comment on their safety 
and. if necessary, support confirmatory 
research on them. While the NRC itself 
does not develop new designs, the 
Commission intends to develop the 
capability for timely, appropriate 
assessment and response to innovative 
and advanced designs that might be 
presented for NRC review. Prior 
experience has shown that new reactor 
designs—even variations of established 
design—may involve technical problems 
that must be identified and solved in 
order to assure adequate protection of 
the public health and safety. The earlier 
such design problems are identified, the 
earlier satisfactory resolution can be 
achieved When informing the NRC of 
new concepts under consideration, 
prospective applicants should 
understand that they are responsible for 
all research necessary to support any 
specific license application. NRC 
research is conducted only to provide 
the technical bases for rulemaking and 
regulatory decisions; to support 
licensing and inspection activities; to 
assess the feasibility and effectiveness 
of safety improvements: and to increase 


our understanding of phenomena for 
which analytical methods are needed in 
regulatory activities. 

Questions 

A number of basic issues were 
identified in development of this policy 
statement. The Commission requests 
comments from all interested parties on 
the following questions, as well as on 
any other aspects of the policy 
statement: 

1. Should NRC's regulatory approach 
be revised to reduce dependence on 
prescriptive regulations and. instead, 
establish less prescriptive design 
objectives, such as performance 
standards? If so, in what aspects of 
nuclear power plant design (for 
example, reactor core power density, 
reactor core heat removal, containment, 
and siting) might the performance 
standards approach be applied most 
effectively? How could implementation 
of these performance standards be 
verified? 

2. Should the regulations for advanced 
reactors require more inherent safety 
margin in their design? If so, should the 
emphasis be on providing features that 
permit more time for operator response 
to off-normal conditions, or should the 
emphasis be on providing systems that 
are capable of functioning under 
conditions that exceed the design basis? 

3. Should licensing regulations for 
advanced reactors mandate simplified 
designs which require the fewest 
operator actions, and the minimum 
number of components needed for 
achieving and maintaining safe 
shutdown conditions, thereby 
facilitating operator comprehension and 
reliable system function for off-normal 
conditions? 

4. Should the NRC develop general 
design criteria for advanced reactors by 
modifying the existing regulations, 
which were developed for the current 
generation of light water reactors, or by 
developing a new set of general design 
criteria applicable to specific concepts 
which are brought before the 
Commission? 

5. Should the NRC favor advanced 
reactor designs that concentrate the 
primary safety functions in very few 
large systems (rather than in multiple 
subsystems), thereby minimising the 
need for complex benefit and cost 
balancing in the engineering of safe 
reactors? 

6. What degree of proof would be 
sufficient for the NRC to find that a new 
design is based on technology which is 
either proven or can be demonstrated by 
a satisfactory technology development 
program? For example, is it necessary or 
advisable to require a prototypical 


demonstration of an advanced reactor 
concept prior to final licensing of a 
commercial facility? 

Dated at Washington. D C. this 21st day of 
March 1985. 

For the Nuclear Regulatory Commission 
|ohn C Hoyle, 

A ding Secretary of the Commission, 

[FR Doc. 85-7130 Filed 3-25-85; 8:45 am) 

SI LUNG COOC 7M0-41-M 


10 CFR Part 50 

Communications Procedures 
Amendments 

agency: Nuclear Regulatory 
Commission. 

ACTION: Proposed rule. 

summary: The Nuclear Regulatory 
Commission (NRC) proposes to amend 
its regulations that establish the 
procedures for submitting 
correspondence, reports, applications or 
other written communications pertaining 
to the domestic licensing of production 
and utilization facilities. The propose d 
amendments indicate the correct mailing 
address for delivery of the 
communications and specify the number 
of copies required to facilitate action by 
the NRC The proposed amendments if 
adopted, are expected to resolve a 
number of problems that have 
developed during the past several yeari 
regarding the submittal of applications 
and reports. In addition to clarifying the 
procedures, these amendments will 
result in a reduction in reproduction end 
postage costs for the affected licensees. 
date: Comment period expires May 28, 
1985. Comments received after this date 
will be considered if ft is practical to do 
so. but assurance of consideration 
cannot be given except for those 
comments received on or before this 
date. 

addresses: Interested persons are 
invited to submit written comments snd 
suggestions to the Secretary of the 
Commission, U.S. Nuclear Regulatory' 
Commission, Washington. DC 20555, 
Attention: Docketing and Services 
Branch. 

FOR FURTHER INFORMATION CONTACT: 

Steve Scott. Document Management 
Branch. Division of Technical 
Information and Document Control 
Office of Administration, Nuclear 
Regulatory Commission. Washington, 
DC 20555. Telephone: (301) 492-8535 
SUPPLEMENTARY INFORMATION: Because 
of recent revisions to the NRC's 
requirements for the submittal of 
information by applicants and licensees. 
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confusion has arisen with regard to copy 
requirements and proper submittal 
procedures. In an effort to clarify these 
tnaitcrs. the NRC issued Regulatory 
Guide 10.1 (Revision 4) “Compilation of 
Reporting Requirements for Persons 
Subject to NRC Regulations/* and on 
August 8,1982 the Director, Division of 
Licensing. Office of Nuclear Reactor 
Regulation, issued Generic Letter 82-14 
"Submittal of Documents to the Nuclear 
Regulatory Commission/* While these 
efforts at clarification resolved much of 
the c onfusion, applicants and licensees 
continue to demonstrate concern and 
confusion as to specific requirements. 
Therefore, the NRC is issuing this rule to 
specify copy requirements and provide 
mailing instructions. The rule also 
clarifies the current requirement in 
{SO 30 for making an updated copy bf 
the application available at an 
appropriate office near the site for 
inspection by the public. 

This rule supersedes all existing 
requirements and guidance with respect 
to the number of copies and mailing 
procedure*. This rule codifies NRC 
actions to reduce copy requirements. For 
example { 50.30 would be amended to 
reduce copy requirements for 
amendment applications from 60 to 40; 
copy requirements for licensee reports 
would be reduced to three. The 
proposed rule would reduce overall the 
number of copies transmitted to the 
Commission. These changes would 
result in reduced reproduction ami 
poNtuge costs for licensees. 

The proposed rule would also remove 
from { 50.4, special submittal 
requirement! for the Fort St. Vrain 
Nuclear Generating Station. The rule 
would not affect the authority and 
responsibility delegated to the Regional 
Administrator of Region IV for 
implementing selected parts of the 
nuclear reactor licensing program for the 
Fort St. Vrain Generating Station. 

Undesignated paragraphs in the 
amended text have been designated and 
obsolete titles of NRC personnel have 
been updated to reflect current NRC 
titles. 

hnuronmenUl Impact Categorical 

Exclusion 

The NRC has determined that this 
proposed rule is the type of action 
described In categorical exclusion 10 
CFR 51.22(c)(3). Therefore, neither an 
environmental impact statement nor an 
fcrrnronmental assessment has been 
papered for this proposed rule. 

Paperwork Reduction Act Statement 

This proposed rule amends 
information collection requirements that 
are subject to the Paperwork Reduction 


Act of 1980 (44 U.S.C. 3501 et seq ). 
These requirements were approved by 
the Office of Management and Budget 
approval number 3150-0011. 

Regulatory Analysis 

The Commission has prepared a draft 
regulatory analysis on this proposed 
regulation. The analysis examines the 
costs and benefits of the alternatives 
considered by the Commission. The 
draft analysis is available for inspection 
in the NRC Public Document Room, 1717 
H Street NW, Washington, DC 20555. 
Single copies of the analysis may be 
obtained from Steve Scott, Office of 
Administration, U.S. Nuclear Regulatory 
Commission, Washington, DC 20555; 
telephone 301-492-28585. 

The Commission requests public 
comment on the draft regulatory 
analysis. Comments on the draft 
analysis may be submitted to the NRC 
as indicated under the adoresses 
heading. 

Regulatory Flexibility Certification 
Statement 

Based upon the information available 
at this stage of the rulemaking 
proceeding and in accordance with the 
Regulatory Flexibility Act of 1900, 5 
U.S.C. 605(b), the Commission hereby 
certifies that, if promulgated, this rule 
will not have a significant economic 
impact upon a substantia] number of 
small entities. The proposed rule would 
amend 10 CFR 50 by specifying 
submittal procedures which facilitate 
NRC processing. TTie rule is expected to 
affect nuclear generating facilities by 
reducing the overall regulatory burden 
of reproducing and transmitting 
submittals to the Commission. 

Therefore, it is not expected to have a 
significant economic impact on any 
licensee. However, comments on the 
expected economic impact of this 
proposed rule on any small entity are 
welcome. 

List of Subjects in 10 CFR Part 50 

Antitrust Classified information, Fire 
prevention. Incorporation by reference. 
Intergovernmental relations. Nuclear 
power plants and reactors, Penalty. 
Radiation protection. Reactor siting 
criteria. Reporting and recordkeeping 
requirements. 

For the reasons set out in the 
preamble and under the authority of the 
Atomic Energy Act of 1954, as amended, 
the Energy Reorganization Act of 1974, 
as amended, and 5 U.S.C. 553, the NRC 
is proposing to adopt the following 
amendments to 10 CFR Part 50. 


PART 50—{AMENDED 1 

The authority citation for this 
document is: 

(Sec. 161, Pub. L 83-703. 68 Slat 948. as 
amended (42 U.S.C. 2201). and Sec. 201. Pub. 

L 93-438, 88 Slat. 1242 (42 U.&.C. 5841)) 

1. Section 50.4 is revised to read as 

follows: 

4 50.4 Written communications. 

(a) Address requirements. The signed 
original of all correspondence, reports, 
applications, and other written 
communications from the applicant or 
licensee to the Nuclear Regulatory 
Commission concerning the regulations 
in this part or individual license 
conditions must be addressed to the U.S. 
Nuclear Regulatory Commission, ATTN; 
Document Control Desk, Washington, 
DC 20555. 

(b) Distribution requirements. Copies 
of all correspondence, reports, and other 
written communications concerning the 
regulations in this part or individual 
license conditions must be submitted to 
the Nuclear Regulatory Commission at 
the locations and in the quantities set 
forth below (addresses for the NRC 
Regional Offices are listed in Appendix 
D of Part 20 of this chapter). 

(1) Permits, licenses , and 
amendments. Each licensee or applicant 
shall submit any written 
communications, as defined in 
paragraphs (b)(1) (i) through (xxi) of this 
section, which are required for an 
application for a construction permit, 
operating license, or amendment of 
these, as follows, except as otherwise 
specified in this section: the signed 
original and 37 copies to the Nuclear 
Regulatory Commission, Document 
Control Desk. Washington. DC 20555, 
one copy to the appropriate Regional 
Office and one copy to the appropriate 
NRC Resident Inspector, if applicable; 

(i) Application for exemption pursuant 
to { 50.12; 

(ii) Application (including any 
applicable drawings, maps, 
photographs, models, or computer 
printouts) for an operating license, 
construction permit, or amendment 
pursuant to {§ 50.30 through 50.49, and 
any communications from the applicant 
to the Commission pertaining to an 
application except as otherwise 
specified in this section; 

(ill) Additional TMl-reUted 
requirements pursuant to { 50.34(f); 

(iv) Request for approval of design 
feature or specification pursuant to 

i 50.35(b); 

(v) Analysis of hydrogen control 
system pursuant to } 50.44(c)(3)(vi)( A); 
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(vi) Proposed schedule for meeting the 
requirements for a hydrogen control 
system pursuant to 9 50.44{c)C3)(vii)(A); 

(vii) Analysis to ensure safe plant 
operation pending completion of 
equipment qualification pursuant to 
§ 50.49{i); 

(viii) Application for amendment of 
technical specifications pursuant to 
5 50.55a (g)(5)(ii); 

(ix) Information demonstrating 
compliance with requirements for 
reduction of risk from anticipated 
transients without scram (ATWS) 
events pursuant to 9 50.62 (c)(6) and (d); 

(x) Application for exemption 
pursuant to $ 50.73(f); 

(xi) Application for transfer of license 
pursuant to 9 50.80(b); 

(xii) Application for termination of 
license pursuant to § 50.82(a); 

(xiii) Application for amendment of 
license or construction permit pursuant 
to 9 50.90. except as provided in 
paragraph (b)(4) of this section relating 
to safeguards information; 

(xiv) Analysis of no significant 
hazards consideration pursuant to 
5 50.91; 

(xv) Information concerning the 
modification of structures, systems or 
components of a facility pursuant to 

S 50.109; 

(xvi) Evaluation of the potential for 
effects from long term buildup of 
radioactive material in the environment 
pursuant to Appendix I “Concluding 
Statement of Position of the Regulatory 
Staff/* A.3.a of this part; 

(xvii) Complete listing of each 
computer program used in emergency 
core cooling system (ECCS) evaluation 
model pursuant to Appendix K.ILl.c of 
this part; 

(xviii) Application for a manufacturing 
license pursuant to Appendix M of this 
part; 

(xix) Application for license to 
construct and operate nuclear power 
reactors of the same design pursuant to 
Appendix N 6f this part; 

(xx) Preliminary or final standard 
design for a nuclear power reactor 
pursuant to Appendix O of this part; and 

(xxi) Application for early site 
suitability review pursuant to Appendix 
Q of this part. 

(2) Reports and other 
communications . Written 
communications, as defined in 
paragraphs (b)(2) (i) through (xxvi) of 
this section, that are required of holders 
of operating license or construction 
permits, must be submitted as follow's: 
the signed original to the Nuclear 
Regulatory Commission. Document 
Control Desk. Washington. DC 20555. 
one copy to the appropriate Regional 


Office, and one copy to the appripriate 
NRC Resident Inspector, if applicable; 

(i) Periodic report of the progress and 
results of research and development 
programs pursuant to S 50.35(b); 

(ii) Notification of exceeding any 
safety limit for nuclear reactors 
pursuant to S 50.36(c)(l)(i)(A): 

(iii) Notification of exceeding any 
safety limit for a fuel reprocessing plant 
pursuant to § 50.36(c)(l)(i)(B); 

(iv) Notification of failure of an 
automatic safety system to function as 
required for nuclear reactors pursuant to 
S 50.36(c)(l)(ii)(A): 

(v) Notification of failure of an 
automatic alarm or protective device to 
function as required for a fuel 
reprocessing plant pursuant to 

5 50.36(c)(l)(ii)(B): 

(vi) Notification of failure to meet 
limiting conditions for operating 
(Licensee Event Report) pursuant to 
9 50.36(c)(2); 

(vii) Reports required by approved 
technical specifications pursuant to « 
9 50.36(c)(5). These reports include but 
are not limited to the following: startup 
reports, periodic operating reports, 
source leakage reports, annual 
environmental reports (Parts A and B), 
and nonroutine environmental operating 
reports; 

(viii) Semiannual effluent release 
report pursuant to ( 50.36a(a)(2); 

(ix) Schedule for qualification of 
electrical equipment important to safety 
pursuant to 9 50.49(g); 

(x) Reguest for extension of submittal 
deadline pursuant to 9 50.49(g); 

(xi) Notification of a significant 
problem requiring extension of 
completion date pursuant to 9 50.49(h); 

(xii) Change to the Safety Analysis 
Report quality assurance program 
description pursuant to 9 50.54(a)(3) or 
9 50.55(f)(3); 

(xiii) Statement to enable the 
Commission to determine whether a 
license should be modified, suspended, 
or revoked pursuant to § 50.54(f); 

(xiv) Report of levels of insurance or 
financial protection pursuant to 

9 50.54(w)(4); 

(xv) Construction deficiency report 
and interim deficiency report pursuant 
to 9 50.55(e)(3); 

(xvi) Notification of impracticably of 
conforming with code requirements 
pursuant to 9 50.55a(g)(5)(iii); 

(xvii) Annual report of changes, tests 
and experiments pursuant to 9 50.59(b); 

(xviii) Reports required by the Nuclear 
Regulatory Commission pursuant to 
9 50.71(a), e g., responses to Bulletins 
issued by the Nuclear Regulatory 
Commission; 

(xix) Annual financial report pursuant 
to 9 50.71(b); 


(xx) Licensee Event Report (LER) and 
supplemental information pursuant to 

9 50.73 (c) and (d); 

(xxi) Information regarding 
modification of structures, systems, or 
components of a facility pursuant to 

9 50.109(c); 

(xxii) Information regarding reactor 
vessel beltline materia) inservice 
program pursuant to Appendix G.V.E of 
this part; 

(xxiii) Proposed withdrawal schedule 
for surveillance capsules pursuant to 
Appendix H.II.B.3 of this part: 

(xxiv) Report of capsule withdrawal 
and fracture toughness tests pursuant to 
Appendix H.II1.A of this part: 

(xxv) Report of release in excess of 
design objectives pursuant to Appendix 
I.IV.A.3 of this part, 

(xxvi) Reactor containment building 
integrated leak rate test pursuant to 
Appendix J.V.B of this part. 

(3) Acceptance review application. 
Written communications required for an 
application for determination of 
suitability for docketing pursuant to 

9 50.30(a)(6) must be submitted as 
follows: the signed original and 13 
copies to the Nuclear Regulatory 
Commission. Document Control Desk. 
Washington. DC 20555 and one copy to 
the appropriate Regional Office. 

(4) Security plan and related 
submittals. Written communications, as 
defined in paragraphs (b)(4) (i) through 
(iv) of this section must be submitted as 
follows: the signed original and three 
copies to the Nuclear Regulatory 
Commission, Document Control Desk. 
Washington, DC 20555, and two copies 
to the appropriate Regional Office; 

(i) Physical security plan pursuant to 
9 50.34; 

(ii) Safeguards contingency plan 
pursuant to 9 50.34; 

(iii) Change to security plan or 
safeguards contingency plan made 
without prior Commission approval 
pursuant to 9 50.54(p); 

(iv) Safeguards information contained 
in an application for amendment 
pursuant to 9 50.90. 

(5) Emergency plan and related 
submittals . Written communications as 
defined in paragraphs (b)(5) (i) through 
(iii) in this section, must be submitted as 
follows: “the signed original to the 
Nuclear Regulatory Commission, 
Document Control Desk, Washington. 
DC 20555, two copies to the appropriate 
Regional Office, and one copy to the 
appropriate NRC Resident Inspector 

(i) Emergency plan pursuant to 9 50/14; 

(ii) Change to an emergency plan 
pursuant to 9 50.54(q); 
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(iii) emergency implementing 
procedures pursuant to Appendix E.V of 

this part. 

(6) Updated FSAR. An updated Final 
Safety Analysis Report (FSAR) or 
replacement pages, pursuant to 

{50.71(e) must be submitted as follows: 
the signed original and 10 copies to the 
Nuclear Regulatory Commission, 
Document Control Desk. Washington. 

DC 20555 one copy to the appropriate 
Regional Office, and one copy to the 
appropriate NRC Regidcnt Inspector. 

(7) Quality assurance topical report 
change* A change to an NRC-accepted 
quality assurance topical report 
description pursuant to S 50.54(a)(3) or 
$ 50.55(f)(3) must be submitted as 
follows: one signed original to the 
Nuclear Regulatory Commission. 
Document Control Desk. Washington. 

DC 20555. 

(c) Form of communications. All 
copies submitted to meet the 
requirements set forth in paragraph (b) 
of this section must be typewritten, 
printed or otherwise reproduced in 
permanent form on unglazed paper. 
Exceptions to these requirements may 
be granted for the submittal of 
micrographic, photographic, or 
electronic forms. Prior to making any 
submittal in other than paper form, the 
applicant or licensee must contact the 
Division of Technical Information and 
Document Control, Nuclear Regulatory 
Commission, Washington. DC 20555, 
Telephone (301) 492-8585, to obtain 
specifications, copy requirements, and 
prior approval. 

(d) Delivery of communications . 
Written communications may be 
delivered to the Document Control Desk 
at 7920 Norfolk Avenue, Bethesda, MD, 
between the hours of 8:15 am. and 4:00 
p.m. F.astem Time. 

(e) Citation of regulatory requirement. 
All correspondence, reports, and other 
written communications submitted to 
the Nuclear Regulatory Commission 
pursuant to the regulations of this part 
must cite in the upper right comer of the 
first page of the submittal the specific 
regulaton requiring submission. 

(f) Conf/icting requirements. If there is 
a conflict between the Commission's 
regulations in this part, a license 
condition or technical specification, or 
other written Commission approval or 
authorization pertaining to the submittal 
requirements for the same type of 
application or report, the submittal 
requirements specified in the regulations 
in this part for the applications and 
reports apply unless the Commission, 
pursuant to { 50.12 grants a specific 
exemption from the submittal 
requirements specified in the regulations 
in this part. 


2. In { 50.12, the introductory language 
of paragraph (b) is revised to read as 
follows: 

$50.12 Specific exemptions. 

• • * • 4 

(b) Any person may request an 
exemption permitting the conduct of 
activities prior to the issuance of a 
construction permit prohibited by 
i 50.lb. The request must be submitted 
as specified in $ 50.4. The Commission 
may grant such an exemption upon 
considering and balancing the following 
factors: 

• • • • • 

3. In $ 50.30, paragraphs (a) and (b) 
are revised to read as follows and 
pragraph (c) is removed. 

$ 50.30 Filing of application for licenses; 
oath or affirmation. 

(a) Sen'ing of applications. (1) Each 
filing of an application for a license to 
construct and/or operate a production 
or utilization facility (including 
amendments to the applications) must 
be submitted to the ui>. Nuclear 
Regulatory Commission in accordance 
with $ 50.4. 

(2) An additional 10 copies of the 
general information and 30 copies of the 
safety analysis report, or part thereof or 
amendment thereto, must be retained by 
the applicant for distribution in 
accordance with the written instructions 
of the Director, Office of Nuclear 
Reactor Regulation, or the Director, 
Office of Nuclear Material Safety and 
Safeguards, as appropriate. 

(3) Each applicant shall, upon 
notification by the Atomic safety and 
Licensing Board appointed to conduct 
the public hearing required by the 
Atomic Energy Act for the issuance of a 
construction permit, update the 
application and serve the updated 
copies of the application or parts of it, 
eliminating all superseded information, 
together with an index of the updated 
application, as directed by the Atomic 
Safety and Licensing Board. In addition, 
at that time the applicant shall serve a 
copy of the updated application on the 
Atomic Safety and Licensing Appeal 
Panel. Any subsequent amendment to 
the application must be served on those 
served copies of the application and 
must be submitted to the U.S. Nuclear 
Regulatory Commission as specified in 
$ 50.4. 

(4) The applicant must make a copy of 
the updated application available at the 
public hearing for the use of any other 
parties to the proceeding, and shall 
certify that the updated copies of the 
application contain the current contents 
of the application submitted in 


accordance with the requirements of 
this part. 

(5) At the time of filing an application, 
the Commission will establish a Local 
Public Document Room near the site of 
the proposed facility, for the use of the 
public, where a copy of the application, 
subsequent amendments, and other 
records pertinent to the facility will be 
available for public inspection and 
copying. 

(6) The serving of copies required by 
this section must not occur until the 
application has been docketed pursuant 
to $ 2.101(a) of thip chapter. Copies must 
be submitted to the Commission, as 
specified in $ 50.4, to enable the 
Director, Office of Nuclear Reactor 
Regulation, or Director. Office of 
Nuclear Material Safety and Safeguards, 
as appropriate, to determine whether the 
application is sufficiently complete to 
permit docketing. 

(b) Oath or affirmation. Each 
application for a license, including 
whenever appropriate a construction 
permit, or amendment of it. and each 
amendment of each application must be 
executed in a signed original by the 
applicant or duly authorized officer 
thereof under oath or affirmation. 

• • • • • 

4. In $ 50.36 paragraph (c)(5) is revised 
to read as follows: 

$ 50.36 Technics! specifications: 

• • • • • 

(c) • * * 

(5) Administrative controls. 
Administrative controls are the 
provisions relating to organization and 
management, procedures, 
recordkeeping, review and audit, and 
reporting necessary to assure operation 
of the facility in a safe manner. Each 
licensee shall submit any reports to the 
Commission pursuant to approved 
technical specifications as specified in 
S 50.4. 

• • • • • 

5. In 50.36a. paragraph (a)(2) is revised 
to read as follows: 

$ 50.36a Technical specifications on 
effluents from nuclear power reactors. 

(a)*-* 

(2) Each licensee shall submit a report 
to the Commission within 60 days after 
January 1 and July 1 of each year, that 
specifies the quantity of each of the 
principal radionuclides released to 
unrestricted areas in liquid and in 
gaseous effluents during the previous six 
months of operation, including any other 
information as may be required by the 
Commission to estimate maximum 
potential annual radiation doses to the 
public resulting from effluent releases. 
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The report must be submitted as 
specified in $ 50.4. If quantities of 
radioactive materials released during 
the reporting period are significantly 
above design objectives, the report must 
cover this specifically. On the basis of 
these reports and any additional 
information the Commission may obtain 
from the licensee or others, the 
Commission may require the licensee to 
take action as the Commission deems 
appropriate. 

• • • • • 

8 In 5 50.44. paragraphs (c)(3)(vi)(A) 
and (c)[3)(vii)(A) are revised to read as 
follows: 

S 50.44 Standards for combustible gas 
control system In tight water cooled power 
reactors. 

• • • • • 

( 3 ) * * * 

(vi) (A) Each applicant for or holder of 
an operating license for a boiling light- 
water nuclear power reactor with a 
Mark III type of containment or for a 
pressurized light-water nuclear power 
reactor with an ice condenser type of 
containment issued a construction 
permit before Marcb 28,1979. shall 
submit an analysis to the Commission 
as specified in 9 50.4. 

• • • • • 

(vii) (A) By June 25.1985. each 
applicant for or holder of an operating 
license subject to the requirements of 
paragraphs (c)(3) (iv). (vj and (vi) of this 
section shall develop and submit to the 
Commission, as specified in { 50.4. a 
proposed schedule for meeting these 
requirements. The schedule may be 
developed using integrated scheduling 
systems previously approved for the 
facility by the NRC, 

• • • • • 

7. In $ 50.49, paragraph (h) and the 
introductory language of paragraph (i] 
are revised to read as follows: 

$ 50.40 Environmental qualification of 
electric equipment Important to safety for 
nuclear power plants. 

• • • • • 

(h) Each licensee shall notify the 
Commission as specified in f 50.4 of any 
significant equipment qualification 
problem that may require extension of 
the completion date provided in 
accordance with paragraph (g) of this 
section within 80 days of its discovery. 

(i) Applicants for operating licenses 
granted after February 22.1983. but prior 
to November 30.1985, shall perform An 
analysis to ensure that the plant can be 
safely operated pending completion of 
equipment qualification required by this 
section. This analysis must be 
submitted, as specified in } 50.4. for 


consideration prior to the granting of an 
operating license and must include, 
where appropriate, consideration of: 

• « • • • 

8. In 50.54. the introductory language 
of paragraph (a)(3). (a)(3)(i), (f). the 
introductory language of (p), (q). and 
(w)(4) are revised to read as follows: 

{ 50.54 Conditions of Ucansas. 

• • • • • 

(3) After March 11.1983. each licensee 
described in paragraph (a)(1) of this 
section may make a change to a 
previously accepted quality assurance 
program description included or 
referenced in the Safety Analysis 
Report provided the change does not 
reduce the commitments in the program 
description previously accepted by the 
NRC. Changes to the quality assurance 
program description that do not reduce 
the commitments must be submitted to 
the NRC at least annually in accordance 
with the requirements of { 50.71. 
Changes to the quality assurance 
program description that do reduce the 
commitments must be submitted to NRC 
end receive NRC approval prior to 
implementation, as follows. 

(i) Changes made to the Safety 
Analysis Report must be submitted, as 
specified in { 50.4. Changes made to 
NRC-accepted quality assurance topical 
report descriptions must be submitted, 
as specified in f 50.4. 

• • • • • 

(0 The licensee shall at any time 
before expiration of the license, upon 
request of the Commission, submit as 
specified in $ 50.4. written statements, 
signed under oath or affirmation, to 
enable the Commission to determine 
whether or not the license should be 
modified, suspended, or revoked. 

• • • • • 

(p) The licensee shall prepare and 
maintain safeguards contingency plan 
procedures in accordance with 
Appendix C of Part 73 of this chapter for 
making decisions and the actions 
contained in the Responsibility Matrix 
of the safeguards contingency plan. The 
licensee may make no change which 
would decrease the effectiveness of a 
security plan prepared pursuant to 
$ 50.34(c) or Part 73 of this chapter, or of 
the first four categories of information 
(Background. Generic Planning Base, 
Licensee Planning Base. Responsibility 
Matrix) contained in a licensee 
safeguards contingency plan prepared 
pursuant to S 50.34(d) or Part 73 of this 
chapter without prior approval of the 
Commission. A licensee desiring to 
make such a change shall submit an 
application for an amendment to a 


license pursuant to { 5090, The licensee 
may make changes to the security plnn 
or to the safeguards contingency plan 
without prior Commission approval if 
the changes do not decrease the 
safeguards effectiveness of the plan The 
licensee shall maintain records of 
changes to the plens made without prior 
Commission approval for a period of 
two years from the date of the change, 
and shall submit, as specified in { 50 4. a 
report containing a description of each 
change within two months after the 
change is made. Prior to the safeguard* 
contingency plan being put into effect 
the licensee shall have: 

• « • • • 

(q) A licensee authorized to possess 
and/or operate a nuclear power reactor 
shall follow and maintain in effect 
emergency plans which meet the 
standards In {50.47(b) and the 
requirements in Appendix E to this part. 
A licensee authorized to possess and/or 
operate a research reactor or a fuel 
facility shall follow and maintain in 
effect emergency plans which meet the 
requirements In Appendix E of this part. 
The nuclear power reactor licensee may 
make changes to these plans without 
Commission approval only if the 
changes do not decrease the 
effectiveness of the plans and the plans, 
as changed, continue to meet the 
standard of S 50.47(b) and the 
requirements of Appendix E of this part 
Hie research reactor licensee and/or the 
fuel facility licensee may make change 
to these plans without Commission 
approval only if these changes do no! 
decrease the effectiveness of the plans 
and the plans, as changed continue to 
meet the requirements of Appendix E of 
this part. Proposed changes that 
decrease the effectiveness of the 
approved emergency plans shall not be 
implemented without application to and 
approval by the Commission. The 
licensee shall submit, as specified in 
§ 50.4, a report of each proposed change 
for approval. If a change is made 
without approval, the licensee shall 
submit as specified in { 50.4, a report of 
each change within 30 days after the 
change is made. 

• • • • • 

(w) * * • 

(4) The licensee shall report as 
specified in { 50.4, on April 1 of each 
year, the present levels of insurance or 
financial protection it maintains and the 
sources of the insurance or protection. 

• • • • • 

9. In $ 50.55. paragraphs (e)(3). (OW 
and (f)(3)(i) are revised to read as 
follows: 
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J50 55 Conditions of construction 

permits. 

» • • * • 

(e) * # # 

(3)(i) The holder of a construction 
permit shall also submit, as specified in 
J 50.4, a written report on a reportable 
deficiency within 30 days. 

(ii) The report must include a 
description of the deficiency, an 
analysis of the safety implications and 
the corrective action taken, and 
sufficient information to permit analysis 
and evaluation of the deficiency and of 
the corrective action. If sufficient 
information is not available for a 
definitive report to be submitted within 
30 days, an interim report containing all 
available information shall be filed, as 
specified in $ 50.4, together with a 
statement that indicates when a 
complete report vyill be filed. 


(3) After March 11,1983, each 
construction permit holder described in 
paragraph (f)(1) of this section may 
make a change to a previously accepted 
quality assurance program description 
included or referenced in the Safety 
Analysis Report, provided the change 
does not reduce the commitments in the 
program description previously accepted 
by the NRC. Changes to the quality 
assurance program description that do 
not reduce the commitments must be 
submitted to NRC within 90 days. 
Changes to the quality assurance 
program description that do reduce the 
commitments must be submitted to NRC 
and receive NRC approval before 
implementation, as follows: 

(i) Changes to the Safety Analysis 
Report must be submitted for review as 
specified in $ 50.4. Changes made to 
NRC-accepted quality assurance topical 
report descriptions must be submitted as 
specified in § 50.4 

• • • • 

10. In $ 50.55a, paragraphs (g)(5)(d) 
and lg)(5)(iii) are revised to read as 

follows: 

§ SO 55a Codes and standards. 

• • • • • 

(g) Inservice inspection requirements. 

• • • • • 

( 5 ) - * * 

(ii) If a revised inservice inspection 
program for a facility conflicts with the 
technical specification for the facility, 
the licensee shall apply to the 
Commission for amendment of the 
technical specifications to conform the 
technical specification to the revised 
program. The licensee shall submit this 
application, as specified in § 50.4, at 
least six months before the start of the 


period during which the provisions 
become applicable, as determined by 
paragraph (g)(4) of this section. 

(iii) If the licensee has determined that 
conformance with certain code 
requirements is impractical for Us 
facility, the licensee shall notify the 
Commission and submit, as specified in 
§ 50.4, information to support the 
determinations. 

• • • • • 

11. In { 50.59. paragraph (b) is revised 
to read as follows: 

§ 50.59 Changes, testa, end experiments. 

• • • • • 

(b) (1) The licensee shall maintain 
records of changes in the facility and of 
changes in procedures made pursuant to 
this section, to the extent that these 
changes constitute changes in the 
facility as described in the safety 
analysis report or to the extent that they 
constitute changes in procedures as 
described in the safety analysis report. 
The licensee shall also maintain records 
of tests and experiments carried out 
pursuant to paragraph (a) of this section. 
These records must include a written 
safety evaluation which provides the 
bases for the determination that the 
change, test, or experiment does not 
involve an unreviewed safety question. 

(2) The licensee shall submit, as 
specified in § 50.4, a report containing a 
brief description of any changes, tests, 
and experiments, including a summary 
of the safety evaluation of each. The 
report must be submitted annually or at 
such shorter intervals as may be 
specified in the license. 

(3) The records of changes in the 

facility shall be maintained until the 
date of termination of the license, and 
records of changes in procedures and 
records of tests and experiments shall 
be maintained for a period of five years. 
• » • • • 

12. In $ 50.62 paragraph (c)(6) and (d) 
are revised to read as follows: 

$ 50.62 Requirements for reduction of rfek 
from anticipated transients without scram 
(ATWS) eventa for light-water-cooled 
nuclear powerptanta. 

• • • • • 

(c) • - • 

(6) Information sufficient to 
demonstrate to the Commission the 
adequacy of items in paragraphs (c)(1) 
through (c)(5) of this section shall be 
submitted to the Commission as 
specified in § 50.4. 

(d) Implementation . By 180 days after 
the issuance of the QA guidance for 
non-safety related components each 
licensee shall develop and submit to the 
Commission, as specified in § 50.4, a 
proposed schedule for meeting the 


requirements of paragraphs (c)(1) 
through (c)(5) of this section. Each shall 
include an explanation of the schedule 
along with a justification if the schedule 
calls for final implementation later than 
the second refueling outage after July 26. 
1984. or the date of issuance of a license 
authorizing operation above 5 percent of 
full power. A final schedule shall then 
be mutually agreed upon by the 
Commission and licensee. 

13. In { 50.71. paragraphs (a), (b) and 

(e) (1) are revised to read as follows: 

$50.71 Maintenance of records, making of 
reports. 

(a) Each licensee and each holder of a 
construction permit shall maintain all 
records and make all reports, in 
connection with the activity, as may be 
required by the conditions of the license 
or permit or by the rules, regulations, 
and orders of the Commission in 
effectuating the purposes of the Act. 
including section 105 of the Act. Reports 
mu9t be submitted in accordance with 

$ 50.4. 

(b) With respect to any production or 
utilization facility of a type described in 
$$ 50.21(b) or 50.22. or a testing facility, 
each licensee and each holder of a 
construction permit shall submit its 
annual financial report, including the 
certified financial statements, to the 
Commission as specified in $ 50.4 upon 
issuance of the report. 

• • • • i 

(e) * * * 

(1) The licensee shall submit revisions 
containing updated information to the 
Commission as specified in $ 50.4 on a 
replacement-page basis that is 
accompanied by a list which identifies 
the current pages of the FSAR following 
page replacement. 

• • • • • 

14. In $ 50.73, paragraphs (c), (d). and 

(f) are revised to read as follows: 

$ 50.73 Licensee event report system. 

• • • • • 

(c) Supplemental information . The 
Commission may require the licensee to 
submit specific additional information 
beyond that required by paragraph (b) 
of this section if the Commission finds 
that supplemental material is necessary 
for complete understanding of an 
unusually complex or significant event. 
These requests for supplemental 
information will be made in writing and 
the licensee shall submit, as specified in 
$ 50.4, the requested information as a 
supplement to the initial LER. 

(d) Submission of reports. Licensee 
Event Reports must be prepared on 
Form NRC 366 and submitted within 30 
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days of discovery of a reportable event 
or situation to the U.S. Nuclear 
Regulatory Commission, as specified in 
$50.4. 

• • • • • 

(f) Exemptions. Requests for 
exemptions to the reporting 
requirements under this section must 
include adequate justification and be 
submitted as specified in $ 50.4. Upon a 
request or at the initiation of the NRC 
staff, the NRC Executive Director for 
Operations may. by a letter to the 
licensee, grant exemptions to the 
reporting requirements under this 
section. 

• • • • • 

15. In § 50.82, paragraph (a) is revised 
to read as follows: 

9 50.82 Applications for termination of 
licenses. 

(a) Any licensee may submit an 
application to the Commission as 
specified in S 50.4 for authority to 
surrender a license voluntarily and to 
dismantle the facility and dispose of its 
component parts. The Commission may 
require information, including 
information as to proposed procedures 
for the disposal of radioactive material, 
decontamination of the site, and other 
procedures, to provide reasonable 
assurance that the dismantling of the 
facility and disposal of the component 
parts will be performed in accordance 
with the regulations in this chapter and 
will not be inimical to the common 
defense and security or to the health 
and safety of the public. 

• • • • • 

16. Section 50.90 is revised to read as 
follows: 

§ 50.90 Application for amendment of 
license or construction permit 

Whenever a holder of a license or 
construction permit desires to amend 
the license or permit, application for an 
amendment must be filed, as specified in 
9 50.4 with the Commission, fully 
describing the changes desired, and 
following as far as applicable the form 
prescribed for original applications. 

17. In 9 50.01, paragraph (a)(1) is 
revised to read as follows: 

9 50.91 Notice for public comment. State 
consultation. 

• • • • • 

(a) Notice for public comment. (1) At 
the time a licensee requests an 
amendment, it must provide, as 
specified in § 50.4, to the Commission its 
analysis, using the standards in 9 50.92. 
about the issue of no significant hazards 
consideration. 


18. In { 50.109, paragraph (c) is revised 
to read as follows: 

9 50.109 Back fitting. 

• « • • • 

(c) The Commission may at any time 
require a holder of a construction permit 
or a license to submit, es specified in 
9 50.4, any information concerning the 
addition or proposed addition, the 
elimination or poposed elimination, or 
the modification or proposed 
modification of structures, systems, or 
components of a facility that it deems 
appropriate. 

19. In Appendix E section V is revised 
to read as follows: 

Appendix E—Emergency Planning and 
Preparedness for Production and 
Utlization Facilities 1 
• • • • • 

V. Implementing Procedures 

No lets than 180 days prior to the 
scheduled issuance of an operating license 
for a nuclear power reactor or a license to 
possess nuclear material the applicant's 
detailed implementing procedures for its 
emergency plan shall be submitted to the 
Commission as specified in | 50.4. Licensees 
who are authorized to operate a nuclear 
power facility shall submit any changes to 
the emergency plan or procedures to the 
Commission, as specified in | 50.4, within 30 
days of such changes. 

20. In Appendix G, section V. 
paragraph E is revised to read as 
follows: 

Appendix G—Fracture Toughness 
Requirements 


V. Insenice Requirements—Reactor Vessel 
Beltline Material 

• • • • • 

E The proposed programs for satisfying the 
requirements of sections V.C. and V.D. of this 
appendix must be submitted as specified in 
9 50.4. fur review and approval on an 
individual case basis at least three years 
prior to the date when the predicted fracture 
toughness levels will no longer satisfy the 
requirements of section V.B. of this appendix. 


1 NRC staff has developed two regulatory guides. 
ZA “Emergency Planning for Research Reactors.** 
and 3 42 “Emergency Planning In Fuel Cycle 
Facilities and Plants Licensed Under 10 CFR Parts 
50 and 70. and a joint NRC/FEMA report NUREO 
0664: FEMA-REP-l "Criteria for Preparation and 
Evaluation of Radiological Emergency Rrsponsc 
Plans and Preparedness in Support of Nuclear 
Power Planet foe Interim Use and Comment" 
January' 1900. to provide guidance in developing 
plans for coping with emergencies. Copies of these 
documents arc available at the Commission s Public 
Document Room 1717 H Streets. NW. Washington. 
DC 20658 Copies of these documents may be 
purchased from the Government Printing Offioe. 
Information on current prices may be obtained by 
writing the U S. Nuclear Regulatory Commission. 
Washington. DC 20565. Attention; Publications 
Sales Manager 


21. In Appendix H. section 0. paragraph B 3 
ond section IQ. paragraph A ore revised to 
read at follows: 

Appendix H—Reactor Vessel Material 
Surveillance Program Requirements 

• « • • i 

//. Surveillance Program Criteria 
B. * * * 

3. A proposed withdrawal schedule muM 
be submitted with a technical Justification 
specified in § 50.4. The proposed schedule 
must be approved prior to implementation 


III Report of Test Results 

A Each capsule withdrawal and the test 
results must be the subject of a summitry 
technical report to be submitted as specified 
in §50.4 within ono year after capsule 
withdrawal unless an extension is granted by 
the Director, Office of Nuclear Reactor 
Regulation. 

• • • • • 

22. In Appendix J. section IV. 
paragraph A.3. and paragraph A.3.a of 
the "Concluding Statement on Position 
of the Regulatory Staff (Docket-RM-3(^ 
2)" are revised to read as follows: 

Appendix I—Numerical Guides for 
Design Objectives and Limiting 
Conditions for Operation to Meet the 
Criterion *As Low As Is Reasonably 
Achievable" for Radioactive Material m 
Light-Water-Cooled Nuclear Power 
Reactor Effluents 
• • • • • 

Sec IV. Guides on technical specified ions 
for limiting conditions for operation for light 
water-cooled nuclear power reactors 
licensed under JO CFR Part 50. 

• • • • • 

A. * * * 

8. Report these actions as specified in 
9 50.4, within 30 days from the end of the 
quarter during which the release occurred 

• ••it 

Concluding Statement on Positions of the 
Regulatory Staff (Docket-RM-50-2). 

A. * • * 

3 . * * • 

a. The applicant submits, as specified in 
9 50.4. an evaluation of the potential for 
effects from long-term buildup on the 
environment in the vicinity of the site of 
radioactive material with a radioactive half 
life greater than one year, to be released: and 

• • • • • 

23. In Appendix ]. section V. 
paragraph B.l. is revised to read as 
follows: 

Appendix J—Primary Reactor 
Containment Leakage Testing for Water- 
Cooled Power Reactors 
• • • • • 

V. Inspection and Reporting of Tests 
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B Report of tent results. 1. The 
pnopr ratmna! and periodic testa must be the 
sibjrci of a summary technical report 
abo'itted to the Commission as specified in 
l.f SO4 approximately three months after the 
I conduct of each test. The report must be 
hW Reactor Containment Building 
Integrated Leak Rate Test ” 

• • # • 

24 In Appendix K. section II. 
paragraph l.c, is revised to read os 

follows: 

Appendix K—ECCS evaluation models 
• • • • • 

// Requi red Documentation 

j • • • * 

C The licensee shall submit to the 
Commission as specified in § 50.4. a complete 
tilting of each computer program, in the same 
form as used in the evluation model. 

• • • • 

25. In Appendix M. Paragraph 2 is 
revised to read as follows: 

Appendix M—Standardization of 
Design: Manufacture of Nuclear Power 
Reactors; Construction and Operation of 
Nuclear Power Reactors Manufactured 
Pursuant to Commission license 
• • • • 

2 An implication for a manufacturing 
kamie pursuant to this Appendix M must be 
submitted as specified in f 54X4 and meet ail 
the requirements of 55 50.34(a)|lH9) and 
S0J4a (a) and (b), except that the preliminary 
wfety analysis report shall be designated as 
■ "design report 0 and any required 
miurmalion or analyses relating lo site 
matters shall be predicated on postulated site 
puium-ters which must be specified in the 
application. The appticaUon must also 
include informatioti pertaining to design 
features of the proposed reactorfs] that affect 
pUn* for coping with emergencies in the 
oper.ition of the reactorf*). 

• • • ^ • • 

20 In Appendix N. paragraph 2. is 

revised to rend ns follows: 

Appendix N—Standardization of 
Nurleor Power Plant Designs: Licenses 
To C onstruct and Operate Nuclear 
Power Reactors of Duplicate Design at 
Multiple Sites 
* • • * • 

2 Applications for construction permits 
tobmilted pursuant to this Appendix must 
include the information required by 55 N133, 
30 Jj*. 50.34 (h) and 50 34a (a) and (b) and be 
submitted as specified In 5 50.4. The 
Wlicant shall also submit the information 
required by | 51.50 of this chapter. - * * 

• • • • 

2“ In Appendix O. paragraph 2 is 
rcvised to read as follows: 

Appendix O—Standardization of 
Design; Staff Review of Standard 

Designs 


2. The submittal for review of the standard 
design must be made in the same manner and 
in the same number of copies as provided in 
55 50.4 and 50.30 for license applications. 

• • • • • 

28. tn Appendix Q. paragraph 2 is 
revised to read as follows: 

Appendix Q—Pre-Application Early 
Review of Site Suitability Issues 
« • • • • 

2. The submittal for early review of site 
suitability issuefs) must be made in the same 
manner and in the same number of copies as 
provided in 55 50.4 and 50.30 for license 
applications. The submittal must include 
sufficient information concerning o range of 
postulated facility design and operation 
parameters to enahle the Staff to perform the 
requested review of site suitability issues. 

The submittal must contain suggested 
conclusions on the issues on site suitability 
submitted for review and must be 
accompanied by s statement of the bases or 
the reasons for those conclusions. THa 
submittal must also list, to the extent 
possible, any long-range objectives for 
ultimate development of the site, state 
whether any site selection process was used 
in preparing the submittal, describe any site 
selection process used, and explain what 
consideration, if any. was given to alternative 
sites. 

• • • • » 

Da ted at Bethcadn. Maryland, this 14th day 
of March 1065. 

For the Nuclear Regulatory Commission. 
William J Dircks, 

Executive Director for Operations . 

JFR Doc- 85-7140 Filed 3-25-85; 845 am) 

BUJJMQ COOC rs* 0 - 01 -ll 


DEPARTMENT OF TRANSPORTATION 

Federal Aviation Administration 

14 CFR Part 29 

I Docket No. 84-NM-140-AD I 

Airworthiness Directives; Lockheed 
Models 382 and 382B/E/F/G Series 
Airplanes 

agency: Federal Aviation 
Administration (FAA) DOT. 

ACTION: Notice of Proposed Rulemaking 
(NPRM). * 

summary: This notice proposes to add 
an airworthiness directive (AD), that 
woud require inspection and/or 
removal, as necessary, of certain Holex 
fire extinguisher cartridges (squibs) used 
in the fire extinguishers installed on 
Lockheed Models 382 and 382B/E/F/G 
series airplanes. The proposed AD is 
necessary because some of the squibs 
may indicate electrical resistance 
beyond acceptable limits which could 
prevent the squib from discharging, 


when required, to extinguish an engine 
Hie. 

OATES: Comments must be received no 
later than May 20.1985. 
addresses: Send comments to the 
proposal in duplicate to FAA. Northwest 
Mountain Region. Office of the Regional 
Counsel. Attention: Airworthiness Rules 
Docket No. 84-NM-140-AD. 17900 
Pacific Highway South. C-689GG, Seattle, 
Washington 98168. The applicable 
service bulletin may be obtained from 
Lockheed-Georgia Company, Field 
Service Office. 86 South Cobb Drive, 
Marietta. Georgia 30063, or may be 
examined at FAA, Central Region. 
Atlanta Aircraft Certification Office, 

1075 inner Loop Road. College Park. 
Georgia 30337. 

FOR FURTHER INFORMATION CONTACT: 

Arthur W. Nelson. ACE-140A. Atlanta 
Aircraft Certification Office, FAA, 
Central Region. 1075 Inner Loop Road. 
College Park. Ceorgia 30337; telephone 
(404) 763-7435. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interest persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. Ali 
communications received on or before 
the dosing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this Notice may be changed 
in light of the comments received. AU 
comments submitted will be available, 
both before and after the closing date 
for comments . in the Rules Dockets for 
examination by interested persons. A 
report summarizing each FAA/public 
contact concerned with the substance of 
this proposal will be filed in the Rules 
Docket. 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA. 
Northwest Mountain Region. Office of 
the Regional Counsel, Attention: 
Airworthiness Rules Docket No. 84-NM- 
140-AD. 17900 Pacific Highway South, 
C-68966, Seattle, Washington, 98168. 

Discussion 

Certain models of the Lockheed 
Hercules Mode) 382 airplanes utilize fire 
extinguisher squibs manufactured by 
Holex. Inc., of Hollister, California. 
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Recently this manufacturer discovered 
that some of the squibs in its possession 
exceeded electrical resistance limits 
during a routine check. These parts were 
cut open and rust was discovered in the 
electrical contacts All of the discrepant 
squibs were from production lot number 
Mil having a 1/84 loading date. 
Investigation revealed that this 
production lot had been manufactured 
using a different lacquer composition to 
seal the squib explosive cavity from that 
which had been used in previous squib 
production lots. Further investigation 
revealed that a solvent used in installing 
the powder charge had leached through 
the lacquer costing, allowing the 
oxidi7.er in the powder charge to contact 
the squib body and electrical contacts 
and cause rust. This action increased 
the resistance of the squib electrical 
firing circuit which could cause it to 
misfire. Four hundred of the suspected 
squibs were delivered to both Lockheed 
and its domestic and foreign suppliers. 
Upon receiving notification of the 
suspected squibs. Lockheed prepared 
and issued Alert Service Bulletin A382- 
26-4 dated October 4.1984. 

Since a potential unsafe condition 
exists in Lockheed Model 382 and 382B/ 
E/F/G series airplanes, the proposed 
AD would require a visual inspection to 
be made of the Fire extinguisher squibs 
installed in certain Model 382 airplanes 
and in spare squib supplies, in order to 
determine the part number and 
production lot (loading date) number 
stamped on each squib. Squibs with part 
number 4199-1 (Lockheed number 
695679-15) having a marking *T99” and a 
loading date of 1/84 on the hex flats 
must lie removed and replaced with an 
acceptable squib. If an acceptable 
replacement squib is not readily 
available, the AD would permit 
continued use of the suspect squibs 
which successfully pass a repetitive 30- 
day resistance measurement check. This 
check would be made before the aircraft 
is returned to service and every 30 days 
thereafter until a servicable replacement 
squib is installed. 

The following Lockheed Hercules 
Models 382 and 382B/E/F/G series 
airplanes of United States registry may 
have incorporated the suspect Fire 
extinguisher squibs. Holex part number 
4199-1 having a loading date of 1/84: 

Lockheed serial numbers 4134.4147.4208. 
4248. 4250. 4299. 4300. 4301. 4303, 4362. 4383. 
4384. 4388. 4391. 4472. 4477. 4558. 4561. 4565, 
4586, 4590 and 4763. 

In addition, for informational 
purposes, the following Lockheed 
Hercules Models 382 and 382B/E/F/G 
airplanes of foreign registry may hove 
incorporated the suspect squibs: 


Lockheed Serial Numbers 3946.4129,4222. 
4302. 4335, 4358. 4385. 4414. 4450. 4475, 4512. 
4562, 4582, 4593. 4600. 4606.4610. 4673. 4676, 
4679. 4684. 4691, 4695. 4696. 4701. 4706. 4708. 
4710. 4715. 4796, 4798. 4799. 4800. 4824. 4826. 
4828. 4832. 4833. 4834, 4850, 4851. 4853. 4860, 
4883, 4886. 4889, 4891. 4893. 4895. 4917. 4949. 
4951. 4953. 4954. and 4995. 

The Lockheed-Georgia Company has 
accomplished the service bulletin 
requirements (and the requirements of 
the proposed AD) on four airplanes prior 
to delivery, and on Five undelivered 
airplanes. There remains twenty-two 
airplanes of U.S. registry which would 
be affected by the proposed AD. It is 
estimated that the inspection of the two 
squibs per airplane would require 3 
manhours to accomplish: replacement of 
the squibs, if necessary, would require 2 
manhours to accomplish: and labor 
costs would be approximately $40 per 
manhour. Based on these figures, the 
total cost impact of the proposed AD on 
U.S. operators would be $8,800. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation that is 
not major under the provisions of 
Executive Order 12291 and (2) is not 
signiFicant under DOT Regulatory 
Policies and Procedures (44 FR 11034: 
February 28.1979); and it is certified 
under the criteria of the Regulatory 
Flexibility Act that this proposed rule, if 
promulgated, will not have a signiFicant 
economic impact on a substantial 
number of small entities because few. if 
any. Lockheed Model 382 or 382B/E/F/G 
series airplanes are operated by small 
entities. A draft regulatory evaluation 
has been prepared and has been placed 
in the public docket. A copy of it may be 
obtained by contacting the individual 
identified under the caption 'FOR 
FURTHER INFORMATION CONTACT.” 

list of Subjects in 14 CFK Part 39 

Aviation safety. Aircraft. 

The Proposed Amendment 

Accordingly, the Federal Aviation 
Administration proposes to amend 
§ 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) by adding the 
following new airworthiness directive: 

Lockheed: Applies to I.nekheed Models 382. 
3B2B. 362E. 382F. and 382G series 
Hercules airplanes with Lockheed serial 
number 4134,4147. 4208. 4248. 4250. 4299, 
4300. 4301.4303, 4362, 4383. 4384. 438a 
4391. 4472. 4477. 4558. 4561. 4585. 4588. 
4590. and 4763. 

Caution: The fire extinguisher squibs are 
similar to a pistol cartidge. The squibs 
contain an explosive charge which could 
cause injury or death if accidently fired. Do 
not expose squibs to heat or nn electric 


current or strike or drop squibs. Failure to 
comply may result In serious in|ury or de*th 
to personnel. 

compliance is required within 30 day* after 
the effective date of this AD. unless already 
accomplished. 

To preclude misfiring of fire extinguisher 
systems, accomplish the following: 

A. Inspect each Fire extinguisher squih (two 
per airplane) in accordance with Lockheed 
Alert Service Bulletin A382-26-4 dated 
October 4. 1984. to determine part number 
and loading date. Squibs having Holex pari 
number 4199-1 (Lockheed number 605679-15). 
and having a loading date of 1/84. must be 
replaced with a serviceable squib prior to 
further flight, except as provided in 
paragraph B., below. 

B. If a serviceable replacement squib is not 
available, a part number 4199-1 squib having 
a loading date of 1/84 may be use during the 
interim, provided the following is 
accomplished: 

1. Make a resistance measurement of the 
squib in accordance with applicable 
maintenance instructions of Lockheed Alert 
Service Bulletin A382-28-4. dated October 4. 
1984. before the aircraft is returned to sen tee. 
and every 30 days thereafter, until an 
accepable replacement squib has been 
installed or until the squib reaches its life 
limit, whichever occurs First. 

2. Ensure that the resistance measuremen! 
is. and remains at each 30 day check, within 
the tolerances specified in the applicable 
maintenance instructions referred to in 
Lockheed Alert Service Bulletin A352-26-4 
dated October 4.1984. 

C. Special flight permits may be issued m 
accordance with FAR 21.197 and 21199 to 
operate airplanes to a base in order to 
comply with the requirements of this AD 

D. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager. Atlanta 
Aircraft Certification Office. FAA. Centra! 
Region. 

I Secs. 313(a). 601 through 610. and 1102 of the 
Federal Aviation Act of 1958 (49 US.C. 
1354(a). 1421 through 1430. and 1502); 49 
US.C. 106(g) (Revised Pub. L 97-444. January 
12.1983): and 14 CFR 11.85) 

Issued in Seattle. Washington, on March 
19.1985. 

Wayne ). Barlow, 

Acting Director , Northwest Mountain flegioa. 
|FR Doc. 85-7039 Filed 3-25-85; 8 45 am) 

billing cooe 4sto-13-si 


14 CFR Part 39 

(Docket No. 85-NM-23-ADI 

Airworthiness Directives; HTL 
Advanced Technology Fire 
Extinguishers Installed on Boeing 
Models 707. 727, 737, 747, 757, and 767 
Series Airplanes, and on Airbus 
Industrie Model A310 Series Airplanes 

agency: Federal Aviation 
Administration (FAAV DOT. 
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action: Notice of Proposed Rulemaking 

( NPRM). _ 

summary: This notice proposes a new 
airworthiness directive (AD) that would 
require physical and x-ray inspections 
of certain HTL Advanced Technology 
fin* extinguishers. The proposed AD is 
prompted by a report of an inadvertent 
ground firing of an engine Tire 
extinguisher and the separation of the 
discharge outlet from the extinguisher. 
This action is necessary to minimize 
potential misfires of the fire 
extinguishers. 

oates: Comments must be received on 
or before April 8,1985. 
addresses: Send comments on the 
proposal in duplicate to FAA, Northwest 
Mountain Region, Office of Regional 
Counsel, Attention: Airworthiness Rules 
Docket No. 85-NM-23-AD. 17900 Pacific 
Highway South, C-68966. Seattle, 
Washington 98168. The applicable 
service information may be obtained 
from HTL Advanced Technology, 1800 
Highland Avenue, Durate, California 
91010. Attention: J.W. Battis, Vice- 
President-Quality Assurance. This 
information also may be examined at 
the FAA, Northwest Mountain Region. 
17900 Pacific Highway South, Seattle. 
Washington, or at 4344 Donald Douglas 
Drive, Long Beach, California. 

FOR FURTHER INFORMATION CONTACT: 

Mr Roy A. McKinnon. Aerospace 
Engineer. Propulsion Branch, ANM- 
140L FAA, Northwest Mountain Region, 
Los Angeles Aircraft Certification 
Office, 4344 Donald Douglas Drive. Long 
Beach. California 90808; telephone (213) 
548-2835. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
•hould identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this notice may be changed 
in light of the comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by interested persons. A 
report summarizing each FAA-public 
contact concerned with the substance of 
this proposal will be filed in the Rules 
Docket. 


Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA, 
Northwest Mountain Region. Office of 
the Regional Counsel, Attention: 
Airworthiness Rules Docket No. 85-NM- 
23-AD. 17900 Pacific Highway South, C- 
68966, Seattle, Washington 98168. 

Discussion 

A report was recently received of an 
inadvertent ground firing of an engine 
fire extinguisher in which the discharge 
outlet separated from the bottle and the 
fire extinguishing agent %vas then 
discharged into the wrong area. The 
reported incident occurred on an Airbus 
Industrie Model A310 airplane. 

However, the same or similar fire 
extinguishers are installed on Boeing 
Models 707. 727. 737. 747, 757. and 767. 
Subsequent inspections have been 
conducted by at least one operator and 
the Boeing Company. Reports of results 
indicate there ore a number of defective 
installations. 

This condition is likely to exist on 
numerous fire extinguishers installed on 
many airplane models in the engine, 
auxiliary power unit (APU), and cargo 
compartments. It presents a hazard in 
that a defective fire extinguisher would 
be unable to properly discharge, when 
required, to extinguish a fire. Therefore, 
an airworthiness directive (AD) is being 
proposed which would require 
compliance with the inspections 
described in latest revision of the 
following Alert Service Bulletins: 

Alert Service Bulletin No . 

35203000-2G-A-3 
35203010-26-A-l 
35203016-26-A-2 
35203018-26-A-2 
35203021-26-A-2 
35203022-26-A-2 
35203030-26-A-l 
35203037-26-A-3 
35289950-28-A-l 
3529O25O-20-A-2 

It is estimated that approximately 
5000 fire extinguishers on airplanes of 
U.S. registry would be affected by this 
AD. It would require 2 manhours per fire 
extinguisher to accomplish the required 
inspections, at an average labor co9t of 
$40 per manhour. Based on these figures, 
the total cost impact of this AD to U.S. 
registered owners is estimated to be 
$400,000. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation which is 
not major under Executive Order 12291 
and (2) is not a significant rule pursuant 
to the Department of Transportation 


Regulatory Policies and Procedures (44 
FR 11034: February 26.1979); and is 
certified under the criteria of the 
Regulatory Flexibility Act that this 
proposed rule, if promulgated, will not 
have a significant economic impact on a 
substantial number of small entities 
because few. if any. airplanes equipped 
with HTL Advanced Technology Fire 
Extinguishers arc operated by small 
entities. A copy of a draft regulatory 
evaluation prepared for this action is 
contained in the regulatory docket. A 
copy may be obtained by contacting the 
person identified under the caption "FOR 
FURTHER INFORMATION CONTACT." 

List of Subjects: 14 CFR Part 39 

Aviation safety, Aircraft. 

The Proposed Amendment 

Accordingly, the Federal Aviation 
Administration proposes to amend 
i 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) by adding the 
following new airworthiness directive: 

HTL Advanced Technology: Apphc* to HTL 
Advanced Technology Fire Extinguishers 
installed on Boeing Model 707, 727, 737, 
747, 757. and 707 series airplanes, and on 
Airbus Industrie Model A310 series 
airplanes. 

To preclude the potential for misfiring of 
the fire extinguisher, accomplish the 
following within one year ofler the effective 
date of this AD. unless already accomplished: 

A. Complete the inspections specified in 
HTL Advanced Technology Alert Service 
Bulletins listed below, dated November 30. 
1984. or later revisions approved by the 
Manager, Los Angeles Aircraft Certification 
Office, FAA, Northwest Mountain Region: 

HTL Alert Service Bulletins 

35203000-28-A-3 
35203010-26-A-l 
35203016-26-A-2 
35203018-26-A-2 
35203021-26-A-2 
35203022-26-A-2 
35203030-28-A-l 
352Q3037-26-A-3 
35289950-26-A-1 
35290250-26-A-2 

The inspections defined in these Alert 
Service Bulletins must be performed on alt 
HTL extinguishers of the part numbers fisted 
in the bulletins. 

B. Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base In order to 
comply with the requirements of this AD. 

C. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager. Los 
Angeles Aircraft Certification Office. FAA 
Northwest Mountain Region. 

All persons affected by this proposal who 
have not already received these documents 
from the manufacturer may obtain copies 
upon request to the HTL Advanced 
Technology. 1800 Highland Avenue. Duarte, 
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California W1010 Attention: | W Battia. Vice- 
President Quality Assurance These 
documents also may be examined at the 
FAA, Northwest Mountain Region. 17900 
Pacific Highway South. Seattle. Washington, 
or nt 4344 Donald Douglas Dove. Long Beach. 
Ofhfumia 

(Secs. 313(a), 314(a), 001 through 010. and 
1102 of the Federal Aviation Act df 1950 (49 
U.SJC. 1354(a). 1421 through 1430. and 1502); 
49 U SuC UHify) (Reined. Pub L 97-449. 
January 12 . lima); and 14 CF111 MS) 

Issued to ScatHr. Washington, on March 
19.1985 

Wayne |. Bsdcm. 

Acting Duvclor. North wt* l Mountain Region 
|FR Doc. 05-7031 Piled V25-B5: 0 45 am) 

8U LING CODE 


14CFR Part 39 

1 Dochtt 1*0. 65-NM-24-ADI 

Airworthiness Directives; McDonnell 
Douglas Model DC-10-15, -30 and KC- 
10A (Military) Scries Airplanes, and 
CF6-50C-Powered Airbus Industrie 
Model A-300 Series Airplanes 

AGENCY: Federal Aviation 
Administration (FAA). DOT. 
action: Notice of Proposed Rulemaking 
(NPRIft_ 

summary: This notice proposes a new 
airworthiness directive (AD) that would 
require installation of modified fuel 
flowmeter tube assemblies. This action 
is prompted by reports of failures of the 
fuel O ow nw rter tube assembly, which, if 
not corrected, could lead to engine 
flamcout in flight. 

date: Comments must be received no 
later than May 20,1965. 
addresses: Send comments to the 
proposal in duplicate to FAA. Northwest 
Mountain Region, Office of the Regional 
Counsel. Attention: Airworthiness Rules 
Docket No. 85-NM-24-AD. 17900 Pacific 
Highway South. C-689GG. Seattle. 
Washington 96168. The applicable 
service information may be obtained 
from McDonnell Douglas Corporation. 
3855 Lakewood Boulevard. Long Beach. 
California 90046. Attention: Director. 
Publication and Training. Cl -750 [54- 
GO). This information also may be 
examined at the FAA. Northwest 
Mountain Region. 17900 Pacific Highway 
South. Seattle. Washington, or at 4344 
Donald Douglas Drive. Long Beach. 
California. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Roy A. McKinnon. Aerospace 
Engineer, Propulsion Branch. ANM- 
140L FAA. Northwest Mountain Region. 
Los Angeles Aircraft Certification 
Office. 4344 Donald Douglas Drive, Long 


Beach. California 90808: telephone (213) 

540-2835. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments specified 
above will be considered by the 
Administrator before taking action on 
the proposed rule. The proposals 
contained in this notice may be changed 
in light of the comments received. All 
comments submitted with be available, 
bolh before and after the closing date 
for comments, in the Rules Docket for 
examiniation by interested persons. A 
report summarizing each FAA puLlic 
contact concerned with the substance of 
this proposal will be Tiled in the Rules 
Docket. 

Availability* of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the FAA. 
Northwest Mountain Region. Office of 
the Regional Counsel. Attention: 
Airworthiness Rules Docket No. 85-NM- 
24-AD. 17900 Pacific Highway South, C- 
68966. Seattle, Washington 98168. 

Discussion 

There have been 34 occurrences of 
fuel flowmeter tube assembly failures 
reported. 20 of which have resulted in 
engine fiameout in flight. Other failures 
were detected by ground inspection of 
fuel leaks. The fuel flowmeter tube 
assembly connects the main engine fuel 
control to the fuel flowmeter. The main 
engine fuel pump/control Is mounted 
through a Quick Attach-Detanh (QAD) 
ring to the gearbox. The fuel flowmeter 
is mounted directly to the fan case. 

Any gearbox looseness or relative 
motion between the main engine fuel 
pump/control and the fuel flowmeter 
can cause tube failures. AD of the 
failures examined to date have been 
attributed to fatigue. The fuel flowmeter 
tube assembly is excited at the fan 
frequency. The cracks detected have 
been initated in a bend in the tube 
immediately adjacent to the fuel 
flowmeter. The cracks have been found 
to start at both inner and outer surfaces. 
After crack initiation, the tube vibrates 
at fan rotor frequency until failure 
occurs. 

Since this conditions is likely to exist 
or develop on other airplanes of the 


same type design, an airworthiness 
directive (AD) is being proposed which 
would require periodic inspections until 
compliance with McDonnell Douglas 
Alert Service Bulletin A73-20 dated 
January 7.1985. is accomplished. All 
Airbus Industrie propulsion pod 
assemblies affected are included in the 
McDonnell Douglas Alert Service 
Bulletin A73-20. 

ft is estimated that 39 DC-10 airplanes 
(3 engines per airplane) of U.S. registry 
and 35 A-300 airplanes (2 engines per 
airplane) of U.S. registry would be 
affected by this AD. It is estimated that 
it would require approximately 7.7 
manhours per airplane to accomplish the 
Inspection, and 4.7 manhours per 
airplane to accomplish the required 
installation. The average labor cost is 
$40 per manhour. The cost of (he new 
tube assemblies is $652 per tube (one 
tube, per engine). Based on these flgurcs, 
the Iota! cost impact of this AD to li.S. 
registered owners is estimated to be 
$158,816. 

For these reasons, the FAA has 
determined that this document (1) 
involves a proposed regulation which is 
not major under Executive Order 12291 
and (2) is not a significant rule pursuant 
to the Department of Transportation 
Regwlatorv Policies and Procedures (44 
FR 11034; February 28,1979); and it is 
certified under the criteria of the 
Regulatory Flexibility Act thatlhis 
proposed rule, if promulgated, will not 
have a significant economic impact on » 
substantial number of small entities 
because few, if any. Model DC-10 and 
KC-10A (Military) series airplanes ore 
operated by small entities. A copy uf» 
draft regulatory evaluation prepared for 
this action is contained in the regulator) 
docket. A copy may be obtained by 
contacting the person identified under 
the caption "for further information 
CONTACT." 

List of Subjects; 14 CFR Part 39 

Aviation safety, Aircraft. 

The Proposed Amendment 

Accordingly, the Federal Aviation 
Administration proposes to amend 
Section 39.13 of Part 39 of the Federal 
Aviation Regulations (14 CFR 39.13) by 
adding the following new aJrworthitu s* 
directive: 

McDonnell Douglas and Airbus Industrie 
Applies to McDonnell Douglas Model 
DC-10-15. -3a and KC-10A (Military > 
aeries and CF B-50C powered Airbus 
Industrie Model A-300 series airplane* 
Compliance is required as indicated 
To prevent failure of the fuel flowmeter 
tube assembly, accomplish the foDowing 
unless already accomplished. 
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A Within the next 1000 flight hours after 
the effective date of this AD. inspect of the 
furl flowmeter tube assemblies in accordance 
with McDonnell Douglas Alert Service 
Bulletin A73-20. dated |enuary 7.1965, or 
later revisions approved by the Manager. Los 
Angeles Aircraft Certification Office, FAA. 
Northwest Mountain Region, Perform the 
inspection every 1000 flight hours until 
paragraph B . below, is accomplished. If any 
cracks are found, accomplish the 
requirements of paragraph B. before any 
further revenue flight. 

B Within one year after the elective date 
of this AD, install the fuel flowmeter tube 
assembly P/N-ASLD536-5Q3 in accordance 
with McDonnell Douglas DC-10 Alert Service 
Bulletin A73-20, dated (anuary 7,1985, or 
later revisions approved by the Manager. Los 
Angeles Aircraft Certification Office. FAA, 
Northwest Mountain Region. 

C. Special flight permits may be issued in 
sccnrdance with FAR 21.197 and 21.199 to 
operate airplanes to a base in order to 
comply with the requirements of this AD. 

D. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager, Los 
Angeles Aircraft Certification Office. FAA. 
Northwest Mountain Region. 

All persons affected by this proposal who 
have not already received these documents 
from the manufacturer may obtain copies 
upon request to the McDonnell Douglas 
Corporation. 3655 Lakewood Boulevard, Long 
Beach. California 90646, Attention: Director, 
Publications and Training, Cl-750 (54-60). 
These documents also may be examined at 
the FAA, Northwest Mountain Region. 17900 
Pacific I fighway South. Seattle, Washington, 
or at 4344 Donald Douglas Drive, Long Beach, 
California. 

(Secs. 313(a). 314(a), 601 through 810. and 
1102 of the Federal Aviation Act of 1958 (49 
USC 1354(a), 1421 through 1430, and 1502); 

49 U S-C. 106(g) (Revised. Pub. L 97-449. 
lanuary 12, 1963); and 14 CFR 11.85) 

Uftued in Seattle. Washington, on March 
19, 1965. 

Charles R, Foster, 

Director, Northwest Mountain Region. 

Doc. 85-7032 Filed 3-25-65: 8:45 am| 

SIIUWG COOC 4t TO-13-11 


14 CFR Part 73 

(Airspace Docket No. 85-AWA-13) 

Proposed Alteration of Restricted 
Area R-6501A Underhill, VT 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Notice of proposed rulemaking. 

summary: This notice proposes to 
change the times of use of Restricted 
Area R-6501 A located in the vicinity of 
Underhill, VT. to indicate more 
accurately when Ihe area is being 
utilized. 

OATt; Comments must be received on or 
before May 10.1985. 


addresses: Send comments on the 
proposal in triplicate to: Director, FAA, 
New England Region. Attention: 
Manager. Air Traffic Division, Docket 
No. 85-AWA-13, Federal Aviation 
Administration, 12 New England 
Executive Park, Burlington, MA 01803. 

The official docket may be examined 
in the Rules Docket, weekdays, except 
Federal holidays, between 8:30 a.m. and 
5:00 p.m. The FAA Rules Docket is 
located in the Office of the Chief 
Counsel, Room 916, 800 Independence 
Avenue, SW., Washington. D.C. 

An informal docket may also be 
examined during normal business hours 
at the office of the Regional Air Traffic 
Division. 

FOR FURTHER INFORMATION CONTACT: 

Lewis W. Still. Airspace and Air Traffic 
Rules Branch (ATO-230), Airspace- 
Rules and Aeronautical Information 
Division, Air Traffic Operations Service. 
Federal Aviation Administration, 800 
Independence Avenue. SW.. 
Washington, D.C. 20591; telephone: (202) 
426-8626. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested parties are invited to 
participate in this proposed rulemaking 
by submitting such written data, views, 
or arguments as they may desire. 
Comments that provide the factual basis 
supporting the views and suggestions 
presented are particularly helpful in 
developing reasoned regulatory 
decisions on the proposal. Comments 
are specifically invited on the overall 
regulatory, economic, environmental, 
and energy aspects of the proposal. 
Communications should identify the 
airspace docket and be submitted in 
triplicate to the address listed above. 
Commentcrs wishing the FAA to 
acknowledge receipt of their comments 
on this notice must submit with those 
comments a self-addressed, stamped 
postcard on which the following 
statement is made: "Comments to 
Airspace Docket No. 85-AWA-13." The 
postcard will be date/time stamped and 
returned to the commenter. All 
communications received before the 
specified closing date for comments will 
be considered before taking action on 
the proposed rule. The proposal 
contained in this notice may be changed 
in the light of comments received. All 
comments submitted will be available 
for examination in the Rules Docket 
both before and after the closing date 
for comments. A report summarizing 
each substantive public contact with 
FAA personnel concerned with this 
rulemaking will be filed in the docket. 


Availability of NPRM’s 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the Federal 
Aviation Administration, Office of 
Public Affairs. Attention: Public 
Information Center, APA-430, 800 
Independence Avenue, SW., 

Washington, D.C. 20591, or by calling 
(202) 426-6058. Communications must 
identify the notice number of this 
NPRM. Persons interested in being 
placed on a mailing list for future 
NPRM's should also request a copy of 
Advisory Circular No. 11-2 which 
describes the application procedure. 

The Proposal 

The FAA is considering an 
amendment to § 73.65 of Part 73 of the 
Federal Aviation Regulations (14 CFR 
Part 73) to change the time of use for 
Restricted Area R-8501A from 
continuous to a specific time of use. A 
review of R-6501A conducted by the 
Department of the Army indicated R- 
6501A is not used on a continuous basis. 
This would amend the time of 
designation to reflect actual times of 
use. Section 73.85 of Part 73 of the 
Federal Aviation Regulations wa9 
republished in Handbook 7400.6A dated 
fanuary 2,1985. 

The FAA has determined that this 
proposed regulation only involves an 
established body of technical 
regulations for which frequent and 
routine amendments are necessary to 
keep them operationally current It. 
therefore—(1) is not a "major rule” 
under Executive Order 12291; (2) is not a 
"significant rule" under DOT Regulatory 
Policies and Procedures (44 FR 11034; 
February 28,1979); and (3) does not 
warrant preparation of a regulatory 
evaluation as the anticipated impact is 
so minimal. Since this is a routine matter 
that will only affect air traffic 
procedures and air navigation, it is 
certified that this rule, when 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 

List of Subjects in 14 CFR Part 73 

Aviation safety, Restricted areas. 

The Proposed Amendment 

Accordingly, pursuant to the authority 
delegated to me. the Federal Aviation 
Administration proposes to amend 
S 73.65 of Part 73 of the Federal Aviation 
Regulations (14 CFR Part 73) as follows: 

R-6501A Inderhill. VT |Amended| 

By removing the word "Continuous." and 
substituting the words "0700 to 2300 local 
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time. Mondey-Friday and 0000 Saturday to 
2350 Sunday, local time. Other time* by 
NOT AM 24 hours in advance." 

(Sacs. 307 (h) and 313|n) Federal Aviation Act 
of 1058 (49 U.&.C. 1348(a) and 1384 {kJ): (49 
U.S.C. 105(g) (Revised. Pub L 97-449. January 
12.1083)); and 14 CFR 1185) 

Issued in Washington. D.C. on March 19. 
1985. 

|ohn W. Baicr, 

Acting Manager. AjrspacrRuh* and 
Aeronautical Information Division. 

(FR Doc.85-7030 Filed 3-25-85; 845 am) 

BILLINO COOf 4SI0-1S-M 


14 CFR Part 75 

[Airspace Docket No. 84-ASO-25J 

Proposed Establishment of Jet Route 
J-207 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Notice of proposed rulemaking. 

summary: This notice proposes to 
establish a }t*! route between Miami. FL. 
and Raleigh-Durhum. NC. to improve 
trafTic flow* along the eastern seaboard 
and to provide an alternate north/south 
coastal route when missile/space launch 
and recovery activities preclude the use 
of the primary Atlantic Routes. 

OATES: Comments must be received on 
or before May 11). 1985. 
addresses: Send comments on the 
proposal in triplicate to: Director. FAA. 
Southern Region. Attention: Manager. 
Air Traffic Division. Docket No. 84- 
ASO-25, Federal Aviation 
Administration. P.O. Box 20836. Atlanta, 
GA 30320 

The official docket may be examined 
in the Rules Docket weekdays, except 
Federal holidays, between &30 a.m. and 
5:00 p.m. The FAA Rules Docket is 
located in the Office of the Chief 
Counsel, Room 916. 800 Independence 
Avenue. SW.. Washington. D.C. 

An informal docket may also be s. 
examined during normal business hours 
at the office of the Regional Air Traffic 
Division. 

FOR FURTHER INFORMATION CONTACT: 

Lewis W. Still. Airspace and Air Traffic 
Rules Branch (ATO-230). Airspace— 
Rules and Aeronautical Information 
Division. Air Traffic Operations Service. 
Federal Aviation Administration, 800 
Independance Avenue, SW.. 
Washington. D.C 20591; telephone: (202) 
426-8626. 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested parties are invited to 
participate in this proposed rulemaking 


by submitting such written data, views, 
or arguments as they may desire. 
Comments that provide the factual basis 
supporting the views and suggestions 
presented are particularly helpful in 
developing reasoned regulatory 
decisions on the proposal. Comments 
are specifically invited on the overall 
regulatory, economic, environmental, 
and energy aspects of the proposal. 
Communications should identify the 
airspace docket and be submitted in 
triplicate to the address listed above. 
Commenters wishing the FAA to 
acknowledge receipt of their comments 
on this notice must submit with those 
comments self-addressed, stamped 
postcard on which the following 
statement is made: "Comments to 
Airspace Docket No. 84-ASO-25/' The 
postcard will be date/time stamped and 
returned to the commcnter. All 
communications received before the 
specified closing date for comments will 
be considered before taking action on 
the proposed rule. The proposal 
contained in this notice may be changed 
in the light of comments received. All 
comments submitted will be available 
for examiination in the Rules Docket 
both before and after the closing date 
for comments. A report summarizing 
each substantive public contact with 
FAA personnel concerned with this 
rulemaking will be Bled in the docket. 

Availability' of NPRMs 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (XPRM) 
by submitting a request to the Federal 
Aviation Administration. Office of 
Public Affairs. Attention: Public 
Information Center. APA-430. 800 
Independence Avenue, SW., 
Washington. D.C. 20591. or by calling 
(202) 426-6056 Communications must 
identify the notice of this NPRM. 

Persons interested In being pieced on a 
mailing list for future NPRM s should 
also requested a copy of Advisory 
Circular No. 11-2 which describes the 
application procedure. 

The Proposal 

The FAA is considering an 
amendment to S 75.100 of Part 75 of the 
Federal Aviation Regulations (14 CFR 
Part 75) to establish new Jet Route J-207 
between Miami FL and Raleigh- 
Durham. NC, to relieve the present 
heavy flow of Jet traffic operating in the 
Wilmington. DE. Charleston. SC. and 
Jacksonville. FL, areas The new J-207 
will facilitate a more efficient traffic 
flow in the north/south coastal corridor. 
The route will also serve as an alternate 
for such north/south traffic when 
missile/space launch and recovery 
activities preclude the use of the 


primary Atlantic Routes. Section 75.100 
of Part 75 of the Federal Aviation 
Regulations was republished tn 
Handbook 740Q.6A dated January 2, 

1985. 

The FAA has determined that this 
proposed regulation only involves an 
established body of technical 
regulations for which frequent and 
routine amendments are necessary to 
keep them operationally current. It. 
therefore—(1) is not a “major rule" 
under Executive Order 12291: (2) is to a 
"significant rule" under DOT Regulatory 
Policies and Procedures (44 FR 11034: 
February 26,1979): and (3) docs not 
warrant preparation of a regulatory 
evaluation os the anticipated impact ia 
so minimal. Since this is a routine matter 
that will only affect air traffic 
procedures and air navigation, it is 
certified that this rule, when 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act 

List of Subjects in 14 CFR Part 75 

Aviation safety: Jet routes. 

The Proposed Amendment 

Accordingly, pursuant to the authority 
delegated to me, the Federal Aviation 
Administration proposes to amend 
5 75.100 of Part 75 of the Federal 
Aviation Regulations (14 CFR Part 75] as 
follows: 

1-207 JNenrJ 

From Miami. FL via INT Miami 
335"T(335*M) and Navy Cecil, FL 
l*rT(iao*M) redials. Navy Cecil: Savanna 
CA: Florence. SC: to Raleigh Durham. NC 
(Secs. 307(a) and 313(a). Federal Aviation Act 
oF 195A (49 U S C. 1348(a) and 1354(a)): (49 
U.S.C. 106(g) (Revised. Pub. L 97-449 January 
12.1983)); and 14 CFR 1185) 

Issued in Washington. D C, on Marti* 19. 
1985. 

|ohn W. Baler. 

Acting Manager. Airspace Rules and 
Aeronautical Information Division. 

(FR Doc 85-7029 Filed 3-25-85; 845 am) 

S1U.INQ COOC 4910-13-M 


SECURITIES AND EXCHANGE 
COMMISSION 

17 CFR Pari 240 

[ Release No. 34-21S65; Fils No. S7-8-84) 
Customer Protection Rule 

agency: Securities and Exchange 

Commission. 

action Proposed rule amendment 
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summary: The Securities and Exchange 
Com mission ("Comroigsioo") is 
prop rising amendments to Rule 15c3-3 
undvr the Securities Exchange Ad of 
1934 (“Act"). Under the rule* * the broker- 
dealer is required to make a weekly 
compulation (or in certain cases a 
monthly computation), as of the close of 
business Friday, to determine bow much 
money it is holding which is either 
customer money or money obtained 
from use of customer securities (/.*., 
formula credits). From that amount the 
broker-dealer substracts die amount of 
money it is owed by its cash or margin 
customers or by other broker-dealers 
because of customer transactions (/.&, 
formula debits). If the credits exceed the 
debits, the broker-dealer must deposit 
the excess by Tuesday morning in a 
Reserve Bank Account. If the debits 
exceed the credits, no deposit is 
necessary. This process is commonly 
referred to as the Reserve Formula 
Computation. 

The proposed amendments will, for 
purposes of the debit items of the 
Reserve Formula: (1) Exclude the debit 
balances of household members and 
other persons related to broker-dealer 
principals or affiliated in a certain way 
with s broker-dealer. (2) exclude, under 
certain circumstances, the debit 
balances of accounts in which 

principals*' of a broker-dealer have 
cw .iirsbip interests: and (3) exclude the 
amount by which a broker-dealer s 
margin accounts receivable (a debit 
item) with a single customer exceeds 
twenty-five percent of the net capital of 
the broker-dealer prior to securities 
haircuts ("tentative net capital"). 

The proposed amendments are 
d» signed to assure that customers' funds 
and securities held by broker-dealers 
are protected against misuse or 
insolvency. The net effect of the 
proposed amendments will be to require 
that greater deposits be made in the 
Reserve Bank Accounts of some broker- 
dealers. 

oate: Comments to be received by May 

3.1965. 

addresses: Persons wishing to submit 
written comments should file three 
copies there of with John Wheeler, 
Secretary. Securities and Exchange 
Commission. 450 5th Street, N.W.. 
Washington. D.C 20549. References 
should be made to File No. S7-6-84. 
Copies of the submission and of all 
written comments will be available for 
public inspection at the Commission's 
Public Reference Room. 450 5th Street, 

N W. t Washington. D.C. 

POR FURTHER INFORMATION CONTACT 
Michael A. Macchiaroli. or Steven J. 
Gray, Division of Market Regulation. 450 


5th Street N*.W., Washington. DjC. 

20549, (202) 272-2904. 

SUPPLEMENTARY INFORMATION: 

I. Introduction 

The use of customer free credit 
balances 1 to finance the activities of 
broker-dealers has been a matter of 
concern to the Commission for some 
time. Over twenty years ago, the Report 
of Special Study of Securities Markets 2 
summarized the Commission's finding 
that, with the exception of a few 
jurisdictions, no restrictions existed on 
the use of free credit balances. The 
Commission adopted Rule 15c3~2 in 
response to its findings. However, that 
Rule called only for disclosure and made 
no attempt to regulate the use of the free 
credit balances in the custody of broker- 
dealers. Based on the 1907-70 period of 
severe operational and financial 
problems for broker-dealers. Congress 
determined there existed u need for 
increased protection of customer funds. 
This led to the enactment of the 
Securities Investor Protection Act of 
1970 ("SIPA") as a part of which 
Congress directed the Commission to 
adopt rules designed to protect customer 
funds in the custody of broker-dealers. 
After a series of proposed rules and 
extensive comments from broker- 
dealers and others, the Commission 
adopted the present Rule 15c3-3. 

Rule 15c3-3 was designed to assure 
that customers' funds (as well as 
securities) held by broker-dealers are 
protected against broker-dealer misuse 
or insolvency. The rule requires, among 
other things, that a broker-dealer 
maintain with a bank or banks a 
"Special Reserve Bank Account for the 
Exclusive Benefit of Customers" 
("Reserve Bank Account") and deposit 
in this account its reserve requirement 
as computed in accordance with the 
Formula for Determination of Reserve 
Requirement For Brokers und Dealers 
(“Reserve Formula"). Exhibit A of the 
Rule In addition, before making a 
withdrawal fmm the Reserve Bank 
Account, a broker-dealer must make a 
computation which shows that after the 
withdrawal there is an amount 
remaining in the Reserve Bank Account 
at least equal to that required to be on 
deposit. 

Under the Rule, a broker-dealer is 
required to make a weekly computation 


* Free credit balance* art liabilities of a broker- 
dealer to < .istomen which arc subRu.t lo Immediate 
cash payment lo customer* on demand, whether 
vaulting from aaiat of securities. dividends. 

Interest, deposits or cihrmtie. 

* Hr perl of Special Stud) of Secant it % Markets of 
tAe Securities and Exchange Commimb*. Mouse 
Doc No. M Pt l. tSlb Con*, let Seaa. f 11*3) pp 
303- W7. 


(or in certain cases a monthly 
computation), os of the close of business 
Friday, to determine how much money it 
is holding which is either customer 
money or money obtained from the use 
of customer securities (i.e.. formula 
credits). From that amount the broker- 
dealer subtracts the amount of money it 
is owed by its cash or margin customers 
or by other broker-dealers and certain 
other entities because of customer 
transactions (ieu formula debits). If the 
credits exceed the debits, the broker- 
dealer must deposit the excess by 
Tuesday morning in a Reserve Bank 
Account. If the debits exceed the 
credits, no deposit is necessary. 

One of the purposes of the Reserve 
Formula is to ensure that customers* 
funds held by a broker-dealer are 
deployed only in areas of the broker- 
dealer's business related to servicing its 
customers (r.e.. debit items in the 
Reserve Formula) or, to the extent that 
the funds are not deployed In these 
limited areas, that they be deposited in a 
Reserve Bank Account. Thus, the 
Reserve Bank Account includes all 
funds held by a broker-dealer that have 
us their source customer assets and 
which have not been utilized to finance 
the broker-dealer's customer related 
transactions. The rule makes it unlawful 
for a broker-dealer to accept or use 
customer funds to finance any part of its 
proprietary’ business activities. 1 This 
prohibition applies as well to 
transactions of principal officers, 
directors, and general partners 
("principals") of a broker-dealer and 
thereby prevents the broker-dealer from 
using customer funds to finance the 
insiders' own personal investment 
activities. 

. Recent events, particularly the 
financial failures of two broker-dealers. 4 
have caused renewed concern in the 
ares of misuse of customer free credit 
balances. Proposed revisions to Rule 
15c3-3 were recommended by a 
Committee of the Securities Industry 
Association ("SIA") in response to the 
problem of protecting customer free 


■ One of the objective* of Rule 15c3-3 Is lo inhibit 
the unwnrmnUd expansion of • broke*-dealers 
business through the use of customers funds 
During the 19S?-70 period many broVrr-deslfcn 
expended their trading activities and office facilities 
through the use of customers* funds Consequently, 
the rule prohibits the utilization of customers’ funds 
end customer derived funds Ui areas of ■ broker- 
dralcr s business such as underwriting, (fading and 
overhead. 

• For information on the Bril and Beckwith and 
Stta A Co.. Inc failures respectively See United 
States v. Edward P. Wolfram, ft Litigation Release 
No 9952 (April 5.19M) V SEC Docket 1006 end; 
SEC *.S6a&Col. toe. Ufigat.ee Release No. 9617 
(December 1.1901) and US v Afossa et aL 
Litigation Release No 97U1 (October 25.1902k 
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credit balances.* *• Based on the SlA’s 
concerns and the Commission's beliefs, 
the Commission proposed remedial 
revisions to Rule 15c3-3 in Securities 
Rxchange Act Release No. 20655 
(February 15,1984). 

The Commission received thirty-six 
comment letters on the proposed 
amendments. Many of the commentators 
supported the slated objective of the 
proposed amendments: to protect 
customers' funds held by broker-dealers 
from misuse or insolvency, and to 
ensure that those funds are used only to 
service bona Tide customer accounts. 
Many of these same commentators 
however, thought that the costs of 
compliance [e.g.. additional 
recordkeeping and financing costs) 
would exceed any benefits to be derived 
from the proposal or that the proposal 
would not contribute toward the 
attainment of the objective. In addition, 
several commentators were concerned 
with particular aspects of the original 
proposal. In light of the specific 
comments received, the Commission has 
modified the proposed amendments as 
discussed below, 

II. Discussion 

In its Release, the Commission 
proposed three amendments to Rule 
15c3-3. Each of these amendments is 
described below, along with a summary 
of the comments received and the 
modified amendments proposed for 
public comment in this release. 

The Commission believes that if the 
modified amendments proposed below 
had been in place, certain broker-dealer 
liquidations which cost the Securities 
Investor Protection Corporation and. 
indirectly through assessments, the 
broker-dealer community many million 
dollars might have been avoided. 6 
However, the Commission is aware that 
the proposed amendments will result in 
some additional compliance costs for 
broker-dealers. Therefore, the 
Commission seeks comments on 
whether the revised amendments will 
further the objectives of the rule and do 
so in a cost effective manner. Among 
other things, the Commission solicits 
comment on whether the proposed 
amendments will prove useful in 
addressing the kind of fraudulent misuse 
of customer funds exhibited by Stix & 

Co. and Bell and Beckwith. In addition, 
the Commission seeks comment on the 


• The comment* of the Committee ere con;dined 
in lu letter djted July 13, 1983 to James G Stroma. 
Chairman of the Securities Investor Protection 
Corporation which has been included in Public File 
No, S7-B^84 

• As of February 8.1985, the failures of Bell and 
Beckwith and Stix & Co., Inc cost the SIPC fund 
approximately $80 million. 


extent of the anticipated compliance 
costs associated with the proposed 
amendments. The Commission urges 
commentators to be as specific as 
possible in identifying and estimating 
the costs of compliance with the 
proposed amendments. 

A. Household Members. Related 
Persons and Affiliates 

As stated in its prior release, the 
Commission is concerned that certain 
broker-dealer principals have been able 
to utilize the securities accounts of 
family members (or persons under their 
control) or affiliates to circumvent the 
prohibition against the use of customer 
funds held by their firms (/.*« credit 
items in the Reserve Formula) to finance 
their own securities activities. The 
Commission is concerned that, as was 
the case in the firm failures referred to 
above, this financing activity can lead to 
a reduction or total elimination of the 
broker-dealer's reserve deposit 
requirements to the possible detriment 
of bona fide public customers. 

The Commission thus proposed to add 
a paragraph to Note E of the Reserve 
Formula which would provide that: 

“the debit balances in the accounts of 
household members and other persons 
related to principals of a broker-dealer or 
affiliated with a broker-dealer are not 
"customer" debit balances, and therefore 
should nol be included in the Reserve 
Formula, unless it can be shown that such 
debit balances are directly related to formula 
credit items for those some persons." 

The Commission proposed to define 
the terms "household members and 
other persons related to • * • " to 
include parents, mothers-in-law or 
fathers-in-law, husbands or wives, 
brothers or sisters, brothers-in-law or 
sisters-in-law, childem or any relative to 
whose support the broker-dealer 
principal contributes directly or 
indirectly. 

Several of the commentators noted 
that the term "broker-dealer principal" 
needed to be precisely defined. The term 
w as designed to include partners, 
directors and principal officers of a 
broker-dealer. The term "principal 
officer" has been defined to include the 
president, executive vice president, 
treasurer, secretary or any persons 
performing a similar function with such 
broker-dealer. 7 The Commission now 
proposed that the term "principal" 
include the general partners and 
directors of a broker-dealer and its 
principal officers as presently defined. 

Other commentators suggested thut 
"household members and other persons 


' Se* Securities Exchungr Release No. 9022. 38 FR 
1737 (January 2.1973J. 


related to * * *" be considered "non 
customers" for purposes of Rule 15c3-3 
Such an approach would result In the 
exclusion of both the debits and credits 
associated with the particular account. 
While appealing because of its 
simplicity, this approach ignores the fuel 
that regardless of how they are treated 
for the Reserve Formula, those 
household members and relatives would 
be "customers" for purposes of 
SIPA.^Accordingly, under S1PA they 
would share in die pool of customer 
assets available in the event of a broker- 
dealer liquidation. The Commission 
believes, therefore, that it would be 
inappropriate to exclude the credit items 
of household members and other related 
persons. 

Some commentators suggested that 
the proposed definition for "household 
members and other persons related to 
* * •“ was too broad and that a 
narrower definition would be more 
appropirate. Only one commentator, 
however, suggested an alternative to the 
proposed definition. That commentator 
would only include parents, spouses .me! 
minor childem in the definition. The 
Commission believes that definition 
would be too restrictive and would not 
necessarily eliminate the ability of 
principals of a broker-dealer to 
accomplish indirectly what Rule 15c3-3 
prohibits them from doing directly. The 
Commission believes the broader 
definition of "household members and 
other related persons" would not overly 
burdensome particularly since it is the 
same definition as that used in the rules 
of the National Association of Securities 
Dealers, Inc. (NASD"). 6 Consequently, 
the Commission is reproposing its 
original proposed definition of 
"household members and other related 
persons" for public comment. 10 But the 
Commission again seeks comment not 
only on the appropriateness of the 
proposed definition but also possible 
alternative definitions. 

In the prior release, the Commission 
also took note of the fact that the 
persons (other than principal officers, 
directors or partners) controlling a 
broker or dealers, such as its parent, or 
under its control or under common 
control are "customers" of the broker- 
dealer for purposes of Rule 15c3-3. Since 
this is equivalent to having bona fide 
customers finance the activities of the 
broker or dealer itself, it was proposed 


• See Section 18(2) of S1PA- 

* See “Free Riding end Withholding" 
Interpretation of Article III. Section 1 Paragraph 
2151 of the NASD * Rules of Fair Practice. 

*• Unlike the origins! proposal, the present 
definition includes sons in taw or daughters m-U" 










Federal Register / Vol. 50, No. 58 / Tuesday. March 26, 1965 / Proposed Rules 


11899 


(o eliminate these debits from item 10 of 
the formula, except to the extent that the 
broker-dealer can demonstrate that such 
debit balances are directly related to 
formula credit items. No adverse 
comments were received on this aspect 
of the proposal. Nevertheless, 
commentators are again requested to 
comment on this aspect of the proposal. 

B Joint Accountx Etc. 

In Securities Exchange Act Release 
No. 20655 the Commission proposed a 
revision of an earlier interpretation 
[issued in Securities Exchange Act 
Release No. 9922) regarding the 
definition of the term "customer** for 
purposes of Rule I5c3~3. In that earlier 
release, a joint account, custodian 
scrount, participation in a hedge fund or 
limited partnership, or a similar type 
account or arrangement by a person 
who would be excluded from the 
definition of customer [/.e, a general 
partner, director or principal officer of a 
broker-dealer) with persons includible 
in the definition of customer, was 
considered a customer’s account. The 
proposal would have treated those 
accounts as non-customer accounts 
Insofar as the debit items in the Reserve 
Formula were concerned, unless the 
broker-dealer demonstrated that the 
debits were directly related to formula 
credit items. 

Several commentators suggested that 
this proposal was too broad in that a 
minimal interest held by a “non- 
customer* 4 would result in the exclusion 
of the entire debit balance unless the 
broker-dealer demonstrated that the 
debits were directly related to formula 
credit items. Some suggested that the 
deb t balance should be excluded only if 
the person defined to be a non-customer 
has a controlling interest in the account 

Based on the comments received, the 
Commission has modified its proposed 
note EfB) to the Reserve Formula as 
follows: If the non-customer has less 
than a five percent ownership interest in 
the subject account, then the entire debit 
balance will be included in the formula! 
if such percentage ownership is between 
five percent and fifty' percent, then the 
portion of the debit balance attributable 
to the non-customer will be excluded 
from the formula and the remainder of 
the debit balance will be included in the 
formula, unless the broker-dealer can 
demonstrate that such debit balances 
are directly related to credit items in the 
formula: if such percentage ownership 
by a non-customer is greater than Fifty 
percent then the entire debit balance 
shall be excluded from the formula 
unless the broker-dealer can 
demonstrate that such debit balances 


are directly related to credit items in the 
formula. 

C. Concentration Provision 

Finally, the Commission's proposal 
would have provided that debit 
balances in margin accounts must be 
reduced by the amount by which a 
single customer s margin debit balance 
exceeds ten percent of the aggregate of 
all debit balances in customers* margin 
accounts included in Item 10 of the 
Reserve Formula. 

Many of the commentators stated that 
they believed that the proposed revision 
would be unfair to small and medium 
sized firms in that there would be a 
greater likelihood of a single customer 
comprising a significant percentage of 
the aggregate debit balances in those 
firms than would be the case in a larger 
Finn. In particular, they believed that a 
firm should not be required to exclude a 
concentrated debit from the formula if it 
could demonstrate that such debit 
balance is directly related to credit 
items in the formula, as is the case with 
the Commission’s other proposed 
revisions to the formula. In addition, 
many commentators believed that a 
concentration test tied to the firm’s 
tentative net capital, rather than 
aggregate debits, would be a more 
appropriate means of measuring a firm’s 
ability to manage the credit risk 
associated with any one account. 

Several commentators suggested that 
reporting a concentrated debit to the 
broker-dealer's self-regulatory 
organization (possibly as part of the 
monthly FOCUS Report) might be an 
alternative to the revision proposed by 
the Commission. Other commentators 
stated their belief that any 
concentration charge should take into 
account the quality, diversity, and 
marketability of the collateral securing 
the margin debit. Finally, some 
commentators stated their belief that the 
applicability of the concentration charge 
to omnibus accounts was unclear. 

Based on the comments received, the 
Commission believes it appropriate to 
modify the proposed concentration 
provision. First, the proposed 
amendment will make dear that a 
concentrated debit balance may be 
included in the formula to the extent 
that it is directly related to credit items 
in the formula. Second, the 
* concentration charge will be based on 
the amount of the broker-dealer's 
tentative net capital rather than its 
overall margin debt and is proposed at a 
level of 25 percent. Finally, the modiFied 
concentration provision will make clear 
that the Commission does not intend it 
to apply to omnibus accounts. 


The Commission believes its revised 
proposal is a more effective and less 
burdensome method of dealing wnth 
concentrated margin debits than either 
attempting to develop objective criteria 
for the evaluation of collateral securing 
such debits or creating additional 
reporting requirements. The Commission 
does not believe that it is feasible for it 
to develop objective criteria which 
would satisfactorily account for the 
quality, diversity, and marketability of 
the collateral securing margin debt in all 
cases. 

The Commission is concerned that an 
additional reporting requirement will be 
burdensome and will not be as effective 
as the proposal in dealing with 
concentrated margin debt The 
Commission does believe, however, that 
a flexible approach to the treatment of 
concentrated margin debits is 
appropriate and therefore proposes that, 
in situations where n broker-dealer is 
maintaining a margin debit which 
exceeds the threshold proposed herein, 
the broker-dealer may apply to its 
designated examining authority (“DEA") 
w hich may grant a partial or plenary 
exception from the concentration 
provision. The Commission believes this 
approach is preferable to an additional 
reporting requirement. The threshold 
level (twenty-five percent of a broker- 
dealer's tentative net capital) at which 
the concentration provision will become 
effective is high enough to ensure that 
only situations of extreme concentration 
of margin debits will be affected. A 
lower threshold would seem to be 
necessary for a reporting requirement in 
order to allow sufficient time to respond 
to problematic situations. The 
Commission seeks comment on this 
matter. Specifically, commentators are 
asked whether a reporting requirement 
would be an effective alternative to the 
concentration provision proposed and 
whether a reporting requirement would 
be preferable even if it meant a lower 
threshold (for example, ten percent of 
tentative net capital). 

The DEA’s exemptive authority also 
should permit the alleviation of any 
unnecessary burdens on smaller broker- 
dealers. w here an analysis of the 
collateral securing the margin debt 
suggests that the concentration with one 
customer does not raise concerns over 
the Financial stability of the broker- 
dealer. The Commission seeks comment 
on potential administrative problems 
with this aspect of the proposal. For 
example, how much time will the DEA's 
require for the review and what should 
be the status of the concentrated 
account during that time period? How 
should a change in the composition of 
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the collateral securing a concentrated 
debit balance be dealt with? For 
example, should the DEA’s granting of 
an exception be conditioned on the 
broker-dealer's agreement to send 
notification of any change in the 
collateral? 

III. Statutory Basis 

Pursuant to the Securities Exchange 
Act of 1934 and particularly Sections 
15(c)(3). 17 and 23(a) thereof. 15 U.S.C. 
78o(c)(3), 78q and 78w(a). the 
Commission proposes to amend 
5 240.15c3-3 in Part 240 of Chapter II of 
Title 17 of the Code of Federal 
Regulations in the manner set forth 
below. 

IV. Summary of Initial Regtilatory 
Flexibility Analysis 

The Commission has prepared an 
Initial Regulatory Flexibility Analysis in 
accordance with 5 U.S.C. 603 regarding 
the proposed amendments to Rule 15c3- 
3. The Analysis notes that the objective 
of the proposed amendments is to 
further the purposes of Rule 15c3-3 
which are to assure that customer funds 
and securities held by broker-dealers 
are protected against broker-dealer 
misuse or insolvency. The Analysis 
states that the proposed amendments 
will subject small broker-dealers to 
some additional recordkeeping 
requirements and may require some 
broker-dealers to maintain additional 
customer money in their Reserve Bank 
Accounts. The Analysis notes that the 
Commission is specifically seeking 
comment on whether there should be 
exemptions from the coverage of the 
proposed amendments and whether the 
proposed threshold amount of $50,000, 
below which the concentration 
provision regarding margin accounts 
would not be applicable, is appropriate 
or whether some other amount would be 
more appropriate. 

A copy of the Initial Regulatory 
Flexibility Analysis may be obtained by 
contacting Steven J. Gray, Division of 
Market Regulation, Securities and 
Exchange Commission, Washington. 

D.C. 205*19, (202) 272-2807. 

Lists of Subjects in 17 CFR Part 240 

Reporting and recordkeeping 
requirements. Securities. 

V. Text of the Proposed Amendments 

In accordance with the foregoing, it is 
proposed to amend 17 CFR Part 240 as 
follows: 


PART 240—GENERAL RULES AND 
REGULATIONS. SECURITIES 
EXCHANGE ACT OF 1934 

1. By revising paragraph (a)(1) of 
S 240.15c3-3, and by adding paragraphs 
(a)(ll), (a)(12) and (a)(13), to read as 
follows: 

} 240.15c3-3 Customer protection- 
reserves and custody of securities 

(«)••• 

(I) The term "customer" shall mean 
any person from whom or on whose 
behalf a broker or dealer has received or 
acquired or holds funds or securities for 
the account of that person. The term 
shall not include a broker or dealer or a 
registered municipal securities dealer. 
The term shall not include general 
partners or directors or principal officers 
of the broker or dealer or any other 
person to the extent that that person has 
a claim for property or funds which by 
contract, agreement or understanding, or 
by operation of law, is part of the capital 
of the broker or dealer or is 
subordinated to the claims of creditors 
of the broker or dealer. The term 
customer shall, however, include o 
broker or dealer to the extent that the 
broker or dealer maintains an omnibus 
account for the account of customers 
with the broker or dealer in compliance 
with Regulation T under the Securities 
Exchange Act of 1934. 

• ••it 

(II) The term "principal officer" shall 
mean the president, executive vice 
president, treasurer, secretary or any 
other person performing a similar 
function with the broker or dealer. 

(12) The term "household members 
and other persons related to principals" 
includes parents, mothers-in-law or 
fathers-in-law. husbands or wives, 
brothers or sisters, brothers-in-law or 
sisters-in-law, children, sons-in-law or 
daughters-in-law and any relative to 
whose support a principal contributes 
directly or indirectly. For purposes of 
this paragraph (a)(12), a principal shall 
be deemed to be a director, general 
partner, or principal officer of the broker 
or dealer. 

(13) The term "affiliated person" 
includes any person who directly or 
indirectly controls a broker or dealer or 
any person who is directly or indirectly 
controlled by or under common control 
with the broker or dealer. Ownership of 
10% or more of the common stock of the 
relevant entity will be deemed prima 
facia control of that entity for purposes 
of this paragraph. 

• • • • • 

2. By adding paragraphs 4. 5 and 6 to 
Note E of { 240.15c-3a as follows: 


5 240.15c3-3a Exhibit A—formula for 
determination of reserve requirement for 
brokers and dealers under $ 240.15c3-3. 

Note E • • • 

(4) Debit balances in cash and margin 
account! of household members and other 
persons related to principals of a broker or 
dealer and debit balances in cash and margin 
accounts of persons afTiliatcd with a broker 
or dealer shall be excluded from the Reserve 
Formula, unless the broker or dealer can 
demonstrate that such debit balances are 
directly related to credit items in the formula. 

(5) Debit balances in margin accounts 
(except for omnibus accounts) shall be 
reduced by the amount by which any single 
customer's debit balance exceeds 25% (to the 
extent such amount is greater than $50,000) of 
the broker-dealer's tentative net capital (/>., 
net capital prior to securities haircuts) unless 
the broker or dealer can demonstrate that ths 
debit balance is directly related to credit 
Items in the Reserve Formula. Related 
accounts (eg., the separate accounts of an 
Individual, accounts under common control 
or subject to cross guarantees) shall be 
deemed to be a single customer's accounts 
for purposes of this provision. If the 
registered national securities exchange or the 
registered national securities association 
designated pursuant to 17 CFR 240.17d-l at 
having responsibility for examining the 
broker or dealer ("designated examining 
authority") is satisfied, after taking into 
account the circumstances of the 
concentrated account including the quality, 
diversity, and marketability of the collateral 
securing the debit balances of margin 
accounts subject to this provision, that the 
concentration of debit balances is 
appropriate, then such designated examining 
authority may grant a partial or plenary 
exception from this provision. Each such 
designated examining authority shall make 
and preserve for a period of not less than 
three years a record of each exception 
granted pursuant to this provision which 
shall contain a summary of the justification 
for the granting of the exception. 

(6) Debit balances of joint accounts, 
custodian accounts, participations in hedge 
funds or limited partnerships or similar type 
accounts or arrangements of a person who 
would be excluded from the definition of 
customer ("non-customer") with persons 
includible in the definition of customer shall 
be included in the Reserve Formula in the 
following manner If the percentage 
ownership of the non-customer is less than 5 
percent then the entire debit balance shall bt 
Included in the formula; if such percentage 
ownership is between 5 percent and 50 
percent then the portion of the debit balance 
attributable to the non-customer shall be 
excluded from the formula unless the broker 
or dealer can demonstrate that the debit 
balances is directly related to credit items m 
the formula; if such percentage ownership is 
greater than 50 percent, then the entire debit 
balance shall be excluded from the formula 
unles the broker or dealer can demonstrate 
that the debit balance is directly related to 
credit items in the formula. 

By the Commission. 
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Dated: March 10.1985. 

John Wheeler. 

Secretary* 

JFK Doc. 85-7128 Filed 3-25-85; 8:45 am) 

S1UINO COOC §010-01-41 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

18 CFR Part 271 

[Docket No. RM7S-78-241 (Kentucky-4)) 

High-Cost Gas Produced From Tight 
Formations, Kentucky; Notice of 
Proposed Rulemaking 

agency: Federal Energy Regulatory 

Commission. 

action: Notice of proposed rulemaking. 

summary: The Federal Energy 
Regulatory Commission is authorized by 
section 107(c)(5) of the Natural Gas 
Policy Act of 197a 15 U.S.C. 3301-3432 
(1982) to designate certain types of 
natural gas as high-cost gas where the 
Commission determines that the gas is 
produced under conditions which 
present extraordinary risks or costs. 
Under section 107(c)(5). the Commission 
issued a final regulation designating 
natural gas produced from tight 
formations as high-cost gas which may 
receive an incentive price (18 CFR 
271.703 (1983)). This rule established 
procedures for jurisdictional agencies to 
submit to the Commission 
recommendations of areas for 
designation as tight formations. This 
Notice of Proposed Rulemaking by the 
Director of the Office of Pipeline and 
Producer Regulation contains the 
recommendation of the Commonwealth 
of Kentucky that the “Comiferous-Big 
Six' Formation of the If unton Croup 
and the “Clinton" Formation of the Crab 
Orchard Group be designated as tight 
formations under f 271.703(d). 

dates: Comments on the proposed rule 
are due on May 6.1965. Public Hearing: 
No public hearing is scheduled in this 
docket as yet. Written requests for a 
public hearing are due on April 4,1985. 

address: Comments and requests for 
hearing must be filed with the Office of 
the Secretary, 825 North Capitol Street. 
NR.. Washington. D C. 20426. 

FOR FURTHER INFORMATION CONTACT: 

Edward Gingold, (202) 357-5491. or C. 

W Gray, Jr.. (202) 357-8731. 

supplementary information: 

Istutd March 20.1985. 


I. Background 

On December 4.19B4, the 
Commonwealth of Kentucky (Kentucky) 
submitted to the Commission a 
recommendation, in accordance with 
$ 271.703 of the Commission’s 
regulations (18 CFR 271.703(1983)). that 
the “Comiferous-Big Six” Formation of 
the Hunton Group and the “Clinton” 
Formation of the Crab Orchard Group 
located in Lawrence and johnson 
Counties. Kentucky, be designated as 
tight formations. This Notice of 
Proposed Rulemaking is issued under 
5 271.703(c)(4) to determine whether 
Kentucky’s recommendation that the 
“Comiferous-Big Six” Formation of the 
Hunton Croup and the “Clinton” 
Formation of the Crab Orchard Croup 
be designated as tight formations should 
be odopted. Kentucky’s recommendation 
and supporting data are on file with the 
Commission and are available for public 
inspection. 

II. Description of Recommendation 

Kentucky recommends that the 
“Comiferous-Big Six” Formation of the 
Hunton Croup and the “Clinton” 
Formation of the Crab Orchard Croup in 
Lawrence and Johnson Counties in 
eastern Kentucky, except for excluded 
areas as shown on maps on file with the 
Commission, be designated as tight 
formations. 

The “Comiferous-Big Six” formation 
is a lower Devonian through middle 
Silurian marine deposit with 
interbedded layers of dolomitic 
limestone, calcareous dolomite, and 
sandstone. Individual formations that 
comprise the interval from oldest to 
youngest are the (1) Keefer Sandstone. 

(2) Lockport Dolomite. (3) Salina 
Formation. (4) Helderberg Limestone. (5) 
Oriskany Sandstone, and (6) Onondaga 
Limestone. The interval is found 
between the underlying Silurian Rose 
Hill Shale and the overlying Devonian 
Ohio Shale. The average depth to the 
top of the “Comiferous-Big Six” 
Formation ranges from 2.900 feet in the 
east to 1.750 feet in the west and has a 
thickness ranging from 500 to 775 feet in 
the recommended area. 

The ’’Clinton” Formation is a lower 
Silurian marine sandstone deposit. The 
interval is found between the overlying 
Rose Hill Shale and the underlying 
Brassfield Dolomite. The average depth 
to the top of the “Clinton” Formation 
ranges from 2,460 feet in the west to 
4.050 feet in the east and has a thickness 
ranging from 0 to 35 feet in the 
recommended area. 

III. Discussion of Recommendation 

Kentucky claims in its submission that 
evidence gathered through information 


and testimony presented at a public 
hearing in Frankfort convened by 
Kentucky on this matter demonstrates 
that: 

(1) The average in situ gas 
permeability throughout the pay section 
of the proposed area is not expected to 
exceed 0.1 millidarcy; 

(2) The stabilized production rate, 
against atmospheric pressure, of wells 
completed for production from the 
recommended formations, without 
stimulation, is not expected to exceed 
the maximum allowable production rate 
set out in $ 271.703(c)(2)(i)(B); and 

(3) No well drilled into the 
recommended formations is expected to 
produce more than five (5) barrels of oil 
per day. 

Kentucky further asserts that existing 
State and Federal Regulations assure 
that development of the formations will 
not adversely affect any fresh water 
aquifers. 

Accordingly, pursuant to the authority 
delegated to the Director of the Office of 
Pipeline and Producer Regulation by 
Commission Order No. 97. [Reg. 
Preambles 1977-1981) FERC Stats, and 
Regs. pO.100 (1980). the Director gives 
notice of the proposal submitted by 
Kentucky that the “Comiferous-Big Six” 
Formation of the Hunton Croup and the 
M Clinton” Formation of the Crab 
Orchard Croup as described and 
delineated in Kentucky’s 
recommendation as filed with the 
Commission, be designated as tight 
formations under 5 271.703. 

IV. Public Comment Procedures 

Interested persons may comment on 
this proposed rulemaking by submitting 
written data, views or arguments to the 
Office of the Secretary. Federal Energy 
Regulatory Commission, 825 North 
Capitol Street. NE., Washington. D.C. 
20426. on or before May 6.1985. Each 
person submitting a comment should 
indicate that the comment is being 
submitted in Docket No. RM79-76-241 
(Kentucky-4) and should give reasons 
including supporting data for any 
recommendations. Comments should 
include the name, title, mailing address, 
and telephone number of one person to 
whom communications concerning the 
proposal may be addressed. An original 
and 14 conformed copies should be filed 
with Secretary of the Commission. 
Written comments will be available for 
public inspection at the Commission’s 
Division of Public Information. Room 
1000, 825 North Capitol Street, NE.. 
Washington, D.C. during business hours. 

Any persons wishing to present 
testimony, views, data, or otherwise 
participate at a public hearing should 
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notify the Commission in writing that 
they want to make an oral presentation 
and so request a public hearing. The 
person shall specify the amount of time 
requested at the bearing, and should file 
the request with the Secretary of the 
Commission no later than April 4 . 1985. 

List of Subjects in IS CFR Part 271 

Natural gas. Incentive price. Tight 
formations. 

Accordingly, the regulations In Part 
271, Subchapter H. Chapter I. Title 18, 
Code of Federal Regulations, will be 
amended as set forth below, in the event 
the Commission adopts Kentucky's 
recommendation. 

Kennotb A. Williams, 

Director. Office of Pipeline and Producer 
Regulation. 

PART 271—{AMENDED) 

Section 271.703 is amended as follows: 

1. The authority citation for Part 271 
reads as follows: 

Authority: Department of Energy 
Organization Act. 42 U.S.C. 7101 ct wq; 
Natural Gas Policy Act of 197a is U.S.C. 
3301-3432; Administrative Procedure Act, S 
u&Cftsa 

2. Section 271.703 is amended by 
adding paragraph (d)(211) to read as 
follows: 

$271,703 Tight formations. 

• • • • • 

(d) Designated tight formations . 

• • • • • 

(190) through (210) (RESERVED) 

(211) "CorniferousBix Six"Formation 
of the Hun ton Croup and the "Clinton m 
Formation of the Crab Orchard Croup in 
Kentucky RM79-76-241 (Kentucky-4. 

(i) Delineation of formations. The 
“Comiferous-Big Six" Formation of the 
Hunton Group and the "Clinton" 
Formation of the Crab Orchard Group is 
found in Lawrence and fohnson 
Counties, Kentucky. Several areas in 
these counties are excluded from the 
designation and are shown on maps on 
file with the Commission. 

(ii) Depth. The average depth to the 
top of thie “Comiferous-Big Six" 
Formation ranges form 2,900 feet in the 
east to 1.750 feet in the west and has a 
thickness ranging from 500 to 775 feet It 
is overlain by the Devonian Ohio Shale 
and underlain by the Silurian Rose Kill 
Shale. The average depth to the top of 
the “Clinton" Formation ranges from 
2,480 feet in the west to 4,050 feet in the 
east and has a thickness ranging from 0 
to 35 feeL It is overlain by the Rose Hill 


Shale and underlain by the Brassfteld 
Dolomite. 

|FR Doc. 85-7065 Filed 3-25-85; 8:45 ant) 

5HUNG COOS S717-SMS 


DEPARTMENT OF JUSTICE 
Drug Enforcement Administration 
21 CFR Part 1304 

Records and Reports of Registrants; 
Changes In Record Requirements for 
Individual Practitioners 

AGENCY: Drug Enforcement 
Administration, Justice. 

ACTION: Notice of proposed rulemaking. 

SUMMARY: Section 514 of the Diversion 
Control Amendments, which was 
included in the Comprehensive Crime 
Control Act of 1984 (Pub. L 98-473), 
effective October 12.1984, amends the 
Controlled Substances Act at 21 U.S.C. 
827(c)(1)(A) and 21 U.S.C. 827(c){l)lB). 
Section 827 of the Controlled Substances 
Act describes records which are 
required to be kept by DFJK registrants. 
The amended paragraphs in section 827 
listed above make certain recordkeeping 
requirements inapplicable to 
practitioners who dispense controlled 
substances in the lawful course of 
professional practice. The legislative 
history relating to these newly amended 
paragraphs states the purpose of the 
amendment (s to clarify the 
recordkeeping requirements for 
practitioners and to remove the 
distinction between records required for 
narcotic and nonnarcotic controlled 
substances. The changes in 21 CFR 
1304.03 are a direct reflection of the 
statutory umendment. 

DATE: Written comments and objections 
must be received on or before April 25, 
1985. 

address: Comments and objections 
should be submitted in quintuplicate to 
the Administrator. Drug Enforcement 
Administration, United States 
Department of Justice. 1405 1 Street. 
N.W., Washington. D.C. 20537, 

Attention: DEA Federal Register 
Representative. 

FOR FURTHER INFORMATION CONTACT! 

G. Thomas Gitchel, Chief, Diversion 
Operations Section. Office of Diversion 
Control, Drug Enforcement 
Administration. 1405 I Street. N.W., 
Washington. D.C, 20537, (202-833-1216). 
SUPPLEMENTARY INFORMATION Title 21 
Code of Federal Regulations 1304.03 (b) 
and (c) currently reflect the 
recordkeeping exceptions for individual 
practitioners found in 21 U.S.C. 827 


(c)(1)(A) and (c)(1)(B) as they read prior 
to enactment of Pub. L 98-473, the 
Comprehensive Crime Control Act of 
1984. Contained within this new Act are 
the Diversion Control Amendments. 
These amendments to the Controlled 
Substances Act were enacted by 
Congress for the purpose of 
strengthening the authority to prevent 
diversion of controlled substances. Thu 
purpose is made clear in the legislative 
history of the amendments. The purpose 
of section 514 of the Diversion Control 
Amendments, which amends 
827(c)(1)(A) and 827(c)(1)(B) of the 
Controlled Substances Act is to clarify 
and simplify the language describing the 
records required to be kept by 
practitioners who prescribe, administer 
and dispense controlled substances. 
One major change is the removal of the 
distinction between records required for 
narcotic versus nonnarcotic controlled 
substances. The amendments require 
the same records, or exempt the keeping 
of records, based on typo of dispensing 
activity and not on type or schedule of 
controlled substances. The activity of 
prescribing controlled substances in 
Schedules U. IIL IV and V continues to 
be exempt from recordkeeping under the 
Act. This is reflected in the revised 21 
CFR 1304.03(c). Administering of 
controlled substances In Schedules 11. 
Ill, IV and V only requires that records 
be maintained if the practitioner 
regularly administers and dispenses 
controlled substances to patients and 
also charges for such services. The 
charge may be a separate one. or 
included in a fee which includes all 
professional services. The provisions for 
records when controlled substances are 
administered are found in the newly 
revised 21 CFR 1304 03(d). Those 
individual practitioners who dispense 
controlled substances other than by 
prescribing or administering, for 
example, providing controlled 
substances to a patient to be taken at s 
later time, are required to keep records 
in the form specifically outlined in 21 
CFR 1304.17b and 1304.24. Pursuant to 
the authority vested in the Attorney 
General by 21 U.S.C. 821 and 871(b) as 
delegated to the Administrator of the 
Drug Enforcement Administration and 
rcdelegafed to the Deputy Assistant 
Administrator of the Office of Diversion 
Control by 28 CFR 0.100 and 0.104, the 
Deputy Assistant Administrator hereby 
hereby proposes that 21 CFR Part 1304 
be amended as follows: 

List of Subjects in 21 CFR Part 1304 

Drug traffic control. Reporting and 
recordkeeping requirements. 
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PART 1304—(AMENDED] 

1, The authority citation for Part 1304 
reads as follows: 

Authority: Pub. L 96-473; M SUL 2074 (21 

U.S-C 827). 

2 Section 1304.03 is amended by 
revising paragraphs (b) and (c). adding a 
new fd) and redesignating existing 
paragraphs fd). (e) and ff) as (e). (f) and 
lg) n-Hpactively; 

§ 1 304.03 Persona required to keep 
records and file reports. 

• • • • 

(b) A registered individual 
practitioner is required to keep records, 
iis described in $1304.04. of controlled 
substances in Schedules II, III. IV and V 
which are dispensed, other than by 
prescribing or administering, in the 
lawful course of professional practice. 

(c) A registered individual practitioner 
is not required to keep records of 
controlled substances in Schedules II. 

III. IV and V which are prescribed in the 
lawful course of professional practice, 
unless such substances are prescribed in 
the rourse of maintenance or 
detoxification treatment of an 
individual. 

(d) A registered individual 
practitioner is not required to keep 
rtcurds of controlled substances listed 
m Schedules II Ill. IV and V which are 
administered in the lawful course of 
professional practice unless the 

prm titioner regularly engages in the 
dispensing or administering of 
ce.i trolled substances and charges 
p»istents, either separately or together 
with charges for other professional 
services, for substances so dispensed or 
Administered. Records are required to be 
kept for controlled substances 
administered in the course of 
maintenance or detoxification treatment 
of an individual. 

1 Section 1304.03 is furthi* amended 
b> changing the reference to paragraphs 
(d) and (e) in newly designated 
p-tr.5graph (g) to read paragraphs (e) and 
If) respectively. 

The Deputy Assistant Administrator 
Hereby certifies that this proposal will 
have no significant impact upon small 
entitle* whose interests must be 
considered under the Regulatory 
Flexibility Act, 5 U.S:C. 801. et seq. A 
v< ry small percentage of registered 
individual practitioners are regular 
dispensers of controlled substances. As 
Home records are already required to be 
Iwpt by the current regulation, the 
increased requirements for certain 
controlled substances are minimal. 

Pursuant to section 3(c)(3) and 


3(e)(2)(B) of the Executive Ordor 12291, 
this proposed action has been submitted 
for review by the Office of Management 
and Budget, and approval of that Office 
has been requested pursuant to the 
provisions of the Paperwork Reduction 
Act of 198a 44 U.S.C. 3501, et seq. 

Dated: March 5,1985. 

Gene R HaisIJp, 

Deputy Assistant Administrator, Office of 
Diversion Control Drug Enforcement 
Administration . 

(FR Doc. 85-6178 Filed 3-25-85; 845 am| 

BILLING COOf 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CFR Part 885 

I Docket No. R-85-1227; FR-2066) 

Loans for the Elderly or Handicapped; 
Interest Rate Adjustments 

agency: Office of the Assistant 
Secretary for Housing—Federal Housing 
Commissioner, HUD. 
action: Proposed rule. 

summary: The Department is proposing 
to amend 24 CFR { 885.410(g). which 
governs the establishment of the interest 
rate for direct loans for housing for the 
elderly or handicapped under section 
202 of the Housing Act of 1959. Under 
the proposed rule, the Secretary' would 
set the interest rate for loans ut or below 
a prescribed rate ceiling. The interest 
rate determination would be announced 
annually by placing a notice in the 
Federal Register. 'This notice would 
include a statement explaining the basis 
of the interest rate determination, if the 
interest rate is set below the prescribed 
rate ceiling. 

OATE: Comments due: May 28.1985.. 
address: Interested persons are invited 
to submit comments to the Rules Docket 
Clerk. Office of the General Counsel. 
Room 10276, Department of Housing and 
Urban Development. 451 Seventh Street. 
SW.. Washington, D.C. 20410. Comments 
should refer to the above docket number 
and title. A copy of each comment 
received will be available for public 
inspection during regular business hours 
at the above address. 

FOR FURTHER INFORMATION CONTACT: 

Robert W. Wilden. Director, Assisted 
Elderly and Handicapped Housing 


Division, 451 Seventh Street SW.. Room 
8116, Washington. D.C. 20410, Telephone 
(202) 428-8730. (This is not a toll-free 
number.) 

SUPPLEMENTARY information: Section 
202(a)(3) of the Housing Act of 1959 
provides that a loan for housing for the 
elderly or handicapped shall bear 
interest at a rale, established by the 
Secretary of Housing and Urban 
Development. M which is not more than a 
rate determined by the Secretary of the 
Treasury taking into consideration the 
average interest rate on all interest 
bearing obligations of the United States 
then forming a part of the public debt, 
computed at the end of the fiscal year 
next preceding the dale on which the 
loan is made, adjusted to the nearest 
one-eighth of one percentum, plus an 
allowance adequate in the judgment of 
the Secretary (of HUD] to cover 
administrative costs and probable 
losses under the program.*' HUD's 
current regulation at 24 CFR 885.410(g) 
states that the Secretary will set the 
direct loan interest rate at the rate 
determined by the Secretary of the 
Treasury, plus an allowance at .25 
percent per annum to cover 
administrative costs and probable 
losses 

In recent years, the Department has 
made annual amendments to 
$ 885.410(g) to set a lower interest rate, 
in response to statutory amendments 
modifying section 202 of the Act. On 
March 4, 1982. the Secretary amended 
the regulation to continue the Fiscal 
Year 1961 rate (including the allowance 
for administrative costs and probable 
losses) at 9.25 perceni for Fiscal Year 
1982 (47 FR 9207). Similarly, on February 
8.1983 (48 FR 5721). December 23,1983 
(48 FR 50749) and January 22. 1985 (50 
FR 2781), the Department amended 
§ 885.410(g) to set the interest rate (and 
allowance) for section 202 loans at 9.25 
percent for Fiscal Years 1983,1984 ami 
1905, in accordance with the Further 
Continuing Appropriations Act, 1983 
(Rub. L 97-377). the Housing and Urban 
Rural Recovery Act of 1983 (Pub. L 98- 
181). and the Housing and Urban 
Development-Independent Agencies 
Appropriations AcL 1985 (Pub. L 98- 
371). 

To avoid further annual amendments 
to Part 885. the Department proposes to 
revise $ 885.410(g) to state that the 
interest rate on section 202 loans will 
not exceed cither (1) The average 
interest rate on all interest-bearing 
obligations of the United States, as 
determined by the Secretary of the 
Treasury, plus an allowance of .25 
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percent per annum to cover 
administrative costs and probable 
losses: or (2) any applicable statutory 
ceiling on interest rates or allowances 
for administrative costs and probable 
losses established for section 202 loans. 
This amendment would also require the 
Secretary to annually announce the 
section 202 interest rate by placing a 
notice in the Federal Register. If the 
Secretary determines that the interest 
rate should be set below the rate ceiling, 
the Federal Register notice will explain 
the Secretary’s rationale for the lower 
rate. 

This rule does not constitute a ’’major 
rule** as that term is defined in section 
1(b) of Executive Order 12291 on Federal 
Regulation. Analysis of the rule 
indicates that it does not: (1) Have un 
annual effect on the economy of $100 
million or more; (2) cause a major 
increase in costs or prices for 
consumers, individual industries, 
Federal, State, or local government 
agencies, or geographic regions: or (3) 
have a significant adverse effect on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Under 24 CFR 50.20(1), an 
environmental finding is not necessary 
because statutory required 
establishment of interest rates is among 
matters categorically excluded from the 
environmental requirements of 24 CFR 
Part 50. 

This rule was not listed in the 
Department’s October 22,1984 
Semiannual Agenda of Regulations (49 
FR 41B84) published under Executive 
Order 12291 and the Regulatory 
Flexibility Act. 

The Catalog of Federal Domestic 
Assistance Program title and number is: 
Housing for the Elderly and 
Handicapped, 14.157. 

Under section 605(b) of the Regulatory 
Flexibility Act, the Undersigned hereby 
certifies that this rule does not have a 
significant economic impact on a 
substantial number of small entities, 
since, if this rule becomes effective, the 
interest rate on section 202 loans would 
continue to be set at or below the rate 
that would be established under the 
existing regulations, and the rate would 
be established on the same basis as in 
the past. 


List of Subjects in 24 CFR Part 885 

Aged. Grant programs: Housing and 
community development. Handicapped. 
Loan programs: I lousing and community 
development, Low and moderate income 
housing. 

PART 885—LOANS FOR HOUSING 
FOR THE ELDERLY OR HANDICAPPEO 

Accordingly, in 24 CFR Part 885. 

5 885.410(g) would be revised to read as 
follows: 

• • • • • 

§ 885.410 Amount and terms of financing. 

I f 8 • I 

(x) Loon interest rate. (1) Loans shall 
bear interest at a rate established by the 
Secretary. The interest rate set by the 
Secretary shall not exceed either: 

(1) A rate determined by the Secretary 
of the Treasury to be the average 
interest rate on all interest-bearing 
obligations of the United States then 
forming a part of the public debt 
computed at the end of the fiscal year 
immediately prior to th£ date on which 
the loan is made, plus an allowance to 
cover administrative costs and probable 
losses under the program. (This 
allowance has been determined by the 
Secretary of Housing and Urban 
Development to be one-fourth of one 
percent (.25%) per annum for both the 
construction and permanent loan 
periods); or 

(ii) Any statutory ceiling on interest 
rates or allowances for administrative 
costs and probable losses for such loans 
as may be applicable. 

(2) The Secretary of Housing and 
Urban Development shall annually 
establish the loan interest rate by 
publishing a notice of the rate in the 
Federal Register. If the Secretary sets a 
loan interest rate below the interest rate 
ceilings described under paragraph 
(g)(1). the Federal Register notice will 
include a statement explaining the basis 
for the interest rate determination. 

(Sec. 202, Housing Act of 1959,12 U.S.C. 
1701q; sec. 7(d), Department of Housing and 
Urban Development Act, 42 U.S.C. 3535(d)) 

Dated: March 19, 1985. 

Shirley McVay Wiseman, 

Genera! Deputy Assistant Secretary for 
Housing—Deputy Federal tlousing 
Commissioner 

|KR Doc. 85-7042 Filed 3-25-85: 8:45 itm| 

BILLING COOC 4J10-27-M 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 

26 CFR Parts 1,31, and 54 

ILR-145-84 and LR-216-84] 

Limitation on Account of Depreciation 
and Investment Credit for Luxury 
Automobiles; Limitation When Certain 
Property Is Used for Personal 
Purposes; and Taxation of Fringe 
Benefits; Public Hearing 

agency: Internal Revenue Service. 
Treasury. 

action: Notice of public hearing on 
proposed regulations—clarification. 

summary: This document provides 
clarification of a previously published 
notice of public hearing. The public 
hearing pertains to proposed tax 
regulations relating to the limitation on 
amount of depreciation and investment 
lax credit for luxury automobiles, and 
limitation when certain property is u$ed 
for personal purposes (LR-145-84), and 
the taxation of fringe benefits (LR-216- 
84). 

dates: The public hearing will be held 
on three consecutive days, April 16-18, 
1985. Outlines of oral comments must be 
delivered or mailed by Tuesday. April 2, 
1985. 

address: The hearing will be held in the 
I.R.S. Auditorium. Seventh Floor. 7400 
Corridor, Internal Revenue Service 
Building. 1111 Constitution Avenue NVV. 
Washington, D.G Requests to speak and 
outlines of oral comments should be 
submitted to the Commissioner of 
Internal Revenue. Attn: CC:LR:T (LR- 
145-84 or LR-216-84), Washington. D C 
20224. 

FOR FURTHER INFORMATION CONTACT: 

B. Faye Easley or Cynthia Grigsby. 
Legislation and Regulations Division. 
Office of Chief Counsel. Internal 
Revenue Service, Washington. D.C. 
20224, telephone 202-566-3935 (not a 
toll-free call). 

SUPPLEMENTARY INFORMATION: On 

Wednesday. February 20.1985, the 
Internal Revenue Service published in 
the Federal Register (50 FR 7072) a 
notice of public hearing on proposed 
regulations. The regulations that are to 
be the subject of the hearing also were 
published in the Federal Register on 
February 20.1985 (50 FR 7071 for IJl- 
145-84 and 50 FR 7073 for LR-216-84) 
Clarification 

Although the principal subject of the 
hearing on April 16 will be the proposed 
regulations relating to the limitation on 
amount of depreciation and investment 
tax credit for luxury automobiles, and 
limitation when certain property is used 
for personal purposes, and the principal 
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object of the-heanng on April 17 and 18 
will be proposed regulations relating to 
fnnge benefits, because of the 
interrelationship of the subject matters 
»nd the desire of many to speak to both, 
those who wish to address both subjects 
irill be expected to combine their 
comments at the hearing, rather than to 
sppear on consecutive days. 

To avoid any misunderstanding with 
respect to the total amount of time that 
wtll be allotted to each speaker at the 
hearing* this document clarifies that 
each speaker will be limited to a total of 
10 minutes for the speaker's entire oral 
presentation, exclusive of time 
consumed by questions and answers* 
and that speakers who wish to address 
both proposals may allocate the 10 
minute s between the two proposed 
regulations in any proportion the 
sptviker may desire. 

Prt ttl K Sum. 

Director. Legislation and Regulations 

'tL 

|FR Doc. 65-7171 Filed 3-25-85, 845 am) 

Ml IMG COOC 4*30-01 -41 


DEPARTMENT OF JUSTICE 
23 CFR Part 18 

Office of Justice Programs Hearing 
and Appeal Procedures 

agency: Office of Justice Programs. 

Mice. 

action: Proposed regulation, with 
request for comment. 

summary: The Office of Justice 
Programs (OJPJ proposes to revise the 
regulation for the hearing and appeal 
procedures of the Justice Assistance 
unties. These include: The Office of 
Justice Programs (OJP); the National 
Institute of justice (NIjk the Bureau of 
justice Statistics (B)S); The Bureau of 
Justice Assistance (BJA); the Office of 
juvenile Justice and Delinquency 
Prevention (OJJDP): and the Office for 
Victims of Crime (OVC). The new 
regulation is necessary to reflect 
changes made by Congress in the 
authorizing legislation of these agencies. 
The proposed regulation will provide 
guidelines for the hearing and appeal 
process available to a block grant or 
formula grant applicant or receipient or 
a recipient of a categorical grant or 
cooperative agreement whose grant or 
cooperative agreement may be 

terminated. 

oats: Comments must be received on or 
Wore May 28.1985. 
adoresb: Mail Comments to: Office of 
General Counsel. Office of Justice 
Programs. U.S. Department of Justice. 


633 Indiana Ave.. NW., Room 1268. 
Washington. D C. 20531. 
for further information contact: 
Charles A. Lauer. 202/724-7792, 
supplementary information: The 
changes to Title 28. Part 18 are proposed 
to implement three new legislative 
provisions and to otherwise simplify the 
appeal process. 

The Justice Assistance Act of 1984, 
Title It Chapter VI. Division 1. of Pub. L 
88—473. 98 Stal. 1837 [Oct. 12.1984) 
reauthorized and amended Title 1 of the 
Omnibus Crime Control and Safe Streets 
Act of 1968. as amended (Crime Control 
Act). The amendments eliminated the 
Office of Justice Assistance. Research* 
and Statistics and the Law Enforcement 
Assistance Administration and 
established an Office of Justice 
Programs (OJP) and a Bureau of Justice 
Assistance (BJA). BJA will administer a 
criminal justice block and discretionary 
grant program. The National Institute of 
Justice and the Bureau of Justice 
Statistics (0]S) were reauthorized by the 
amendments. Section 802 of the Justice 
Assistance Act contains hearing and 
appeal provisions applicable to OJP, 

BjA, NIJ. and BJS under the express 
terms of the Crime Control Act. 

The Juvenile Justice, Runaway Youth, 
and Missing Children's Act amendments 
of 1984. Title II. Chapter VL Division IL 
of Pub. L. 98-173, supra, reauthorized 
and amended the Juvenile Justice and 
Delinquency Prevention Act of 1974. as 
amended (Juvenile Justice Act). The 
luvenile Justice Act is administered by 
the Office of Juvenile Justice and 
Delinquency Prevention (OJJDP). under 
the administrative authority of the 
Attorney General and with coordination 
and staff support services provided by 
OJP. Sections 223(d), 226, and 228(e) of 
the Juvenile Justice Act contain hearing 
and appeal provisions incorporating or 
comparable to those in Sections 802-804 
of the Crime Control Act. 

The Victims of Crime Act of 1984. 

Title U. Chapter XIV of Pub. L 98-473. 
supra, established a Crime Victims Fund 
to be administered by the Attorney 
GencraL Ac Office for Victims of Crime 
has been established by the Attorney 
General in the Office of Justice 
Programs. Section 1407(0 of the Victims 
of Crime Act contains hearing and 
appeal provisions comparable to those 
in section 802 of the Crime Control Act. 

The Justice Assistance Act of 1984 
made two substantive changes to 
existing hearing and appeal provisions 
which had been implemented by 28 CFR 
Part 18. Section 802(b) (previously 
section 803(b)) was amended to 
eliminate access to a formal hearing 
process for applicants for categorical 


grants. The Juvenile Justice amendments 
and the Victims of Crime Act provisions 
are comparable. Access to the statutory 
hearing process remains available to 
State block grant applicants for criminal 
justice block grants. State applicants for 
Juvenile Justice Act formula grant funds, 
and Victims of Crime Act State 
compensation or assistance programs. 

This formal hearing process leads to a 
recommendation by a hearing officer 
and reconsideration by the responsible 
agency official resulting In a "final" 
agency decision. The termination of any 
existing block, formula* or categorical 
grant or cooperative agreement remains 
an appealable action under all of the 
above referenced Acts and the revised 
28 CFR Part 18. Categorical grant 
applicants are not provided access to 
the formal hearing process. A direct and 
informal request for reconsideration of 
the denial of categorical grant or 
cooperative agreement applications was 
deemed to be more appropriate, to take 
less time, and to be less costly to both 
the applicant and the agency. 

The second substantive change, also 
provided in section 802(b). provides far 
the responsible agency official to take 
"final action without a hearing if* after 
an administrative review of the denial of 
such application or termination of such 
grant it is determined that the basis for 
the appeal, if substantiated, would not 
establish a basis for awarding or 
continuing of the grant involved.** This 
change is designed to avoid a waste of 
resources on frivolous or 
unsubstantiated appeals. Appellate 
court review is available to avoid abuse 
of this provision. 

The OJP administrative appeal 
process continues to be unavailable to 
sub-grant applicants or recipients of a 
State agency administering one of the 
block* formula or victims assistance/ 
compensation programs. These subgrant 
applicants or recipients must continue to 
pursue appropriate due process 
remedies under applicable State law 
and procedure. 

The changes to Title 28 Part 18 are 
proposed to implement these new 
legislative provisions and otherwise 
simplify the appeal process. 

This order is not a rule within the 
meaning of the Regulatory Flexibility 
Act 5 U.S.C. 801-612. This order is not a 
"major rule" as defined by { l.b. of 
Executive Order No. 12291. 3 CFR 127 
(1981). 

List of Subjects in 28 CFR Part 18 

Administrative practice and 
procedure. Crime. Grant programs—law. 
Investigations. Law enforcement. 
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Title 28 of the Code of Federal 
Regulations is amended by revising Part 
18 to read as follows: 

PART 18—OFFICE OF JUSTICE 
PROGRAMS HEARING AND APPEAL 
PROCEDURES 

Sec. 

181 Purpose. 
ia.2 Application. 

18.3 Definitions. 

184 Preliminary hearings. 

185 Hearings. 

18.6 Conduct of hearings. 

187 Discovery. 

18.8 Recommended decision. 

18.9 Final agency decision. 

1810 Rehearing. 

Authority: Sections 801-804 of the Omnibus 
Crime Control and Safe Streets Act of 1968 
42 U.S.C 3701. el seq.. as amended (Pub. L 
90-351, as amended by Pub. L 93-83. Pub. L 
93-415, Pub. L 94-430. Pub. L 94-503. Pub. L 
95-115. Pub. L 96-157. and Pub. L 98-473). 

Section 223(d). 226 and 228(e) of the 
Juvenile Justice and Delinquency Prevention 
Act of 1974. 42 U.S.C. 5801. el seq., as 
amended (Pub. L 93-415. as amended by Pub. 
L 94-503, Pub. L 95-115. Pub. L 96-509, and 
Pub. L 98-473). 

Section 1407(f) of the Victims of Crime 

Act of 1984.-U.S.C.-. Pub. L 98- 

473, 98 Stat. 2178. 

9 181 Purpose. 

The purpose of this regulation is to 
implement the hearing and appeal 
procedures available to State block or 
fomula grant applicants or recipients 
and existing categorical grantees under 
sections 802 through 804 of Title I of the 
Omnibus Crime Control and Safe Streets 
Act of 1968 as amended (Crime Control 
Act); sections 223(d), 228 and 228(e) of 
the Juvenile Justice and Delinquency 
Prevention Act of 1974, as amended 
(Juvenile Justice Act); and section 
1407(f) of the Victims of Crime Act of 
1984 (Victims of Crime Act). 

§ 18.2 Application. 

(a) These procedures apply to all 
appeals and hearings of State formula or 
block grant applicants or recipients and 
all existing recipients of categorical 
grants or cooperative agreements 
requested under section 802 of the 
Justice Assistance Act; sections 223(d), 
226 and 228(e) of the Juvenile fustice 
Act; section 1407(f) of the Victims of 
Crime Act; the nondiscrimination 
provision of section 809 of the Crime 
Control Act or the cross-referenced 
provisions of the Emergency Federal 
Law Enforcement Assistance Program. 
The method of notifying recipents of 
their non-compliance with section 809 
(the nondiscrimination provision of the 
Crime Control Act) is set forth at section 


809 of the Crime Control Act. and 28 
CFR 42.208. 

(b) These procedures do not apply to 
hearings requested under the Public 
Safety Officers’ Benefits Act, 42 U.S.C. 
section 3796, et scq. The hearing and 
appeal procedures available to 
claimants denied benefits under that Act 
are set forth in the Appendix to 28 CFR 
Part 32. 

(c) These procedures do not apply to 
subgrant applicants or to recipients or 
third party beneficiaries of block or 
formula grants awarded to a State. 

(d) These procedures do not apply to 
categorical grant applicants. 

(e) These procedures do not apply to 
private sector/prison industry 
enhancement certification applicants; 
Regional Information Sharing Systems 
grant applicants; surplus Federal 
property certification applicants; or the 
State reimbursement program for 
Incarcerated Mariel-Cubans. 

9183 Definitions. 

(a) ’’Block or formula grant applicant 
or recipient” means an applicant for a 
grant awarded under the provisions of 
Part D of the Crime Control Act; Part B, 
Subpart I of the Juvenile Justice Act; and 
sections 1403 and 1404 of the Victims of 
Crime Act. 

(b) “Categorical grant recipient” 
means a public or private agency which 
has received a research, statistics, 
discretionary, technical assistance, 
special emphasis, training, 
concentration of Federal effort or other 
direct Federal assistance award of grant 
funds. 

(c) “Categorical grant applicant” 
means a public or private agency which 
has applied for a research, statistics, 
discretionary, technical assistance, 
special emphasis, training, 
concentration of Federal effort or other 
direct Federal assistance award of grant 
funds. 

(d) “Grant” includes cooperative 
agreements and means a direct award of 
financial assistance from OJP, BJA. N1J. 
OJJDP, BJS or OVC. 

(e) “Crime Control Act” means the 
Omnibus Crime Control and Safe Streets 
Act of 1968. 42 U.S.C. 3701. et seq., as 
amended. 

(f) “Juvenile Justice Act” means the 
Juvenile Justice and Delinquency 
Prevention Act of 1974, 42 U.S.C. 5601, et 
seq., as amended. 

(g) "Responsible agency” means the 
organizational unit whose action is 
being appealed. This will be OJP, NIJ. 
BJS, OJJDP, BJA or OVC as appropriate. 
In hearings requested under the 
nondiscrimination provisions of the 
Crime Control Act, the responsible 
agency is OJP. In hearings requested to 


contest block or formula grant denials or 
terminations or categorical grant 
terminations, the responsible agency is 
the organizational unit that took the 
action at issue: OJP. BJA, OJJDP, NIJ, BJS 
or OVC. 

(h) "Responsible agency official” 
means the Assistant Attorney General. 
Office of Justice Programs (OJP); the 
Director, Bureau of Justice Assistance 
(BJA); the Director, National Institute of 
Justice (NIJ); the Director, Bureau of 
Justice Statistics (BJS); the Director, 
Office for Victims of Crime (OVC); or 
the Administrator, Office of Juvenile 
Justice and Delinquency Prevention 
(OJJDP), as appropriate. 

(i) “Sub^grant applicant or recipient” 
means the State agency, unit of local 
government or private non-profit 
organization which applies for, or 
receives, a grant from a State agency 
which administers a block or formula 
grant. 

(j) “Victims of Crime Act” means the 

Victims of Crime Act of 1984.- 

U.S.C.-. 

9 18.4 Preliminary hearings. 

(a) A grantee determined to be in 
noncompliance with the 
nondiscrimination provisions of the 
Crime Control Act. the Juvenile Justice 
Act or the Victims of Crime Act may 
request a preliminary hearing within 90 
days after receipt of the notification of 
noncompliance. 

(b) The preliminary hearing shall be 
initiated within 30 days of the request. 

(c) The sole issue to be adjudicated by 
the hearing officer is whether the 
grantee is likely to prevail on the merits 
of the issue at a full hearing requested 
under 28 CFR 42.215. The grantee shall 
have the burden of persuading the 
hearing officer that the grantee is likely 
to prevail on the merits. 

(d) The hearing officer may permit the 
parties to argue the issue by briefs, oral 
argument, or the presentation of 
testimony and exhibits. The hearing 
officer shall accept as evidence 
documents and other exhibits which can 
reasonably be authenticated and 
subjected to cross-examination at a full 
hearing. 

(e) The hearing officer shall make the 
final decision on the issue within 15 
days after the conclusion of the 
preliminary hearing. 

9 18.6 Hearing*. 

(a) Whenever the responsible agency 
official finds that there has been a 
substantial failure to comply with: 

(1) The provisions of the Crime 
Control Act. the Juvenile Justice Act, or 
the Victims of Crime Act: 
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(2) Regulations promulgated by the 
responsible agency pursuant to 
appropriate statutory authority; or 

(3) A plan or application submitted in 
accordance with the provisions of the 
Crime Control Act; the Juvenile Justice 
Act the Victims of Crime Act. or the 
provisions of any other applicable 
Federal act. regulation or guideline; 

the responsible agency shall notify the 
grantee or applicant State that all or 
part of its grant or subgrant will be 
terminated or suspended until the 
responsible agency is satisfied that there 
is no longer such failure. 

(b) The notice shall contain; 

(1) A statement of facts sufficient to 
Inform the party of the reasons for the 
agency's proposed action; 

(2) A statement of the nature of the 
action proposed to be taken: and 

(3) A reference of the available appeal 
rights. 

(c) If a block or formula grant 
applicant or recipient or a categorical 
grant recipient wishes to appeal any 
action covered by paragraph (a) of this 
section it may request a review of the 
Issues in controversy within 30 days 
after notice of termination, 
noncompliance or denial by writing to: 
Office of General Counsel, Office of 
Jostice Programs, U.S. Department of 
justice. 633 Indiana Avenue, NW., Room 
1268, Washington. D.C. 20531. 

(d| The request for a review shall 
contain: 

HI A factual statement sufficient to 
inform the responsible agency of the 
nature of the issues involved: 

(2) A recital of the relief requested: 

and 

(3) A request for an oral hearing, or in 
the alternative, an opportunity to submit 
only written information or argument to 
a hearing officer. 

(e) If the responsible agency official 
determines that basis for the appeal in 
paragraph (c) of this section would not. 
if substantiated, establish a basis for 
grant award or continuation, the official 
may take final agency action on the 
appeal. 

(f) The responsible agency or its 
representative may attempt to 
informally resolve a controversy arising 
under this section prior to initiating a 
hearing. Unless it is expressly agreed 
otherwise, an agreement to attempt 
informal resolution does not waive the 
right to the formal hearing, 

(g) If the responsible agency or its 
representative does not receive a 
request for a review within 30 days after 
notice has been sent, the opportunity for 
review is waived. 

(h) All oral hearings requested under 
this section shall be held in Washington. 


D.C, unless the hearing officer decides 
that the hearing could be conducted in a 
more expeditious, fair, or cost effective 
manner in another location. 

(i) The responsible agency may 
suspend all or part of the grantee's 
funding pending the completion of the 
review process. If. at the conclusion of 
the review process, the responsible 
agency determines that the grantee is in 
compliance, it shall restore all 
previously suspended funding to the 
grantee. 

(j) Any person may request the 
responsible agency official to determine 
whether a grantee has failed to comply 
with the terms of the statute under 
which the grant was awarded, agency 
regulations or the terms and conditions 
of the grant. The responsible agency 
may, in its discretion, conduct an 
investigation into the matter and. if 
warranted, make a determination of 
noncompliance. Only a grantee 
determined to be in noncompliance may 
request a compliance hearing. 

{ 16.6 Conduct of hearings. 

(a) A hearing officer appointed by the 
responsible agency official shall preside 
over the hearing. The hearing officer 
may be an administrative law judge, or 
on employee of the Department of 
Justice who was not involved in the 
administration, investigation or 
prosecution of the matter at issue. In 
hearings held under the 
nondiscrimination provisions of the 
Crime Control Act, the Juvenile Justice 
Act or the Victims of Crime Act. the 
hearing officer shall be an 
administrative law judge. 

(b) If the hearing officer appointed is 
unacceptable to the appellant, it shall 
promptly inform the responsible agency 
officol of the reasons for its position. 
The responsible agency official may 
select another hearing officer, or affirm 
the initial selection. In either case, the 
official shall inform the appellant of the 
reasons for the decision. 

(c) The hearing officer shall have the 
following powers and duties: 

(1) The power to hold hearings and 
regulate the course of the hearings and 
the conduct of the parties and their 
counsel: 

(2) The power to sign and issue 
subpoenas and other orders requiring 
access to records; 

(3) The power to administer oaths and 
affirmations; 

(4) The power to examine witnesses; 

(5) The power to rule on offers of 
proof and to receive evidence; 

(6) The power to take depositions or 
to cause depositions to be taken; 

(7) The power to hold conferences 
under paragraph (d) of this section for 


the settlement or simplification of the 
issues or for any other proper purpose: 

(8) The power to consider and rule 
upon procedural requests and other 
motions, including motions for default; 

(9) The duty to conduct fair and 
impartial hearings; 

(10) The duty to maintain order; 

(11) The duty to avoid unnecessary 
delay; and 

(12) All powers and duties reasonably 
necessary to perform the functions 
enumerated in paragraphs (c)(l >—(11) of 
this section. 

(d) The hearing officer muy call upon 
the parties to consider 

(1) Simplification or clarification of the 
issues; 

(2) Stipulations, admissions, 
agreements on documents, or other 
understandings which will expedite 
conduct of the hearing; 

(3) Limitation of the number of 
witnesses and of cumulative evidence; 

(4) Settlement of all or part of the 
issues in dispute: 

(5) Such other matters as may aid in 
the disposition of the case. 

(e) All hearings under this part shall 
be public unless otherwise ordered by 
the responsible agency official. 

(f) The hearing shall be conducted in 
conformity with sections 5-8 of the 
Administrative Procedure Act, 5 U.S.C. 
554-557. 

(g) The responsible agency shall have 
the burden of going forward with the 
evidence and shall generally pfcsent its 
evidence first. 

(h) Technical rules of evidence shall 
not apply to hearings conducted 
pursuant to this part, but rules designed 
to assure production of the most 
credible evidence available and to 
subject testimony to cross-examination 
shall be applied where reasonably 
necessary by the hearing officer. The 
hearing officer may exclude irrelevant, 
immaterial, or unduly repetitious 
evidence. All documents and other 
evidence offered or taken for the record 
shall be open to examination by the 
parties, and opportunity shall be given 
to refute facts and arguments advanced 
on either side of the issues. A transcript 
shall be made of the oral evidence 
except to the extent the substance 
thereof is stipulated for the record. 

(i) During the time a proceeding is 
before a hearing officer, all motions 
shall be addressed to the hearing officer 
and, if within his or her delegated 
authority, shall be ruled upon. Any 
motion upon which the hearing officer 
has no authority to rule shall be certified 
to the responsible agency official with a 
recommendation. The opposing party 
may answer within such time as may be 
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designated by the hearing officer. The 
hearing officer may permit further 
replies by both parties. 

§18.7 Discovery. 

(a) (1) At any time after the initiation 
of the pioceeding, the hearing officer 
may order, by subpoena if necessary, 
the taking of a deposition and the 
production of relevant documents by the 
depondent. Such order may be entered 
upon a showing that the deposition is 
necessary for discovery purposes, and 
that such discovery could not be 
accomplished by voluntary methods. 
Such an order may also be entered in 
extraordinary circumstances to preserve 
relevant evidence upon a showing that 
there is substantial reason to believe 
that such evidence could not be 
presented through a witness at the 
hearing. The decisive factors for a 
determination under this subsection, 
however, shall be fairness to all parties 
and the requirements of due process. 
Depositions may be taken orally or upon 
written questions before any person 
who has the power to administer oaths. 

(2) Each deponent shall be duly 
sworn, and any adverse party shall have 
the right to cross-examine. Objections to 
questions or documents shall be in short 
form, stating the grounds upon which 
objections are made. The questions 
propounded and the answers thereto, 
together with all objections made (but 
not including argument or debate), shall 
be reduced to writing and certified by 
the officer'before whom the deposition 
was taken. Thereafter, the officer shall 
forward the deposition and one (1) copy 
thereof to the party at whose instance 
the deposition was taken and shall 
forward one (1) copy to the 
representative of the other party. 

(3) A deposition may be admitted into 
evidence as against any party who was 
present or represented at the taking of 
the deposition, or who had due notice 
thereof, if the hearing officer finds that 
there are sufficient reasons for 
admission and that the admission of the 
evidence would be fair to all parties and 
comport with the requirements of due 
process. 

(b) (1) At any time after the initiation 
of the appeal, any party may serve upon 
any other party written interrogatories 
to be answered by the party served, or 
by an authonzed representative of the 
party if the party served is a corporate 
or governmental entity. The party 
served shall furnish all information 
which is available to it. 

(2) Each interrogatory shall be 
answered separately and fully in writing 
under oath by the party addressed or by 
an authorized representative. The time 
and manner of returning the 


interrogatory shall be prescribed by the 
hearing officer. 

{ 18.8 Recommended decision. 

Within a reasonable time after the 
close of the record of the bearings 
conducted under {18.8, the hearing 
officer shall submit findings of fact, 
conclusions of law, and a recommended 
order to the responsible agency official, 
in writing. The hearing officer shall 
promptly make copies of these 
documents available to the parties. 

$ 1S.9 Final agency decision. 

(a) in hearings conducted under ( 18 8. 
the responsible agency official shall 
make the final agency decision, on the 
basis of the record, findings, conclusions 
and recommendations presented by the 
hearing examiner. 

(b) Prior to making a final decision, 
the responsible agency official shall give 
the parties an opportunity to submit the 
following, within thirty (30) days after 
the submission of the hearing officer's 
recommendations: 

(1) Proposed findings and 
determinations; 

(2) Exceptions to the 
recommendations of the hearing officer, 
and 

(3) Supporting reasons for the 
exceptions or proposed findings or 
determinations; and 

(4) Final briefs summarizing the 
arguments presented at the hearing. 

(c) Ail determinations, findings and 
conclusions made by the responsible 
agency official shall be final and 
conclusive upon the responsible agency 
and all appellants. 

{18.10 Rehearing. 

(a) Any appellant dissatisfied with a 
final agency decision under { 18.9 may, 
within 30 days after the notice of the 
final agency decision is sent, request the 
responsible agency official to re-review 
the record, and present additional 
evidence which is appropriate and 
pertinent to support a different decision. 

(b) If the responsible agency official 
finds that the appellant has: 

(1) Presented evidence or argument 
which is sufficiently significant to 
require the conduct of further 
proceedings; or 

(2) Shown some defect in the conduct 
of the initial hearing sufficient to cause 
substantial unfairness or an erroneous 
finding in that hearing, the responsible 
agency official may require that another 
oral hearing be held on one or more of 
the issues in controversy, or permit the 
dissatisfied party to present further 
evidence or argument in writing. 


(c) Any rehearing ordered by the 
responsible agency official shall be 
conducted pursuant to {{ 18.5-18.8. 
Lois llsight Herrington. 

A am is tart A ttomey Genera], 

March 8.1885. 

[FR Doc 85-7095 Filed 3-25-85: 8:45 am) 

SIUMO COOC 4410-01-44 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 65 

IA-3-FRL-2803-8] 

Air Quality Implementation Plana; 
Delayed Compliance Orders; Proposed 
Approval of Administrative Order 
Issued by Pennsylvania Department of 
Environmental Resources to Container 
Corporation of America 

agency: Environmental Protection 
Agency. 

action: Proposed rulemaking; Invitation 
for public comment 

summary: EPA has proposed to approve 
an Administrative Order issued by the 
Pennsylvania Department of 
Environmental Resources to Container 
Corporation of America. The Order 
requires the company to bring Volatile 
Organic Compounds (VOC) air 
emissions from its graphic arts facility in 
Upper Providence Township, 
Pennsylvania into compliance with 
certain regulations contained in the 
Federally approved Pennsylvania Stats 
Implementation Plan (SIP). The facility 
is located in a nonattainment area for 
ozone for which VOC emissions are a 
major contributor. Compliance is to be 
effected through a phased schedule of 
VOC reductions with full facility 
compliance to be achieved no later than 
December 31.1985. Because the Order 
has been issued to a major source and 
permits a delay in compliance with 
provisions of the SIP, it must be 
approved by EPA before it becomes 
effective as a Delayed Compliance 
Order pursuant to the Clean Air Act (the 
Act). If approved by EPA, the Order will 
constitute an addition to the SIP. In 
addition, a source in compliance with an 
approved Order may not be sued under 
the Federal enforcement or citizen suit 
provisions of the Act for violations of 
the SIP regulations covered by the 
Order. The purpose of this notice is to 
invite public comment on EPA's 
proposed approval of the Order as a 
Delayed Compliance Order. 

DATE: Written comments must be 
received on or before April 25.1985. 
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A003ESSES: Comments should be 
submitted to Director, Air Management 
Division. EPA Region III, 841 Chestnut 
B-jllding. Philadelphia. Pennsylvania 
19107. The State Order, supporting 
material, and public comments received 
in response to this notice may be 
inspected and copied (fur appropriate 
charges) at this address during normal 
business hours. 

for further information contact: 

Joseph S. Arena. Environmental 
Scientist. Enforcement Policy and State, 
Coordination Section. Air Management 
Division. U.S. EPA Region III, 841 
Chestnut Building. Philadelphia, 
Pennsylvania 19107, Telephone: (215) 
567-6553. 

SUPPLEMENTARY INFORMATION: 

Container Corporation of America 
operates a graphic arts facility at Upper 
Providence Township, Pennsylvania. 

The Order under consideration 
addresses emissions from the two 
rotogravure printing processes, which 
ure subject to section 129.67 of Title 25 
of the Pennsylvania Code. The 
regulations limit the emissions of 
Volatile Organic Compounds (VOC), 
and ts pari of the Federally approved 
Pennsylvania Stale Implementation 
Plan The Order requires Final 
compliance with the regulation by 
December 31,1985 through the use of 
low solvent coatings. Upon satisfying all 
pro\ isions of the Order emissions of 
VOC will be reduced from current levels 
of 270 tons per year to less than 100 tons 
per year. 

Decause this Order has been issued to 
a major source of VOC emissions and 
permits a delay in compliance with the 
applicable regulation, it must be 
approved by EPA before it becomes 
effective as a Delayed Compliance 
Order under Section 113(d) of the Clean 
Air Act (the Act). EPA has reviewed the 
Order und has found that the Order 
does satisfy the requirements of this 
subsection. 

KPA’s review indicates that the 
Container Corporation facility is a major 
source of VOC emissions. The facility is 
unable to comply with regulations 
limiting emissions of VOCs codified at 
section 129.87 of Title 25 of the 
Pennsylvania Code, part of the Federally 
approved State Implementation Plan, 
because low solvent coatings are still 
bring developed. The Order requires 
compliance with the regulation by 
Dumber 31,1985. 20 months after April 
1984, the date by which compliance 
is otherwise required. Prior to issuance 
of the Order, Pennsylvania provided an 
opportunity for public comment and 
nearing on the Order. The Order 
contains expeditious increments of 


progress towards compliance and 
emission monitoring reduction 
requirements to avoid an imminent and 
substantial endangerment to health. 
Pennsylvania has determined that the 
Order requires the facility to comply 
with the State Implementation Plan 
whenever it is temporarily able to do so. 
The Order notifies Container 
Corporation of its liability for 
noncompliance penalties under Section 
120 of the Clean Air Act, 42 U.S.C 7420. 

If the Order is approved by EPA. 
source compliance with its terms would 
preclude Federal enforcement action 
under Section 113 of the Act against the 
source for violations of the regulation 
covered by the Order during the period 
the Order is in effect. Enforcement 
against the source under the citizen suit 
provision of the Act (Section 304) would 
be similarly precluded. If approved, the 
Order would also constitute an addition 
to the Pennsylvania SIP. However, 
source compliance with the Order will 
not preclude assessment of any 
noncompliance penalties under Section 
120 of the Act. unless the source is 
otherwise entitled to an exemption 
under Section 120(a)(2) (B) or (C). 

All interested persons are invited to 
submit written comments on the 
proposed Order. Written comments 
received by the date specified above 
will be considered in determining 
whether EPA may approve the Order. 
After the public comment period, the 
Administrator of EPA will publish in the 
Federal Register the Agency’s final 
action on the Order in 40 CFR Part 85. 
(42 U SC 7413, 70011 

Dated: March 14,1985. 

Stanley Laakowski, 

Acting Regional Administrator, Region HI. 

|FR Doc 05-7088 Piled 3-25-85: 8 45 am] 

SILLING COO€ &S40-&0-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 Part 1 

(MM Docket No. 85-41; RM-4864| 

Table of Assignments To Change 
Noncommercial Educational 
Reservations; Correction 

agency: Federal Communications 
Commisson. 

ACTION: Proposed rule; correction. 

summary: This action corrects the 
Notice of Proposed Rule Making in MM 
Docket No. 85-41 (FCC 85-73. RM-4864), 
adopted February 14,1985. 50 FR 10817 
(March 18, 1985) proposing to umend the 
Commission's Rules to establish a 


procedure to modify licenses of 
commercial and noncommercial 
educational television stations pursuant 
to exchange agreements in the course of 
rule making proceedings. The Notice is 
corrected to change the rule sections 
referenced in paragraph 17 of the 
Noticed to read §§1.415 and 1.419. In 
addition, the comment/reply comment 
period is corrected. 

dates: Comments are now due by |une 
17,1985 and replies by July 17,1985. 

address: Federal Communications 
Commission. Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 

Rose Perez, (202) 632-7792. or Joel 
Rosenberg. (202) 634-6530. Mass Media 
Bureau. 

SUPPLEMENTARY INFORMATION: 

Erratum 

In the matter of Amendments to the 
Television Table of Assignments to Change 
Noncommercial Educational Reservations: 
MM Docket No. 85-41. RM-4864. 

Released: March 18. 1985. 

The Notice of Proposed Rule Making 
in the above-captioned proceeding (FCC 
85-73. MM Docket No. 85-41. RM-4864. 
adopted February 14,198 5 and released 
March 8,1985) IS CORRECTED to 
change the filing deadlines and Sections 
of the Commission's Rules listed in 
paragraph 17 of the Commission 
released copy. 

The first sentence of Paragraph 17 is 
amended to read as follows: 

17. Pursuant to §§ 1.415 and 1.419 of 
the Commisson's Rules, interested 
parties may Tile comments on or before 
June 17,1985. and reply comments on or 
before July 17.1985. 

The remainder of the text is the same. 
Federal Communication* Commission. 

William |. Trkarico, 

Secretary. 

|KR Doc. 85-7110 FUed 3-25-85: 8:45 am) 

SILLING COOl C712-C1-N 


47 CFR Parts 42 and 43 

ICC Docket No. 78-302: FCC 83-331 

Changes Regarding Provisions for the 
Reporting of Detailed Traffic Statistics 
of Telephone Common Carriers 

Correction 

FR Doc. 85-8581 published on page 
11161 in the issue of Wednesday. March 
20.1985. appeared in the Rules section; 
however, it should have appeared in the 
Proposed Rules section. 

PtLLfNO COOf 1S0S-01-N 
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GENERAL SERVICES 
ADMINISTRATION 

48 CFR Ch. 5 

Multiple Award Schedule Procurement 

aoehcy: Office of Acquisition Policy. 
GSA. 

action: Notice of proposed acquisition 
policies. 

summary: This notice invites written 
comments on proposed clarifications 
and revisions to the General Serv ices 
Administration (GSA) Multiple Award 
Schedule (MAS) policy statement of 
October 1,1982. (47 FR 50242. November 
5.1982). The proposed clarifications and 
revisions are based on the results of an 
Internal GSA review of the MAS 
policies and procedures in that policy 
statement and their implementation in 
the MAS contracting program. The 
revised MAS policy statement will 
alleviate difficulties encountered in 
implementing the MAS policies: further 
reduce the paperwork burden on 
industry and Government; and continue 
to ensure that the Government's 
interests are adequately protected when 
contracting under the MAS program. 
dates: Comments are due on or before 
April 25.1985. 

adoress: Comments should be 
addressed to Mr. Allan W. Beres, 
Assistant Administrator for Acquisition 
Policy. General Services Administration. 
18th and F Streets NW„ Washington. 
DC. 20405. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Edward ]. McAndrew. Office of 
GSA Acquisition Policy and 
Regulations, Office of Acquisition 
Policy. (202) 566-1224. 

SUPPLEMENTARY INFORMATION: 

Background 

On September 27,1982, the General 
Services Administration (GSA) issued a 
statement of policy concerning the 
negotiation of multiple award schedule 
(MAS) contracts. The policy statement 
was issued after considering public 
comments received from parties 
interested in the MAS program. After a 
year's experience of operating under the 
new policy, a review to evaluate the 
impact of the policies was made to 
determine whether modifications were 
necessary. To conduct the review. GSA 
reconvened the MAS task group that 
had developed the original policy 
statement. This task group included 
representatives from GSA's Office of 
Acquisition Policy. Office of Federal 
Supply and Services, Office of 
Information Resources Management 
Office of the General Counsel and 


Office of the Inspector General. Its 
recommendations are reflected in this 
proposed revision of the MAS policy 
• statement. 

Other Information 

The complete text of the revised MAS 
policy statement on which public 
comment is being solicited, appears at 
the end of this Federal Register notice. 
The revised policy statement and 
attachments, i.e.. the MAS Pricing Guide 
(Attachment I) and the Discount 
Schedule and Marketing Data sheets 
(Attachment B), are in the same format 
as the current MAS policy statement. 
The following is o summary of the 
significant clarifications and revisions 
proposed: 

t. Elimination of the distinction 
between participating and 
nonparticipating dealers in establishing 
the Government’s negotiation objective. 
(Section II, paragraph 1 of the policy 
statement). 

2. Deletion of the language in the 
definition of the most favored customer 
discount which some parties have 
interpreted as a categorical exclusion 
for dealers/distributors and OEM's from 
consideration in establishing the 
Government’s negotiation objective. 
(Section II. paragraph 1 of the policy 
statement.) 

3. Implementation of section 903. Pub. 
L 98-63, prohibiting the identification of 
the Congress, its offices or 
instrumentalities as the customer upon 
which price reductions will be based 
under the MAS price reductions clause. 
(Section HI. paragraph 1 of the policy 
statement.) 

4. Clarification of the type of 
information required on the Discount 
Schedule and Marketing Data sheets to 
include business activity and 
transactions over the maximum order 
limitation (MOL). (Sections 111, 
paragraph 1 of the policy statement) 

5. Establishment of a dual certification 
requirement on sales, discount and 
marketing data submitted with initial 
proposal and. at the conclusion of 
negotiations, on information provided 
during negotiations, including any 
changes to data initially submitted with 
the proposal. (Section HI. paragraph 3 of 
the policy statement.) 

6. Deletion of the coverage from the 
policy statement on the consideration to 
be given dealer/distributor and OEM 
discounts in developing the 
Government's negotiation objective in 
order to give GSA Contracting offices 
the management flexibility needed to 
analyze offers and determine the 
Government's negotiation objective 
under these circumstances. (Section IV 


of the original MAS policy statement Is 
deleted in its entirety.) 

7. Establish policy to exclude 
discounts to educational institutions 
from consideration in establishing the 
Government's negotiation objective 
where the items to which the discount 
applies are used for educational 
purposes and such discount is also 
offered to Government educational 
institutions. (Section IV of the revised 
policy statement.) 

8. Modification of the Price 
Reductions clause to require reporting 
price reductions affecting the customer 
or category of customers identified as 
the basis of negotiations rather than 
reporting all price reductions: to clarify 
the effective dates and notification 
requirements for price reductions; to 
clarify the end of the contract 
certification requirement for price 
reductions. (Section VII of the policy 
statement). 

9. Revisions of the MAS Pricing Guide 
(Attachment 1 to the policy statement) to 
be consistent with the changes in the 
MAS policy statement 

10. Revision of the Discount Schedule 
and Marketing Data sheets (Attachment 
H to the policy statement) to clarify the 
type of discount and price information 
required where the lowest prices are not 
based on discounts from established 
price lists or are based on discounts 
from price lists other than the price list 
to which the Government's discount 

Applies; and to delete certain 
information requirements on the dealer’s 
role on marketing products to the 
Government, the offeror's assessment of 
the Government's warranty with their 
commercial warranty, and installation 
and instructions offered. 

11. Replacement of Federal 
Procurement Regulations (FPR) citations 
in the MAS policy statement and 
attachments with the appropriate 
Federal Acquisition Regulation (FAR) 
citations. 

Impact 

The Director. Office of Management 
and Budget (OMB). by memorandum 
dated December 14,1984. exempted 
certain agency procurement regulations 
from Executive Order 12291. The 
exemption applies to this rule. The 
General Serv ices Administration (GSA) 
certifies that this document would nol 
have a significant economic effect on a 
substantial number of small entities 
under the Regulatory Flexibility Act (5 
U.S.C. 601 et. seq.) Therefore, no 
regulatory flexibility analysis has been 
prepared. The information collection 
requirements in this rule has been 
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submitted to OMB for approval under 44 

U. S C. 3501 et seq. 

Authority: 40 U.S C. 486(c). 

The complete text of the revised MAS 
policy statement follows: 

Dated March 15.198$. 

Allan W. Beret, 

Assistant Administrator for Acquisition 

Policy. 

Policy Statement on Multiple Award 

Schedule 

CONTRACT PRICING ARRANGEMENTS 
General Table of Contents 

{.Introduction 

II MAS Contract Pricing Arrangements 

III Discount Schedule and Marketing Data 
IV. Discounts to Educational Institutions 

V. Quantity and Aggregate Discounts 

VI Maximum Order Limitation (MOL) 

VII Price Reductions 

VIII Economic Price Adjustments 
Attachment I—Multiple Award Schedule 

Pricing Guide 

I Discount Schedule and Marketing Data 
n Pr»>negotiations 

III Catalog Item Verification 

IV Price Analysis 

V Negotiations 

Attachment 11—Discount Schedule and 
Marketing Data Sheets 

CONTRACT PRICING 
ARRANGEMENTS 

I. Introduction 

This policy statement addresses 
certain significant issues concerning the 
establishment and maintenance of 
pricing arrangements under multiple 
award schedule (MAS) contracts for 
supplies and services. Except where 
otherwise stated, this policy statement 
applies to the Office of Information 
Resources Management (OIRM) and the 
Office of Federal Supply and Services 
(FSS) MAS contracts. 

In providing supply support to 
customer agencies, GSA is responsible 
for determining the best method of such 
support GSA will continue to review its 
MAS contracts to ensure that the 
appropriate method of procurement is 
used to obtain maximum competition, 
beneficial pricing, and satisfactory 
support to customer agencies. 

When GSA provides supply support 
Ihrough the MAS program, it acts as the 
contracting agent for all Government 
organizations authorized to use MAS 
contracts. Customer agencies should be 
able to buy schedule items at prices that 
are better lhan they could obtain from 
any other source under similar 
circumstances. In its role as the 
Government’s contracting agent. GSA 
will attempt to obtain beneficial pricing 
arrangements with vendors, consistent 


with the Government'• large volume of 
purchases. 

II. MAS Contract Pricing Arrangements 

The Government's objective in 
negotiating MAS contract pricing 
arrangements is to obtain a discount 
from a firm's established catalog or 
commercial price list which is equal to 
or greater than the discount given to that 
firm's most favored customer. The most 
favored customer (MFC) discount is 
equal to the best discount given by a 
firm to any entity with which that firm 
conducts business. 

However, under certain 
circumstances, the contracting officer 
may consider an award where the 
discount offered to the Government is 
not equal to or greater than a firm's MFC 
discount. This recognizes that there are 
situations where the Government's 
terms and conditions may be different 
from those given the firm's most favored 
customer. Such difference may be 
meaningful in terms of pricing the 
contract. Offerors may cite factors that 
they claim make the Government 
different from other customers with 
which they do business. In these 
situations, it is the offeror who must 
provide information identifying such 
factors, the valuation of the factors 
identified and the method used for 
developing the valuation. Contracting 
officers shall obtain information 
necessary to judge whether these factors 
and their valuation are reasonable, In 
order to support any modification of the 
Government's negotiation objective. The 
decision to modify a negotiation 
objective is solely within the discretion 
of the Government. 

Offerors and contracting officers 
should understand that there is no 
guarantee that every offeror who 
submits an offer will receive a contracL 
In the event that the Government's 
negotiation objective cannot be met. the 
contracting officer must exercise 
judgment in deciding whether to reject 
an offer. In exercising this judgment, the 
contracting officer must weigh the effect 
that the rejection of the offer will have 
on meeting the Government's needs. 

In any event. GSA will not award an 
MAS contract to a firm that does not 
give the Government a price equal to the 
best price given or available to its large 
volume end user customers with 
comparable terms and conditions, 
except where the Government's overall 
volume of purchases does not warrant 
the best price given to end user 
customers. 

In all MAS contracts, the contracting 
officer is required to make an 
affirmative determination that the prices 


offered to the Government are fair and 
reasonable (FAR 15.803(c)). 

111. Discount Schedule and Marketing 
Data 

MAS solicitations will require offerors 
to submit all information on sales, 
discounts and marketing practices. The 
required information will be submitted 
for the twelve month period specified in 
section VII of the Discount Schedule and 
Marketing Data sheets. The offeror is 
required to submit such information 
regardless of whether it applies to 
business activity and transactions over 
the MAS maximum order limitation 
(MOL). Further, offerors are required to 
submit such information on its business 
activity and transactions with the 
Congress of the United States, including 
any of the offices or instrumentalities of 
the Congress. Public Law 98-63, section 
903 (2 U.S.C. 111b), does not preclude 
obtaining such information from the 
offeror in the negotiation process. This 
section of the Public Law 98-63 does 
preclude identifying the Congress and 
its offices or instrumentalities as the 
customer upon which the MAS contract 
was predicated (see Para. VII of this 
policy statement on Price Reductions). 

The required information will be used 
by the Government to determine 
whether the products or services offered 
meet the tests of commerciality. to 
analyze the offeror's proposal, establish 
the Government's negotiation objective 
and to determine price reasonableness. 

Offerors will certify, as part of their 
initial proposals, that sales, discount 
and marketing data submitted with their 
initial proposals is complete, current 
and accurate as of the date the proposal 
is submitted. At the conclusion of 
negotiations, offerors will certify that: 

(1) information provided to the 
Government during the negotiation 
process is current, complete and 
accurate; and (2) any changes to the 
sales, discount and marketing data 
submitted with initial proposals were 
reported to the contracting officer along 
with the reasons for the changes and 
such data is current, complete and 
accurate. 

Failure to submit the required sales, 
discount and marketing data or failure 
to certify to the completeness, currency 
and accuracy of such data will result in 
no award. If, subsequent to award, the 
required data is found not to be 
complete, current and accurate, the 
defective pricing clause will be 
activated and consideration will be 
given to cancelling the MAS contract if 
•till in effect. 

The tests of commerciality must be 
met before a catalog price exemption 
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from the submission of cost or pricing 
data can be granted. (FAR 15.804-3(c)). 
FAR 15.804-3(f) contains the quantified 
criteria for these tests and shall be used 
as the basis for the catalog price 
exemption. 

Offerors will be able to certify to 
those products or services meeting these 
tests of commerciality in the Discount 
Schedule and Marketing Data sheets. 
Information will only be required on a 
representative sample of the best selling 
items. Data will be required on all other 
items offered under the solicitation that 
arc not certified as commercial in 
accordance with the criteria in FAR 
15.804-3(c) and 15.804-3(0. Cost or 
pricing data shall be required where 
sales of a product or service to the 
general public do not exceed 35 percent 
of total sales of that product or service 
(FAR 15.804-3(f)h or, where the price 
cannot be considered "based on” 
established catalog or market prices of 
commercial items sold in substantial 
quantities to the general public in 
accordunce with FAR 15.804-3(c)(6). 

Even though an item qualifies for an 
exemption from the submission of cost 
or pricing data, price analysis must be 
performed to determine the 
reasonableness of price and the need for 
further negotiations (FAR 15.804-3(h)). 

IV. Discounts to Educational Institutions 

Where an offeror’s most favored 
customer pricing arrangement is given to 
a customer or category of customers 
identified as "Educational Institutions' 4 
and the items are to be used for 
educational purposes, the Government's 
negotiation objective will be other than 
the pricing arrangement to the 
educational institution. The 
Government's negotiation objective 
under these conditions will be the 
offeror's next best pricing arrangement. 
However, to be considered for a MAS 
contract, the offeror must also offer the 
same pricing arrangement that it grants 
to other educational institutions to the 
Government for its educational 
institutions when the items are to be 
used for educational purposes. 

V. Quantity and Aggregate Discounts 

In establishing negotiation objectives 
and in the negotiation process, emphasis 
will be place on obtaining discounts 
based on the aggregate volume of sales 
for an MAS contract Negotiation 
objectives will be established to obtain 
volume discounts in line with the 
discounts available to the offeror's other 
customers. In developing negotiation 
objectives based on the aggregate 
volume of sales, consideration may be 
given to taking discounts on aggregate 
volume of sales at the conclusion of the 


contract period, although it is preferred 
that the discounts be obtained when 
orders are placed. 

VI. Maximum Order Limitation (MOL) 

All MAS contracts will contain an 
MOL The level at which the MOL is 
established will depend upon the 
Government's discount arrangement 
under the schedule and the estimate of 
sales volume above which suppliers are 
likely to quote lower prices in other 
types of contracts. The contracting 
officer will establish the MOL level for 
the contract at the conclusion of 
negotiations. 

YU. Price Reductions 

All MAS contracts will contain the 
price reductions clause contained in this 
document. The price reductions clause is 
intended to maintain the relationship 
that was established at the time of 
award between the Government and the 
offeror's customer or category of 
customer upon which the MAS contract 
was predicated. The contracting officer 
will Identify at the conclusion of 
negotiations, the customer or category of 
customers upon which the MAS contract 
was predicated. In this regard, the 
Congress of the United States, including 
any of the offices or instrumentalities of 
the Congress, shall not be identified as 
the basis of an MAS contract for 
purposes of the price reduction clause. 
This implements Public Law 98-83, 
Section 903 (2 U.S.C. 111b), which 
excludes the Congress, its offices or 
instrumentalities from the operation of 
the price reductions clause. This is an 
offeror's only customer not eligible to be 
identified as the basis of an MAS 
contract. 

After the conclusion of negotiations, 
any changes in pricing practices by the 
contractor that results in a less 
advantageous relationship between the 
Government and the customer or 
category of customers upon which the 
MAS contract was predicated shall 
result in a price reduction to the 
Government to the extent necessary to 
retain the original relationship. 

The following price reductions clause 
will be used in ail MAS contracts: 

Price Reductions Clause 

a. General. This price reductions 
clause is intended to ensure that 
throughout the term of the contract, the 
Government shall maintain its relative 
position to include price, discount, and 
terms and conditions, in relation to that 
of the contractor's customer or category 
of customers upon which this conlrad 
award is predicated. The customer or 
category of customers upon which the 
contract award is predicated will be 


identified at the conclusion of 
negotiations. Price reduction means 
reducing prices, increasing discounts, or 
giving more favorable terms and 
conditions after the conclusion of 
negotiations to the customer or category 
of customers upon which the contract 
award is predicated. 

b. Reductions to Customers Other 
than the Federal Agencies. 

(1) At the conclusion of negotiations, 
the contracting officer and the offeror 
shall reach an agreement as to the 
relationship between the Government 
and the offeror's identified customer or 
category of customers upon which the 
contract award is predicated. This 
relationship shall be maintained 
throughout the contract period. Any 
change in the contractor's arrangement 
for the identified customer or category 
of customers which disturbs this 
relationship will constitute a price 
reduction. 

(2) After the conclusion of 
negotiations, and for the duration of the 
contract period, the contractor shall 
report all price reductions to that 
customer or category of customers upon 
which the oward is predicated. The 
report shall include an explanation of 
the conditions under which the 
reductions were made. All price 
reductions to the identified customer or 
category of customers shall be reported. 
Those price reductions to a customer or 
category of customers not identified 
pursuant to paragraph b(l) above will 
not be subject to the provisions of the 
clause and will not be required to be 
reported. The contracting officer will 
determine whether the price reductions 
have disturbed the relationship between 
the Government and the identified 
customer or category of customers. 

(3) If. after the date of the conclusion 
of negotiations, the contractor (i) 
reduces the prices contained in the 
commercial catalog, pricelist, schedule, 
or other documents or grants any more 
favorable terms and conditions offered 
by the contractor and used by the 
Government to establish the prices in 
the contract; or (ii) reduces the prices, 
increases discounts or changes terms 
and conditions of sales to the identified 
customer or category of customers upon 
which the award was predicated so as 
to disturb the relationship of the 
Government to that identified customer 
or category of customers, a price 
reduction shall apply to this contract for 
the remainder of the contract period, or 
until a further price reduction occurs, or. 
in the case of temporary price 
reductions, for the duration of any 
temporary price reduction period as 
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agreed to by the contracting officer and 
the contractor. 

(4) The Government will not be due 
price reductions under this clause on the 
contractor's firm fixed price definite 
quantity contracts with a specified 
delivery in excess of the maximum order 
limitation specified in the contract. Price 
red notions of this type shall be reported 
under the circumstances described in 
paragraph b{2) above. 

15) The contracting officer may 
exempt from the application of this 
clause any sale at a price below the 
contract price if caused by an error in 
quotation or billing, provided adequate 
documentation is furnished by the 
contractor immediately following the 
discovery of the error. 

c Reduction to Federal Agencies. 

[This paragraph does not apply to Non- 
St hcdule ADP/Communications/ 
Teleprocessing Services contracts 
• rjtcred into with Federal Agencies or to 
Office of Federal Supply and Services 
optional use schedule contracts for 
maintenance and repair of equipment.) 

Except for temporary "Government- 
only” price reductions described below, 
if, after the conclusion of negotiations, 
the contractor gives a price reduction on 
any contract item to any Federal agency 
and the sale falls within the contract 
maximum order limitation, such price 
reduction shall apply to all subsequent 
? ties of the contract item to Federal 
agencies for the duration of the contract 
period or until a further price reduction 
is granted. The contractor may offer to 
the contracting officer a temporary 
’’Government-only" price reduction 
which has a duration of 30 calendar 
Jays or more, except during the last 
month of the contract period when any 
•uch offer must be for the remainder of 
the contract period. 

d. Effective Dates and Notifications . 
(This paragraph does not apply to Non- 
& hcdule ADP/Communications/ 
Teleprocessing Contracts entered into 
with Federal Agencies or to Office of 
Federal Supply and Services optional 
use schedule contracts for maintenance 
•ind repair of equipment.] 

(1) Any price reduction pursuant to b. 
*«bove. shall be effective for the 
Government at the same time as the 
acceptance of the order by the 
contractor from another customer. 

(2) Any price reduction pursuant to c. 
<*Hove shall be effective at the same 
time as the acceptance of the initial 
urder from the Federal agency 
(Government) under the price reduction 
except a temporary "Government-only" 
price reduction which shall be effective 
at the beginning of any temporary price 
reduction period as agreed to by the 
contracting officer and the contractor. 


The effective date of any temporary 
price reduction due the Government 
under this clause will allow sufficient 
time for the notification of Federal 
agencies of the applicable price 
reduction prior to the beginning of the 
Government's temporary* price reduction 
period. 

(3) The amount of time allowed for 
notification of Federal agencies and the 
duration of the Government's temporary 
price reduction period will be 
commensurate with that provided by the 
contractor to the customer or category of 
customer who received the temporary 
price redaction due the Government 
under the clause. 

(4) Except for temporary 
"Government-only" price reduction 
notifications in c. above, the contractor 
shall notify the contracting officer and 
the Federal agencies In writing of any 
price reduction pursuant to b. and c. 
above atlhe same time as notice is 
given to the contractor's customer of the 
price reduction. Price reduction of this 
type shall be reported under the 
circumstances described in paragraph 
b(2] above. 

(5) Failure to give timely notice of any 
price reduction pursuant to b. and c. 
above, shall require that such price 
reduction (including temporary price 
reductions) apply to the contract for the 
duration of the contract period, or until 
further price reduction is granted, and 
may constitute a basis for termination of 
the contract as provided in the Default 
Clause of the contract. 

(6) The contractor shall invoice at 
such reduced price and indicate thereon 
that the price reduction is pursuant to 
this Price Reductions clause until such 
time as this contract is modified. 

e. Contractors Statement of Price 
Reductions. [This paragraph does not 
apply to Non-Schedule ADP/ 
Communications/Teleprocessing 
Contracts entered into with Federal 
Agencies or to Office of Federal Supply 
and Services optional use schedule 
contracts for maintenance and repair of 
equipment.] 

The contractor shall furnish within 10 
calendar days after the end of the 
contract period a statement certifying 
either (1) that there were no applicable 
price reductions; or (2) that all 
applicable price reductions were 
reported to the contracting officer and 
that such price reductions were passed 
on to the Federal agencies. 

(End of Clause) 

VIU. Economic Price Adjustment 

An economic price adjustment (EPA) 
clause will be used in FSS MAS 
contracts where uncertainty exists as to 


the stability of market prices during the 
term of the contract. The contracting 
officer will determine whether items 
under the MAS contract are subject to 
unforeseen price fluctuations, thus 
warranting the use of an EPA clause. 

The contracting officer's determination 
on the use of an EPA clause will be 
made in the negotiation process. 

Attachment I—Multiple Award 
Schedulo Pricing Guide 

MULTIPLE AWARD SCHEDULE 
(MAS) PRICING GUIDE 

L Discount Schedule and Marking Data 

A. Requirement for Offeror to Submit 
Pricing Data. Proposals shall be 
supported by statements and analyses 
or other evidence of reasonable prices 
and by such information concerning 
other vital matters as is deemed 
necessary by the contracting officer. 
Each MAS solicitation will include 
Discount Schedule and Marketing Data 
sheets to be completed for each Special 
Item Number (SIN) and submitted as a 
part of the offeror’s proposal. When this 
form is completed in its entirety, along 
with pricing data from current or prior 
contracts and preaward audits, it should 
provide the necessary data, in most 
cases, to enable the contracting officer 
to complete the price analysis and 
develop the negotiation objective. 

B. Initial Review of Offeror's 
Proposal. As soon as possible after 
receipt of proposals, the contracting 
officer should review in detail the 
offeror's submission in response to the 
Discount Schedule and Marketing Data 
sheets. If the offer has failed to respond 
to specific data elements or if the 
response is not adequate, the 
contracting officer should immediately 
request that the offeror correct any 
deficiencies in the data submission. In 
this regard, a specific date for the 
receipt of the required data should be 
established with the offeror. Also, it is 
important that the data be received well 
in advance of schedule negotiations to 
permit adequate time for a price 
analysis by the contracting officer. 

C. Timeliness of the Procurement 
Action. The process, to the extent 
practical, should begin early enough to 
allow for award of MAS contacts by the 
beginning of the proposed schedule 
period. 

II. Prenegotiations 

A. Establishing the Negotiation 
Objective. In preparing for negotiations, 
the contracting officer will establish 
specific negotiation objectives based 
upon a properly prepared price analysis. 
This price analysis will serve as the 
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basis for the negotiation objectives 
including the rationale for the objectives 
established. The elements of the price 
analysis are listed in Section IV of this 
pricing guide. 

B. Negotiation Objective . In 
establishing negotiation objectives, 
contracting officers must remain 
cognizant of the Government's goal in 
negotiating MAS contracts, namely, to 
obtain discounts equal to or better than 
an offeror's discounts to its most 
favored customer. The most favored 
customer discount is defined as the 
largest discount given to any entity with 
which the offeror does business. There 
are factors, such as. terms and 
conditions, warranties and FOB point, 
that may make the Government different 
from a firm's other customer. Although 
the contracting officer may recognize 
these differences through proper 
analysis and documentation, the 
contracting officer must also consider 
the volume purchased by the 
Government under the MAS contract. In 
addition, the contracting officer must 
take into consideration whether the 
most favored customer discount is the 
discount to educational institutions. (Sec 
paragraph IV of the MAS policy 
statement). 

C. Documentation of the Price 
Analysis and Negotiation Objective . 

The contract file will contain the written 
price analysis report in support of the 
Government's negotiation position. 

The supporting documentation will 
necessarily vary depending upon the 
complexity and estimated dollar volume 
of the contract. The price analysis and 
negotiation objective will be a part of 
the price negotiation memorandum (See 
section V of this pricing guide). The 
supporting documentation required at 
this point in the procurement process 
will normally include: 

1. General description of the 
procurement. 

Z Adequacy of data submitted by the 
offeror. 

3. The elements of pricing analyzed 
preparatory to establishing the 
negotiation objective. (See section IV of 
this pricing guide). 

4. The negotiation objective and the 
supporting rationale. 

5. Major differences between the 
offeror's proposal and the negotiation 
objectives. 

6. The offeror's documentation and 
rationale if less than the MFC discount 
is offered. This will also Include the 
contracting officer's evaluation of that 
data. 

D. Approval of Negotiation 
Objectives . The negotiation objectives 
should be approved by the chief or the 
purchasing officer of designee. 


III. Catalog Item Verification 

A. Definition of Established Catalog 
Price. FAR 15.904-3(c) states that for an 
item to qualify as a catalog price, the 
price must be. or be based on. (A) an 
established catalog price. (B) of 
commercial items. (C) sold in substantial 
quantities. (D) to the general public. The 
criteria contained in the following 
paragraphs should be applied in 
determining whether an item falls within 
the scope of this definition. 

B. Established Catalog Price (FAR 
15.804-3(c)(l))> This is a price that is 
included in a catalog, price list, schedule 
or other form that is regularly 
maintained by the manufacturer or 
vendor, is either published or otherwise 
available for inspection by customers 
and states prices at which sales are 
currently or were last made to a 
significant number of buyers who 
constitute the general public. The 
following questions will help you 
determine if there is an established 
catalog price. 

1. Is there a printed catalog, price list, 
published price or other formal 
document showing prices and applicable 
discounts, if any? 

2. Can audit validate from seller's 
records that the price offered is a regular 
catalog price with appropriate 
discounts? 

3. If the answer to either (1) or (2) 
above is not "yes" the proposal does not 
meet the test of a catalog priced item. 

C. Commercial Item (FAR 15.804- 
3(c)(3)). This is an item (the term 
includes both supplies and services) of a 
class or kind that is regularly used for 
other than Government purposes and is 
sold or traded in the course of normal 
business operations. The following 
questions will help you determine if the 
item is a commercial item. 

1. Is the item or service identical to 
that described in the catalog? 

2 Is the item or service so similar it 
can be priced by reference to catalog 
prices? 

3. Is the item or service so similar that 
differences can be identified and priced 
as add-ons or deducts from catalog 
prices by price analysis or other known 
prices? 

4. If the answer to either (1). (2) or (3) 
above is not "yes", the proposal docs 
not meet the test of a catalog item. 

D. General Public (FAR 15.804- 
3(c)(5)). An item is sold "to the general 
public" if it is Bold to other than 
affiliates of the seller and to non¬ 
government entities. Items sold to 
affiliates of the seller and sales for end 
use by the government are not sales to 
the general public. The following 


questions will help you determine if an 
item is sold to the general public. 

1. Does the seller's data show sales 
over the appropriate past period as 
between Government and 
nongovernment entities? 

2. Is there general knowledge of large 
public sales of products regularly 
stocked by dealers or regularly traded in 
the marketplace? 

3. Can audit validate from the seller’s 
records that sales have been made to 
nongovernment entities? 

4. If you did not answ er "yes" to any 
of the preceeding checklist items, the 
proposal does not meet the test of a 
catalog item. 

E. Substantial Quantities (FAR 
15.804-3(c)(4) and (FAR 15.804-3(f). 
Supplies are sold in substantial 
quantities when the facts or 
circumstances are sufficient to support a 
reasonable conclusion that the 
quantities regularly sold are sufficient to 
constitute a real commercial market for 
the item. This test is usually in terms of 
total quantities sold, but it also should 
include the number of times the item has 
been sold and how many times a given 
price or price structure has been 
accepted by buyers free to choose. 
Nominal quantities, like models, 
specimens, samples and prototype or 
experimental units do not meet this 
requirement. Services sold in substantial 
quantities are those that are customarily 
provided by the company, with 
personnel regularly employed and with 
equipment regularly maintained solely 
or principally to provide such services. 
FAR 15.804-3(0 contains the guidelines 
for determining whether the "substantial 
quantities" criterion are met Also, the 
sales data requested in section VII of 
the Discount Schedule and Marketing 
Data is set forth in a format to facilitate 
your analysis of this requirement. The 
following questions will help you 
determine if the items have been sold in 
substantial quantities: 

1. Are reported sales to 
nongovernment entities at least 55% of 
total sales and those at catalog price 
less applicable discounts at least 75% of 
this amount? When the answer to this 
question is "yes" the item meets the 
"substantial quantity" test. 

2. Are reported sales to 
nongovernment entities at least 35% of 
total sales and those at catalog price 
less applicable discounts at least 55% of 
this amount? When the answer to this 
question is "yes" the test of substantial 
may be deemed to have been met when 
(i) the criteria in B. C and D above are 
met. (ii) the nature of the item or total 
quantities sold clearly supports such a 
conclusion even though the Government 
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is the major user, and (iii) approval of 
I g* chief or deputy chief of the 
fVocurement Office is obtained. 

| 3. Can audit verify from the seller’s 
records that commercial sales meet the 
test of (1) and (2) above? 

4 Are reported sales to 
nongovernment entities less than 25% of 
total sales to all customers [government 
and nongovernment)? If the answer is 
"yes.” the item does not meet the test of 
substantial quantities. Therefore, if the 
Item is to be included in the MAS, coat 
or pricing data must be obtained and 
evaluated in accordance with FAR 
15.804. 

F Catalog Price Exemption . A catalog 
price exemption to the need for 
submission of cost or pricing data can 
be granted for products or services 
offered on MAS solicitations when the 
requirements set forth In paragraph A 
through E above have been met. 

The Discount Schedule and Marketing 
Data sheet8 provides in section VU for 
the information to determine 
commerciality. This section permits 
offerors to certify the commerciality of 
items offered under the solicitation. 

Along with this certification, offerors are 
required to submit sales information on 
a representative sample of the best 
sellings items under the SIN. The 
contracting officer will establish the 
representative sample size in the 
felicitation. For items that the offeror 
cannot certify as commercial, sales 
information will be required for each 
item offered under the solicitation. The 
information provided will be used in 
determining whether an item should be 
exempt from the cost and pricing data 
requirement 

IV Price Analysis 

A Requirement for Price Analysis. 

K\R ir> 805-2 and -3 state that some 
form of price or cost analysis should be 
made in connection with every 
negotiated procurement action. FAR 
15 804—3(h) states that even though an 
item qualifies for exemption from the 
requirements for submission of certified 
cast or pricing data, price analysis must 
ta performed to determined the 
reasonableness of the price and the 
neiid for further negotiation. 

B. Preparation for Negotiations. 
Preparation for negotiations after receipt 
of the offer begins with a properly 
prepared price analysis report The price 
analysis should provide the basis for 
establishing the specific negotiation 
objectives and the reasons why these 
objectives were established. 

4 ^ Price Analysis Techniques. Most of 
die data needed to perform the price 
analysis will be submitted by the 
offerors as required by the Discount 


Schedule and Marketing Data sheets 
and the historical files on existing or 
prior contracts. Questions on the 
proposal that arise during the price 
analysis effort will be addressed to the 
offeror. The price analysis may include 
the following elements, as appropriate: 

1. Discount arrangements on the 
existing or prior year contract Data 
from these sources can be accumulated 
prior to receipt of proposals. Information 
should include: estimated and actual 
sales volume: categories of customers 
and discount arrangements: the MAS 
discounts negotiated; and. sny problems 
or significant events that were 
experienced during the negotiations 
affecting the Government’s negotiation 
position. Price reduction information 
submitted in accordance with the price 
reductions clause shall also be included. 
This information is the data base from 
which to start the price analysis after 
proposals are received. 

2. Offeror’s commercial sales data. 

The sales data submitted in Part B, 
Section Vll of the Discount Schedule 
and Marketing Data Sheets will be used 
to determine price reasonableness, the 
commerciality of products or services 
offered and the discount the 
Government should receive. As a 
general rule, the larger the percent of 
commercial sales to total sales, the more 
reliance the Government can place on 
prices being set in the marketplace. 
Because products or services available 
under schedules should be for the most 
part commerical items, it is essential 
that the commerciality of the products or 
services be established prepatory to 
negotiations. Where products or 
services do not clearly meet the tests of 
commerciality. contract negotiators are 
required to analyze whether these 
products or services are comparable to 
others which meet the tests of 
commerciality or there are other 
circumstances that can be used in 
judging why 6uch items should be 
considered commercial. Additional 
information may be required from the 
offeror in assessing commerciality. 
Where products or services are not 
commercial, cost or pricing data is 
required. 

3. The prices and discuunts proposed 
by the offeror. The offeror’s proposal 
should be reviewed to ascertain an 
understanding of the prices or discounts 
offered to the Government as compared 
with offeror’s discounts to other entities 
and to determine if the sales data 
required is included in the proposal The 
analysis of the proposal should 
determine the reasons for differences 
between the offered discounts, and 
other discount arrangements; whether 
there are special discount arrangements; 


or other concessions that the offeror 
makes which should be included in 
determining the Government's 
negotiation position. 

4. Net price evaluation. Comparison of 
net prices may be utilized in the 
evaluation of offers under MAS 
contracts. Every effort should be made 
to include products with the lowest net 
price on the schedule even though there 
may be instances where the offeror 
offering the lowest net price may not 
offer the most favored customer pricing. 
In addition, you may compare the net 
prices offered by one offeror with net 
prices of similar items offered by other 
offerors to assist in the price 
reasonableness determination. This may 
be done on a sampling basis using the 
high dollar volume Items listed on the 
Discount Schedule and Marketing Data 
sheets. 

5. Recommendations contained in 
preaward audits or from other pricing 
specialists or from other appropriate 
sources. 

6. Trend analysis of price changers 
using appropriate indices such as the 
Producer Price Index, other similar 
market indicators, and price changes in 
similar products offered by other 
companies. 

7. The comparison of offered prices/ 
discounts to local retail and discount 
house catalog prices. 

8. The overall discount policy of the 
offeror. The Discount Schedule and 
Marketing Data sheets require that 
complete disclosure regarding discount 
policy and price reductions in any other 
form be made. This would include, but 
not limited to. such things as quantity 
discounts, end-of-year discounts, 
discounts for multiple quantities, free 
service or installation, training, bonus 
goods of any kind, trade-in allowances, 
rebates of any kind. F.O.B. point, 
payment terms, incentives, guaranteed 
prices. The price analysis should 
determine whether any such items are 
included in the offeror’s proposal to the 
Government and the consideration that 
they should be given in establishing the 
Government's negotiation position. 

9. That the offeror’s price to the 
Government takes into account the 
volume of Government business 
anticipated for a fixed period, such as a 
fiscal year of annual contract period. 

V. Negotiations 

1. Negotiations can begin upon 
completion of a properly prepared price 
analysis and establishment of the 
Government's negotiation objectives. 

2. During the negotiations. 

Government negotiators will address the 
following: 
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a. Aggregate discounts based on the 
estimated volume of sales under the 
schedule contract giving consideration 
to the Government's manner of ordering. 

b. In FSS, the use of an economic price 
adjustment clause considering the 
uncertainty of prices for the contract 
term and the resultant improved 
discounts offered the Government by 
the offeror for this price protection. The 
use of the EPA clause is a matter for 
negotiation. 

3. In the event that the Government’s 
negotiation objective cannot be met, the 
contracting officer must exercise 
judgment in deciding whether to reject 
the offer. In exercising this judgment, the 
contracting officer must weigh the effect 
that the rejection of the offer will have 
on meeting the Government's needs. 
Whenever a decision is made to award 
an MAS contract where the 
Government's discount is not equal to or 
better than the MFC discount, the 
contracting officer will: 

a. Ensure the analysis and reasons for 
this decision are fully documented and 
justified in the contract file. 

b. Obtain approval for such a decision 
at a supervisory level higher than the 
contracting officer, regardless of the 
dollar value. 

4. The Government will not award an 
MAS contract to a firm that does not 
give the Government a price equal to the 
best price given or available to its 
volume end user customers under 
similar circumstances except where the 
Government’s overall volume of 
purchases for the contract period does 
not warrant the best price given to end 
user customers. 

5. At the conclusion of negotiations, 
the contracting officer will decide on the 
level of the MOL in the contract. The 
level of the MOL depends on the 
Government’s negotiated discount 
arrangement and the estimate of sales 
volume above which suppliers are likely 
to quote lower prices in other types of 
contracts. 

6. In all MAS contract negotiations, 
the contracting officer is required to 
make un affirmative determination that 
the prices negotiated arc fair and 
reasonable (FAR 15.803(c)). 

7. A price negotiation memorandum 
(PNM) shall be prepared at the 
conclusion of each negotiation (See FAR 
15.808). The PNM is the document that 
brings together all the principal 
elements of the negotiation leading to 
the decision that the price/discount is 
fair and reasonable. In support of that 
decision, the PNM should contain the 
significant considerations shaping the 
pricing/discount arrangement. These 
include: 


a. A summary* of the offer received 
(prices, terms, etc.), the Government's 
negotiation position (objectives) and the 
negotiation results. Any revised or 
adjusted offers and any revised or 
adjusted Government negotiation 
objectives will be explained. 

b. Names and titles (position) of the 
Government and contractor 
representatives who participated in the 
negotiations. 

c. Reference to the price analysis 
report should be made or. where 
appropriate, actual incorporation of the 
price analysis. (Elements of the price 
analysis report are in Section II. 
paragraph C of this pricing guide). 

d. Where cost or pricing data is 
required, the narrative should cover the 
products or services that require it, the 
source of the data, the analysis of the 
data and its use in negotiations. Where 
the requirement for cost or pricing data 
is waived, the determination and 
findings in support of such waiver will 
be appended to the PNM. 

e. W’here preaward audit or other 
pricing assistance is avilable, the PNM 
should identify the recommendations. 
Where the recommendations are not 
used, appropriate rationale will be 
included on why they were not used. 
Any alternate position will be 
documented and supported with factual 
data. 

f. Any exceptions to the Government’s 
terms and conditions will be 
documented as will any special or non¬ 
standard contract provision. 

g. The PNM will document the initial 
negotiation objectives and actual 
negotiations including the offers and 
counter-offers made by the parties with 
supporting rationale for all Government 
positions. 

h. The document will include the MOL 
level established with supporting 
rationale. 

i. The document must dearly 
demonstrate and support that the price/ 
discount negotiated is reasonable. It 
must document any decision to accept 
less than the best pricing arrangc/nent 
granted to the most favored customer. 
The PNM should also identify the 
offeror s data used in the negotiation 
process. 

j. The PNM should be signed and 
dated by the contracting officer as 
evidence that it is the official record of 
negotiations and it complies with GSA 
policies and procedures. 


Price analysis 


Check Sheet 


ym 


II OdlM offeror tubm* adegoate data « 
response to lha sofotabon? 

2 tl data subrntted by offeror wan nod ftde- 
Quete. od you reouoet trial ddcaocm Da 
correcte<P 

3 0*3 ofloror then aub«et adequate data? 

4 Did you verity tna« am item* meet to# tad 
of (M4 f AR IS 1104-3(0 

a Estabtohed catalog pnea - -- 

b Cowiafoal 4am . 
c General pUAc 

d Subelantel quenutie* -,- 

5 0*1 you prepare a pnee ana*yws on the 
offeror* proposal? 

6 Old you corrcur* lha offerors (meal'd* 
counts to amang or prior contracts and 
reconod inferences? 

7 Old you compare proposed pnea kits »o 
pnor lists and OvaLia!* changes? 

ft 0*3 the otter or propose lha MFC dtecow* 
to the GouenmanC* 

ft H MFC discount was not offered. d*3 the 
offeror's proposal provide lha requred doc- 
iffnentaeon in support thereof? 

<0 it MFC dacou* was nod odared, dbd you 
evaluate why end use 4 n developing the 
Government's negotiation posrtion? 

II On a sample been d*S you compere net 
prices on high do«ar roluma name to 
emrtar aems offend o* avertable from other 


12 0*1 you determine whether the offeror m a 
manufacturer utiWig deed to the Govern, 
ment wehout a deafer nehvort or a manu¬ 
facturer seiUng dr eel to lha Government 
even tiougfi he has deafer* or a murxrtac 
Liter wi ng to the Governme n t through 
d efe r* . or « dealer aedng dead to the 
Government (deafer must submit roaixrtac- 
lurer s pnea tot), or sets to lha Govern¬ 
ment inrough soma other means? 

IS 0*3 lha oherty Kan.sh |hor sisndenl com 
merctai warranty and ipec»ty where «t « 
located m the* offer? 

14 tn FSS procurements, dd the offeror stale 
whether the warranty offered to GSA la 
more ta-<orab)e. lass fevorabte. or eouai to 
the co mmor ci wt warranty? H lha warranty 
offered to GSA « more tevorabte or toss 
favorable then the commerci§r warranty dd 
the offeror submit information dnentang 
toe dfferencat between toe warranty of¬ 
fered end toe commercial warranty and 
provide the veto# (etprenewd as a precerv 
tega of toe catalog pnee)* 

15 IN FSS procurements are msuttafeon and 
•rwaudicns offered Of tyes” dkl toe offeror 
provide detarts or nlctt* where the mtor* 
matron may be found tr the offer)? 

tft m FSS procurements, are mstalUHton and 


customers (4 "yes , dd the offeror deecrba 
now a it more favoraDto and provide toe 
value expressed at a pracanfaQe of toe 
catalog pnea)? 

17 to FSS sobcilafionv was alteration ob- 


manfemetr 

b tt the Spec* item ffembar{%) offered 
dspM*|fed *i showrooms? 

C. Arc d#«gn and layout eseetance relat¬ 
ed IQ to* Special Item Number provid 
ed free o» charge? 

d « toe offeror m a desfer hat toe 
offeror arranged lor cto« doakvs to 
parhopaie under toe schedule corv 
trscr> 

e WA the offeror sommsfer a* incoming 
orders, moudmg request fer eapwdrt 
mg and tehow-up* 

tft Are the pneas negotiated at least equal to 
too beet pnea toa* toa offeror grants to 4s 
and user moat tavored customer? 
tft Goes toe PNM contan an artamauve 
determination toat toa pneas negotiated are 
far and reasonable *r*J sat forth toe D*V» 
for such de t errmfetion? 


No 
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Check Sheet— Continued 



Yaa 

Ho 

K CM Via contractor oerbfty data mteSy 
kifactod tie proposal and eg*n, at 

tfrt ^ondMon of MQOliiconft, on otofm 
ton pwondad during nagotationa and any 
chrgea to Via data onyiad» tubnwtted 
■an the propoaaT 




Attachment II—Discount Schedule and 
Marketing Data Sheets 

Solicitation No. - 

Discount Schedule and Marketing Data 

Instruction To Offerors: 

Part A—General Information applies 
to each CSA Special Item Number (SIN) 
for which an offer is submitted (If all 
information is the same, SINs may be 

combined.) 

Part B — Discount and Sales 
Information must be completed for each 
Special Item Number for which an offer 
is submitted. (If discount information is 
the same for all products under each 
SIN. SINs may be combined. However, 
separate sales information required 
under Part B VII must be provided for 
each SIN.) 

Information required by each space 
must be furnished. If not applicable, 
indicate by "N/A’\ Information 
furnished in Part B relating to discounts, 
allowances and sales information will 
be treated as "CONFIDENTIAL" by the 
Government Failure to provide current, 
accurate and complete information 
under Parts A and B may subject the 
offeror to liability for refunds pursuant 
to the Price Reductions or Defective 
Pricing clauses. 

Part A— General Information 

[applicable to all special item numbers) 

I Identification of a Price List as the 
Basis for this Offer (check and attach 

copies of the dated prices list) 

(a) - Manufacturer's catalog/ 

pricelist (indicate type) 

(b) — Dealer’s catalog/pricelist 

(c) _— Retailer’s cataiog/pricelist 

Id)- Other (specify) _ 

II Aggregate or End of Contract 
Additional Discounts . An additional 

discount of _ percent is offered to the 

Government which will be applied to 
the actual aggregate sales in excess of 
the following base figure under this 
contract: 

L For current MAS contractors, 
aggregate sales (annualized) to the 
Government for most recent 12 month 

period under similar contract(s) is $_ 

based on stiles during the period to 


2. For other offerors, projected 
aggregate sales under this contract is 

Solicitation No. ■■ ■ < 

Part B—Discount and Sales Information 


Name of Offeror GSA Special Item 
Number 


I. Identification of Items Offered. How 

many model/type of catalog items do 
you offer under this GSA Special Item 
Number_(enter number). 

II. Discounts. The following 
concessions are offered to the 
Government for delivery FOB 
destination. In OIRM solicitations, list 
also concessions to the Government for 
delivery FOB origin. 

(a) Discount offered on the above 

GSA Special Item Number is_ % 

from pricelist dated__ Pius prompt 

payment discount, as stated on the First 
page of this solicitation (additional 
details may be entered below or 
attached). If discounts vary, show 
discounts on pricelist. 

(b) Quantity Discounts. 


1. List below any quantity discounts 
included in this offer. 

2. Can models/products be combined 
to obtain quantity discounts? 

Yes No_. If yes, provide 

details. 

Solicitation No. - 

Special Item No.- 

III a. List below the best discount and 
other concessions resulting in the lowest 
net price (regardless of quantity and 
terms and conditions) to other than 
authorized GSA contract users from 
pricelist for the same or similar products 
or services offered to the Government 
under this solicitation. NOTE: Where 
the best (lowest) net price offered was 
based on other than a discount from a 
pricelist or was based on a discount 
from a pricelist other than the pricelist 
used as the basis of the offer to the 
Government under this solicitation, the 
lowest net price granted shall be 
translated into a discount from the 
pricelist used as the basis of the offer to 
the Government under this solicitation. 
The discounts shown below should 
reflect the lowest net prices granted to 
any customer under any circumstances. 
(Show percentages and delivery terms). 



"T* 

counts 

Quanta* 

d«- 

counfa 

g 

Com- 
irnwra 
10 otnar 
than 

Prompt 

F09 

Oder 

Os- 


OP*’ 

cant) 

UHt- 

»nq 

counts 

employ* 

aaa 

tP* 
cent) 


pont 

counts 

(1) To daaian/raUtoan 








(2) To Ostobultyv/ehotosaieri ___ 








Q) To educational institution* 








(4) To stale, county, cdy. vxt local gowiwant 








|S) To original manufacturers (OCM) _ 








(6) To otheri (specify), eg. nail aoct*. sales 
agreement*. Fedoral egecies. ale ■ - , .. 








f7) It a dealar. mcfccate deposit from ndg's 
orceAtt 
















Ill b. Do you offer, for any customer of 
any class within the MOL or outside of 
the MOL other discounts and/or 
concessions including but not limited to 
the following, regardless of price list, 
which result in lower net prices than 
those offered the Government in this 
offer? 

Yes - No _ rebates of any 

kind, including year-end or end of 
contract discounts? 

Yes _ No _ multiple 

quantity unit pricing plan? 

Yes _ No _ cumulative 

discounts of any type which cover items 
being offered? 

Yes _ No _ products 

(models)/services that may be combined 
for maximum discounts? 

Yes _— No - others (specify). 


If answer to any of the above is “Yes", 
provide detailed explanation including 
the value expressed as a percentage of 
the list price and the manner in which 
the value of the discount/concession 
was calculated. 

IV (a) Are any of the models/products 
offered herein sold by the offeror under 

a different trade name(s)? Yes _, 

No _ If "Yes", explain and provide 

applicable pricelists. 

(b) To your knowledge, are there 
identical products offered herein 
contained in any other GSA Federal 
Supply Schedule contract? Yes , 

No _. If "Yes”, identify the product. 

schedule and contract. 

V. Allowances: Do you offer any of 
the following allowances to any 
customer? 

(a) _ Trade-in allowances? 
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(b) -Return/Exchange goods 

policy? 

(c) -Reduced prices on samples. 

demonstrator models, reconditioned 
items or floor models? 

(d) -Do you give any allowances 

not mentioned above? 

If the answer to any of the above is 
"yes," provide a detailed explanation of 


the allowance and identify the customer 
or category of customer to whom the 
allowance is offered. 

VI. Sales Information (This section 
only applies to FSS solicitations). 

Estimate the percentage of your sales 
made to the U S. Government under 
Federal Supply Schedule Blanket 
Purchase Arrangements. 


List agencies below: 

l.- 

Z -- 

y - 

4 - 

•tUJMG COOC M20-41-M 
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DEPARTMENT OF TRANSPORTATION 

Research and Special Programs 
Administration 

49 CFR Parts 192 and 195 

I Dock*! No. PS-83, Notice 1| 

Transportation of Gas or Hazardous 
Liquids by Pipeline; Nondestructive 

Testing 

agency: Materials Transportation 
Bureau (MTB). 

action: Notice of proposed rulemaking. 

summary: This notice proposes to allow 
some exception to the requirements to 
nun destructively test 100 percent of the 
girth welds in certain onshore locations. 
In cases where testing 100 percent is 
impracticable, testing less than 100 
percent would be allowed so long as at 
Ifcrtsi 90 percent is tested. An operator 
v\hu w ishes to avail itself of the "90 
percent testing’* rule must determine 
thot. under the circumstances, 
nnmieatructive testing is impracticable 
fur each girth weld nut tested. The 
existing requirements are too 
burdensome and without« 
uimmensurate safety benefit. 
date; Interested persons are invited to 
wibmil written comments on this 
proposal. All comments must be filed by 
May 10. 1985. Late Tiled comments will 
be considered so far as practicable. 
adoress: Comments should be sent to 
the Dockets Branch. Room 8426, 

Materials Transportation Bureau. U.S. 
Department of Transportation. 400 7th 
Street SW.. Washington. D C. 20590 and 
identify docket and notice numbers. All 
comments will be available in Room 
M2 h for inspection and copying between 
a m. and 5:00 p.m. each work day. 
EOR MJRTHEfI INFORMATION CONTACT: 
hunk Robinson, (202) 426-2392. 
supplementary information: Under 
the requirements of 5 1 95.234(e) for 
hazardous liquid pipelines, 100 percent 
of the girth welds in the following 
onshore locations must be 
numlustructivcly tested, while offshore, 
only 90 percent of each day’s welds 
ni:eil be tested when testing 100 percent 
is impracticable: 

(1) At any onshore location where a 
hss of hazardous liquid could 
reasonably be expected to pollute any 
stream, river, lake, reservoir, or other 
body of water, and any offshore area 
tmless impracticable, in which case only 
90 percent of each dav’s welds need be 
tested. 

(2) Within railroad or public road 

r: Rhts-of*way. 


(3) At overhead road crossings and 
within tunnels. 

(4) At pipeline tie-ins. 

(5) Within the limits of any 
incorporated subdivision of a State 
government. 

(6) Within populated areas, including 
hut not limited to. residential 
subdivisions, shopping centers, schools, 
designated commercial areas, industrial 
facilities, public institutions, and places 
or public assembly. 

For gas pipeline welds that are required 
to be nondestructively tested. 

{ 192.243(d)(4) prescribes 100 percent 
testing within railroad or public highway 
rights-of-way, including tunnels, bridges, 
and overhead road crossings, and tit 
pipeline tie-ins. In Class 3 and Class 4 
locations (populated areas), at crossings 
of major or navigable rivers, and 
offshore, $ 192.243(d)(3) requires testing 
100 percent if practicable, but not less 
than 90 percent of each day’s welds. 

By letter dated May 21.1982. the 
American Petroleum institute (API) 
petitioned MTB (Petition No. P-19) to 
extend the flexibility provided by 
5 195.234(e)(1) for offshore areas, testing 
only 90 percent of each day’s welds 
when 100 percent testing is 
impracticable ("90 percent testing”), to 
the onshore locations listed in 
§ 195.234(e). except tie-ins. The more 
flexible ”90 percent testing” rule was 
adopted for offshore pipelines because 
nondestructively testing 100 percent of 
each day's welds offshore was 
considered too stringent in view of the 
changing working conditions and 
unforeseeable circumstances. (41 FR 
34035. August 12.1976). In arguing that 
the same flexibility should apply 
onshore, API said that the rigors and 
high marginal costs of 100 percent 
testing combined with the low failure 
rate of girth welds indicate that the 100 
percent nondestructive testing 
requirement is not cost-effective. 

Further. API pointed out that the 
hydrostatic testing requirements of Part 
195 (Subpart E) provide a proof test for 
girth welds other than those located at 
tie-ins. In deciding whether to grant the 
API petition. MTB considered the 
difficulties associated with 100 percent 
testing. When 100 percent testing is 
required, every* girth weld, without fail, 
must be tested over its entire 
circumference. In some cases, 
radiographs for welds can be lost, a 
weld can be overlooked and 
inadvertently not tested, a radiograph 
might not be legible, or bad weather 
may cause a radiograph to be skipped. 

In such cases and similar instances 
where a valid radiograph is unavailable, 
to require that the affected weld be 


uncovered and that an inspection crew 
return to the site and radiograph it muy 
be very time consuming and costly. 
Furthermore, as indicated by the ”90 
percent testing” rule in i 192 243(d)(3). 
the difficulties of 100 percent testing are 
not limited to hazardous liquid 
pipelines, but exist in the construction of 
gas pipelines as well. Therefore. MTB is 
considering amending both i 195.234(e) 
and $ 192 243(d)(4) to extend the ”90 
percent testing” rule to all hazardous 
liquid and gas pipeline locations where 
10U percent testing is now required, 
except tie-ins. It should be noted that 
the ”90 percent testing” rule does not 
routinely allow an operator not to 
radiograph 100 percent of the girth 
welds. Rather an operator who wishes 
to avail itself of the ”90 percent testing” 
rule must determine that under the 
circumstances, nondestructive testing is 
impracticable for each girth weld not 
tested 

M'I*B also has examined the safety 
impact of relaxing the 100 percent 
testing requirements. From the 
commencement of the Part 195 accident 
reporting requirements in 1968 for the 
roughly 170.000 miles of interstate 
hazardous liquid pipelines, involving 
about 22 million girth welds, a total of 
only 56 reportable accidents have been 
caused by girth weld failures. The 
resulting failure rate is about one for 
every 3,000 miles. Similarly, between 
1970 and 1982. 569 leaks were reported 
in girth welds on the nation's 1.25 
million miles of steel gas pipelines, 
comprising about 165 million welds, 
resulting in a failure rate of about one 
for every 2,200 miles. Thus, the failure 
rote of girth welds is very low for both 
hazardous liquid and gas pipelines. 

The safety of girth welds becomes 
more apparent when considering that 
most of the pipeline on which the failure 
data were constructed before 
nondestructive testing of girth welds 
became mandatory under Parts 192 and 
195. Also, while data do not permit a 
comparison of failure rates at locations 
where 100 percent testing is required 
with rates at other locations, it is 
significant that the low overall rates 
derive, in part, from onshore locations 
where as few as 10 percent of the daily 
welds are nondestructively tested 
(§5 192.243(d)(1) und 195 234(d)). Given 
this record, MTB believes that slightly 
relaxing 5$ 192.243(d)(4) and 195.234(e) 
for onshore welds other than tie-ins to 
provide that at least 90 percent of each 
day's welds be tested when testing 100 
percent is impracticable should not 
reduce safety. Moreover, the integrity of 
welds that would be subject to the ”90 
percent testing” rule would be covered 
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by other requirements governing visual 
inspection (j§ 192,241 and 195.228). 
procedures for welding (55 192.225 and 
195.214) and qualifying welders 
(55 192.227 and 195.222). and pressure 
tests for flaws (Part 192, Subpart J, and 
Part 195, Subpart E). 

The proposed '*90 percent testing'* 
rules would not provide any flexibility 
when fewer than 10 welds are installed 
in one day. With such few welds, 
operators should not have difficulty in 
providing 100 percent testing as now 
required. Also, to reach a total of 10. an 
operator may aggregate all the welds 
installed daily at all the locations listed 
in the rule, 

API also argued that in 5 195.234(e)(6), 
the phrase "populated areas" too 
broadly defines the areas where 
nondestructive testing is required. API 
recommended that ''populated areas" be 
limited to those specifically listed in 
5 195.234(e)(8). MTB believes, howci'er, 
that changing the current rule as API 
suggested would be too restrictive, and 
that the list of places serves to limit an 
overly broad interpretation of 
"populated areas." For this reason. MTB 
is not proposing to change the current 
wording of this section. 

Intrastate Pipelines 

Part 195 now applies to interstate 
pipelines. In Docket PS-80 (49 FR 11228, 
March 26,1984), MTB proposed to 
extend Part 195 to those "intrastate 
pipeline facilities," as defined in section 
202 of the Hazardous Liquid Pipeline 
Safety Act of 1979 (49 U.S.C. 2001). that 
transport petroleum, petroleum 
products, or anhydrous ammonia. If Part 
195 becomes applicable to those 
intrastate pipelines. MTB proposes that 
the proposed amendments to 5 195.234 
set forth below also be adopted for 
these pipelines. 


Classification 

Since this proposed rule will have a 
positive effect on the economy of less 
than $100 million a year, will result in 
cost savings to consumers, industry, and 
government agencies, and no adverse 
impacts are anticipated, the proposed 
rule is not "major" under Executive 
Order 12291. Also, it is nob "significant" 
under Department of Transportation 
procedures (44 FR 11034). MTB believes 
that the proposed rule will reduce the 
costs of nondestructive testing. 

However, these savings are not 
expected to be large enough to justify 
the preparation of a Draft Regulatory 
Evaluation. 

Based on the facts available 
concerning the impact of this rulemaking 
action. I certify pursuant to section 605 
of the Regulatory Flexibility Act that the 
action will not. if adopted as final, have 
a significant economic impact on a 
substantial number of small entities. 

list of Subjects In 49 CFR Parts 192 and 
195 

Pipeline safety, nondestructive testing, 
girth welds, welding. 

In view of the above. MTB proposes to 
amend Parts 192 and 195 as follows: 

PART 192—(AMENDED) 

1. In 5 192.243. paragraphs (d) (3) an 
(4) would be revised to read as follows: 

5 192.243 Nondestructive tasting. 

• • • • • 

(d) * 

(3) In Class 3 and Class 4 locations, at 
crossings of major or navigable rivers, 
offshore, and within railroad or public 
highway rights-of-way. including 
tunnels, bridges, and overhead road 
crossings. 100 percent unless 
impracticable, in which case at least 90 
percent must be tested. 

(4) At pipeline tie-ins. 100 percent. 

• • • • • 


PART 195—(AMENDED] 

2. In 5 195.234. paragraph (e) would be 
revised and a new paragraph (g) added 
to read as follows: 

5 195.234 Welds: Nondestructive testing 
and retention ot testing records. 

• • • • • 

(e) Each day's girth weld9 installed in 
the following locations must be 
nondestructive^ tested 100 percent 
unless impracticable, in which case at 
least 90 percent must be tested: 

(1) At any onshore location where a 
loss of hazardous liquid could 
reasonably be expected to pollute any 
stream, river, lake, reservoir, or other 
body of water, and any ofTshore area; 

(2) Within railroad or public road 
rights-of-way; 

(3) At overhead road crossings and 
within tunnels; 

(4) Within the limits of any 
incorporated subdivision of a State 
government: and 

(5) Within populated areas, including, 
but not limited to. residential 
subdivisions, shopping centers, schools, 
designated commercial areas, industrial 
facilities, public institutions, and places 
of public assembly. 

• • • • • 

(g) At pipeline tie-ins. 100 percent of 
the girth welds must be nondestructive!)' 
tested. 

Part 192 authority: 

(49 use 1872: 49 CFR 1-53. App. A to Part 1, 
and App. A to Part 108) 

Part 195 authority; 

(49 U.S.C. 2002, 49 CFR 1.53, App. A to Pari 1 
and App. A to Part 106) 

Issued in Washington. D C. on March 21. 
1985. 

Richard L Beam, 

Associate Director for Pipeline Safety 
Regulation. Materials Transportation Bureau, 
|FR Doc. 85-7109 Filed 3-25-85; 8:45 am] 

0IILINO COOC 4S10-*»~M 
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■pits section of the FEOERAL REGISTER 
averts documents other than roles or 
proposed rules that are applicable to the 
public. Nobces of heanngs and 
nves:»gatlons. committee meetings, agency 
de&MXtt and rulings, delegations of 
authority, filing of petitions and 
applications and agency statements of 
organization and functions a/o examples 
of documents appearing in this section. 


ARCTIC RESEARCH COMMISSION 

Meeting 

Notice is hereby given that the Arctic 
Research Commission established by 
the Arctic Research and Policy Act of 
1964 (Title I of Pub. L. 98-373) will meet 
on 5 April 1985. 

Date and Time: Apnl 5,1985,9 a m.. open 

session. 

Place; Office of President. University of 
Southern California. University Park. Los 

Angela*. California. 

Statu*: Moat of this meeting will be open to 
the public. Parts of the meeting will be closed 

to the public. 

Matters to be Considered at the Open 
Session: Friday. April 5.1985.9i)0 a m.: 

1 Chairman * Items, 

l Status of Implementation of the Arctic 
Rr spftrch and Policy Act of 1984. 

3 Future Activities of Commission. 

4 Other Business. 

5. Next Meetings. 

Matters to be Considered at the Closed 
Session: Friday. April 5.1985. 3.130 p.m. 
l Commission staff nominees. 

Contact Person for Mure Information: Dr. 

) if (lies it. Zumberge. Chairman. Arctic 
Research Commission. |213| 743-2111. 

James H. Zumbergn. 

Cho,rman, Arctic Research Commission. 

[FR Doc. 85-7078 Filed 3-25-85; 8 45 am) 
8UWQ COOC 7S4S-41-N 


DEPARTMENT OF AGRICULTURE 

Soil Conservation Service 

North Hyco Creek Critical Area 
Treatment, RC&D Measure, NC; 
Environmental Impact 

agency: Soil Conservation Service. 

lsua. 

action: Notice of a Finding of No 
Significant Impact. 

summary: Pursuant to section 102(2)(C) 
of the National Environmental Policy 
Act of 1969; the Council on 


Environmental Quality Guidelines (40 
CFR Part 1500): and Ihe Soil 
Conservation Service Guidelines (7 CFR 
Part 850); the Soil Conservation Service. 
U.S. Department of Agriculture, gives 
notice that an environmental impact 
statement is not being prepared for the 
North Hyco Creek Critical Area 
Treatment RC&D Measure, Caswell 
County. North Carolina. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Coy A. Garrett State 
Conservationist Soil Conservation 
Service. Room 544. Federal Building. 310 
New Bern Avenue. Raleigh. North 
Carolina 27611, Telephone (919) 755- 
4210. 

SUPPLEMENTARY INFORMATION: The 

environmental assessment of this 
federally assisted action indicates that 
the project will not cause significant 
local, regional, or national impacts on 
the environment. As a result of these 
findings. Mr. Coy A. Garrett. State 
Conservationist, has determined that the 
preparation and review of an 
environmental impact statement are not 
needed for this project 
This measure concerns treating 
critical eroding areas in a 30.000 acre 
region in southeast Caswell County. 
Implementation of this measure will 
maintain the resource productivity of the 
agricultural land and will improve water 
quality of receiving streams. 

The Notice of Finding of No 
Significant Impact (FONSI) has been 
forwarded to the Environmental 
Protection Agency and to various 
Federal, State, and local agencies and 
interest parties. A limited number of 
copies of the FONSI are available to fill 
single copy requests at the above 
address. Basic data developed during 
the environmental assessment are on 
file and may be reviewed by contacting 
Mr. Coy A. Garrett. 

No administrative action on 
implementation of the proposal will be 
taken until 30 days after the date of this 
publication in the Federal Register. 

(Catalog of Federal Domestic Assistance 
Program No. 10901, Resource Conservation 
and Development Program. F.xecutive Order 
12372 ''Intergovernmental Review of Federal 
Programs'* is applicable) 

Dated March 4.1965. 

Coy A. Garrett. 

State Conservationist 

|FR Doc. 85-7103 Filed 3-25-85. 8:45 am| 

FILLING COOC 34 IB-14-41 


COMMISSION ON CIVIL RIGHTS 

Arizona Advisory Committee; Agenda 
and Public Meeting 

Notice is hereby given; pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Arizona Advisory 
Committee to the Commission will 
convene at 1:00 p.m. and will end at 6:00 
p.m.. on April 19.1985. at San Luis Town 
Hall, 23222 First Street San Luis, 
Arizona. The purpose of the meeting is 
to receive and review information 
regarding the state of civil rights in San 
Luis. Arizona. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact 
Advisory Committee Chairperson 
Richard Zazueta or Philip Montez of the 
Western Regional Office at (213) 668- 
3437. 

The meeting will be conducted 
pursuant to the provisions of the Rulca 
and Regulations of the Commission* 

Dated at Washington. D.G. March 20.1985. 
Bert Silver. 

Assistant Staff Director for Regional Program 
(FR Doc. 85-7163 Filed 3-25-85; 8:45 am) 

BILLING COOC 4215-01-41 


Missouri Advisory Committee; Agenda 
for Notice of Public Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Missouri Advisory 
Committee to the Commission will 
convene at 9:00 a.m. and will end ut 1:00 
p.m.. on April 26.1965. at the 
Breckenridge Concourse. 9801 Natural 
Bridge Road. Room 232. St. Louis. 
Missouri. The purpose of the meeting is 
to provide an orientation for new 
members of the Advisory Committee 
and to develop programs and plans for 
the remainder of FY 85. including the 
conduct of community forums. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact 
Advisory Committee Chairperson 
Morrie Zimring or Melvin (enkins of the 
Central State Regional Office at (816) 
374-5253. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 
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Hated at Washington. D C. March 2a 1905. 
Bert Silver. 

Assistant Staff Director for Regional 
Programs 

|FR Doc. 85-7178 Filed 5-25-65: MS am| 

BILLING COOC M 


South Carolina Advisory Committee; 
Public Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the South Carolina 
Advisory Committee to the Commission 
will convene at 10:00 a.m. and will end 
at 12:00 a.m. on April 30.1985. at the 
Cressette Senate Office Building. State 
Capitol Complex. Room 507. Columbia. 
South Carolina. The purpose of the 
meeting is to select jurisdictions in 
which to hold a community forum, 
develop plans for collection of 
preliminary data and review recent 
Commission meetings. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact 
Advisory Committee Chairperson 
Elizabeth Patterson or Bobby Doctor in 
the Southern Regional Office (404) 221- 
4391. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 

Dated at Washington. D.C., March 20.1985. 

Bert Silver. 

Assistant Staff Director for Regional 
Programs. 

|FR Doc 65-7164 Filed 3-25-85; 8 45 am) 

BILLING COOC SMS-01-41 


Tennessee Advisory Committee; 
Agency and Public Meeting 

Notice is hereby given, pursuant to the 
provisions of the Rules and Regulations 
of the U.S. Commission on Civil Rights, 
that a meeting of the Tennessee 
Advisory Committee to the Commission 
will convene at 3:30 p.m. and will end at 
7:00 p.m. on April 9.1985, at the Marriott 
Hotel-Nashville. 1 Marriott Drive, the 
Knoxville room, Nashville. Tennessee. 
The purpose of the meeting is for an 
orientation of the newly rechartered 
Committee and formulation of program 
plans for FY 1985. 

Persons desiring additional 
information, or planning a presentation 
to the Committee, should contact 
Advisory Committee Chairperson James 
Blumstein or Bobby Doctor in the 
Southern Regional Office (404) 221-4391. 

The meeting will be conducted 
pursuant to the provisions of the Rules 
and Regulations of the Commission. 


Dated at Washington. D C, March 18.1985. 
Bert Silver. 

Assistant Staff Director for Regional 
Programs . 

(FR Doc 85-7162 Filed 3-25-85: 8:45 *m| 

BILLING COOC S33S-01-4C 


DEPARTMENT OF COMMERCE 

International Trade Administration 

Export Trade Certificate of Review; 
Issuance 

agency: International Trade 
Administration. Commerce. 

action: Notice of Issuance of an Export 
Trade Certificate of Review. 


summary: The Department of 
Commerce has issued an amended 
export trade certificate of review to U.S. 
Export A Trading Company (IJSEX). 

This notice summarizes the conduct for 
which certification has been granted. 

address: The Department requests 
public comments on the certificate, 
interested parties should submit their 
written comments, original and five (5) 
copies, to: Office of Export Trading 
Company Affairs. International Trade 
Administration. Department of 
Commerce, Room 5618, Washington. 

D.C. 20230. 

Comments should refer to the 
certificate as "Export Trade Certificate 
of Review, application number 83- 
A0Q24". 

FOR FURTHER INFORMATION CONTACT! 

lames V. Lacy. Director. Office of Export 
Trading Company Affairs. International 
Trade Administration. 202-377-5131. 
This is not a toll-free number. 

SUPPLEMENTARY INFORMATION: Title III 
of the Export Trading Company Act of 
1982 ("the Act”) (Pub. L 97-290) 
authorizes the Secretary of Commerce to 
issue trade certificates of review. The 
regulations implementing the Act are 
found at 15 CRR Part 325 (50 FR 1804, 
January 11.1985). 

The Office of Export Trading 
Company Affairs is issuing this notice 
pursuant to 15 CFR 325.6(b). which 
requires the Secretary of Commerce to 
publish in the Federal Register a 
summary of each certificate issued. 
Under section 305(a) of the Act and 15 
CFR 325.11(a). any person aggrieved by 
the Secretary's determination may, 
within 30 days of the date of this notice, 
bring an action in any appropriate 
district court of the United States to set 
aside the determination on the ground 
that the determination is erroneous. 


Description of Certified Conduct 

Export Trade 

(a) Ultraviolet-resistant polyvinyl 
choride (UVR-PVC) irrigation pipes, 
fittings, and related products 
("Products'’), 

(b) Ultraviolet-resistant polyvinyl 
chloride (UVR-PVC) resin compounds 
("Resins”). 

(c) Export Trade Services (consulting, 
international market research, product 
research and design exclusively for 
export, transportation including trade 
documentation and freight forwarding 
communication and processing of 
foreign orders, foreign exchange, 
financing and collection, and taking title 
to goods) in connection with the 
foregoing Resins and Products. 

Export Markets 

The Export Markets include all parts 
of the world except the United States 
(the fifty states of the United States, the 
District of Columbia, the 
Commonwealth of Puerto Rico, the 
Virgin Islands, American Samoa. Guam, 
the Commonwealth of the Northern 
Mariana Islands, and the Trust Territory 
of the Pacific Islands). 

Export Trade Activities and Methods of 
Operation 

To engage in the Export Trade in the 
Export Markets. USEX may: 

(a) Enter into an agreement with 
Brownline Pipe Company, Inc. 
("Brownline”) of Laguna Hills. 
California, to serve as Brownline's sales 
representative in the Export Markets by 
providing Export Trade Services. In this 
agreement: 

(1) Brownline may agree not to sell, 
directly or through any intermediary 
other than USEX, into the Export 
Markets, nor to any purchaser in the 
United States for resale in the Export 
Markets; and 

(2) Brownline may authorize USEX to 
appoint, after consultation with an 
approval by Brownline, exclusive agents 
and distributors (“distributors”) in the 
Export Markets. 

(b) Enter into agreements with 
distributors in the Export Markets that 
USEX will not sell into a territory in the 
Export Markets assigned to a distributor 
except through that distributor nor to 
any purchaser in the United States for 
resale in the distributor's assigned 
territory. 

(c) Independently or with Brownline 
and/or with distributors in the Export 
Markets. 

(1) Establish prices at which Products 
will be sold in the Export Markets. 
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(2) Establish quantities of Products to 
be sold in the Export Markets, and 

(3) Allocate territories or customers 
among the distributors in the Export 

Markets* * 

(d) Enter into agreements with foreign 
buyers in the Export Markets by which 
USEX will be the buyer's exclusive or 
non exclusive supplier of Resins. Such 
agreements may include price, quantity, 
territory and/or customer restrictions 
for the Export Markets on the sale in the 
Export Markets of Resins or of Products 
made from the Resins. 

A copy of each certificate is available 
for inspection and coping in the 
international Trade Administration's 
Freedom of Information Records 
Inspection Facility. Room 4102, U.S. 
Department of Commerce, 14th Street 
and Constitution Avenue, NW„ 
Washington, D.C. 20230. 

Dated: March 2a 1985. 

Richard H. Shay, 

Acting General Counsel. 

JFR Doc. 85-7033 Filed 3-25-45; 8:45 am) 

WLUMO COOC 3510-DW-U 

IC-565-4011 

Termination of Countervailing Duty 
Investigations Under Section 303 and 
Preliminary Affirmative Countervailing 
Duty Determinations Under Title VII; 
Certain Textile Mill Products and 
Apparel From the Philippines 

agency: Import Administration. 
International Trade Administration, 

Commerce. 

action: Notice. 


summary: The Philippines has become a 
“country under the Agreement." 
Accordingly, we are terminating the 
pending countervailing duty 
investigations under section 303 of the 
Tariff Act of 1930, as amended ("the 
Act"), and the investigations shall be 
subject to the provisions of Title VII of 
the Act as if preliminary determinations 
under section 703 were made on March 
15,1985. the effective date of the 
•ipplication of Title VII to the 
Philippines. 

effective oati: March 15.1985. 

FOR FURTHER INFORMATION CONTACT. 

Melissa C. Skinner or Rick Herring. 
Office of Policy or Office of 
Investigations, Import Administration. 
International Trade Administration. U.S. 
department of Commerce. 14th Street 

*nd Constitution Avenue, NW.. 
Washington. D.C. 20230. telephone: (202) 
377—1412 or 377-0187. 

supplementary information: 

Initiation of Investigations and 
Preliminary Determinations 

On August 2,1984. we received a 


petition from the American Textile 
Manufacturers Institute, the 
Amalgamated Clothing and Textile 
Workers Union, and the International 
Ladies' Garment Workers Union, on 
behalf of the U.S. industries producing 
certain textile mill products and apparel. 
In compliance with the filing 
requirements of i 355.26 of our 
regulations (19 CFR 355.26] the petition 
alleges that manufacturers, producers, 
or exporters in the Philippines of textile 
mill products and apparel receive, 
directly or indirectly, benefits which 
constitute bounties or grants within the 
meaning of section 303 of the Act. 

We found that the petition contained 
sufficient grounds upon which to initiate 
countervailing duty investigations, and 
on August 30.1984, we initiated such 
investigations (49 FR 34381). We stated 
that we expected to issue preliminary 
determinations by October 25,1984. On 
Septemer 21,1984, we determined these 
investigations to be "extraordinarily 
complicated," as defined in section 
703(c)(1)(B) of the Act. Therefore, we 
extended the period for making our 
preliminary determinations by 65 days 
until December 31.1984 (49 FR 40198). 

On December 31.1984. we issued our 
preliminary determinations that certain 
benefits which constitute bounties or 
grants within the meaning of the 
countervailing duty law are being 
provided to manufacturers, producers, 
or exporters in the Philippines of certain 
textile mill products and apparel (50 FR 
1607). 

On December 3,1984. the petitioners 
amended their petitions to include the 
following ATMI member firms as 
individual petitioners with respect to 
textile mill products: 

• Belton Industries. Inc., of Belton. 
S.C. 

• Burlington Industries. Inc., of 
Greensboro, N,C. 

• Chatham Manufacturing Company 
of Elkin. N.C. 

• Milliken & Company of 
Spartanburg. S.C. 

• Mount Vernon Mills. Inc., of 
Greenville. S.C, 

• Shuford Mills. Inc., of Hickory. N.C. 

• J.P. Stevens 8 Co., Inc., of New 
York. N.Y. and 

• West Point-Pcpperell. Inc., of West 
Point, Ga. 

On December 17,1984. the 
Department determined that ATMI is 
not an "interested party" under section 
771(9)(E) of the Act, and has no standing 
as a petitioner in these investigations. 
The Department accepted the 

amendment to add the eight firms listed 
above as petitioners with respect to 
textile mill products. 

On March 15.1985, the Office of the 


United States Trade Representative 
announced that the Philippines was a 
"country under the Agreement," as set 
out in section 701(b) of the Act (50 FR 
11471. March 21.1985). As a result. Title 
VII of the Act became applicable to the 
then pending countervailing duty 
investigations. According to section 102 
of the Act. once Title VII becomes 
applicable, any pending investigation 
under section 303 of the Act must 
terminate. Where a preliminary 
determination, but not a final 
determination has been made under 
section 303. the case is to be treated as 
if the preliminary determination under 
section 703 was made the day Title VII 
Brat applied to that country. Therefore, 
we are terminating the investigations we 
initiated on August 30,1984, under 
section 303 of the Act. The 
investigations shall be subject to the 
provisions of Title VII of the Act as if 
the affirmative preliminary 
determinations made on December 31. 
1984, under section 303 (50 FR 1607) 
were affirmative preliminary 
determinations under section 703 of the 
Act made on March 15,1985. The final 
determinations in these investigations 
now are due by May 29.1985. 

Scope of the Investigations 

The products covered by these 
investigations are certain textile mid 
products and apparel which are 
described in the Appendix to this notice. 

ITC Notification 

Pursuant to section 703(f) of the Act, 
we are notifying the U.S. international 
Trade Commission (ITC) and making 
available to it information relating to the 
matter under investigation. We will 
make available to the ITC all 
nonprivllegcd and nonconfidential 
information. W’e will also allow the ITC 
access to all privileged and confidential 
information in our files, provided it 
confirms that it will not disclose such 
information, either publicy or under an 
administrative protective order, without 
the written consent of the Deputy 
Assistant Secrrtary for Import 
Administration. 

After our final determinations, the ITC 
will determine whether an industry in 
the United States is materially injured, 
or is threatened w ith material injury, or 
the establishment of an industry in the 
United States is materially retarded by 
reason of imports of certain textile mill 
products and apparel from the 
Philippines. 

Dated: March 15.1985. 

C Christopher Partin, 

Acting Deputy Assistant Secretary for Import 
Administration . 










11926 


Federal Register / Vol. SO. No. 58 / Tuesday. March 26. 1985 / Notices 


Appendix.—Import* of Certain Textile Mill Products and Apparel From the Philippines in 1983 

(TWiff fistwltoW Xuwhffi Suttpd »o Ui **«!>*« twu»»| 




A. Textile Mill Products 






Yams 




303.1(100 

303.2040 

307.0810 

307.6820 

307.6630 

310-5049 





Cordage 




315 3500 

315.4500 

316.3000 

316-5800 







Fubncs 




328.1002 

328.1063 

328.4021 

328.4022 

328.4024 

3284031 

328.4038 

328.4042 

328.4049 

328.4054 

3284057 

328 4065 

328.4072 

32&4074 

328.4080 

320 4098 

3357500 






Special Constructional Fabrics 


347 8040 

348.0062 

348.0085 

348.0095 

348.0575 

349.1 OtO 

3S1X1500 

351 3000 

3514010 

351.4610 

351.4060 

351.8060 

m 8060 

353-5052 

3552500 

355.4530 

357.1500 

357.7080 

357.6000 

3580210 




Textile Furnishings 



3001515 

3601520 

380.4225 

OOP4628 

360.7000 

360.7800 

300.8300 

3814500 

361.4800 

361.5420 

361.5426 

361.5620 

361.5660 

363X1120 

383.0515 

3630525 

363 2562 

863 3564 

363.2575 

363.2580 

363.3020 

383.5115 

383.8506 

3636509 

363.8555 

305-5080 

365.7825 

m m 

385.7865 

365.8100 

3656300 

365.8640 

3658680 

365.0870 

305.8680 

306.1540 

366.1840 

366.1855 

366.4600 

366.4700 

366 4821) 

366.4840 

366.5100 

366.5400 

366.5740 

366.7200 

366.7700 

366.7925 

366.7930 

367.5500 

367.8025 

367.6040 

367.6060 

367.6500 



727-8200 









Miscellaneous 



305.5000 

385.6120 

385.6140 

365.6300 

385.7040 

386.0130 

386 2000 

388.5050 

387.3700 

389.3000 

389.4000 

389.5000 

3896270 

389.7000 



B. Apparel 





Wearing Apparel 



370.0000 

370.1200 

370.1000 

370.8420 

372.1010 

372.1020 

372.1030 

372.1038 

372.1040 

372.1060 

372.1540 

372.1560 

372-3500 

372.8020 

372.7000 

372.7520 

3727540 

373.2200 

374.1000 

374-2500 

374.3530 

374.3550 

374 4000 

374.6020 

3761UX) 

3762425 

3-6.2430 

376-2470 

3762825 

376.2830 

376.2846 

3762886 

376.5406 

376.5609 

378.5612 

376.5618 

378.0545 

378.0550 

378.0553 

378.0300 

376.0571 

378.0576 

378.1035 

378.1633 

378.1540 

378.6030 

3786530 

379,0211 

378.0212 

379.0220 

379.0230 

379 0240 

379.0490 

3794607 

379.0609 

379.0615 

3790820 

379.0624 

379.0640 

379-0646 

379 0640 

379.2020 

379.2320 

379 2300 

379.2610 

379.2830 

379.2830 

379 2840 

379.3120 

379.3130 

379 3140 

3793180 

379.3334 

379.3338 

379.3540 

379.3905 

379.3915 

379.3025 

379.3930 

379.4020 

379.4030 

379.4040 

379.4050 

379 4000 

379.4140 

379.4330 

379.4615 

379.4620 

379.4640 

379.4650 

379.4660 

379.4670 

379 5220 

379.5520 

379.5530 

379 5515 

379 5540 

379 5545 

379 5550 

379.5560 

379.5565 

379.5700 

379.5000 

379.6210 

3798217 

3790219 

379.6220 

379.6230 

379(1240 

379-6250 

379.6260 

3798270 

379.8280 

379 6430 

379 6470 

379.7250 

379.7540 

379.7547 

379.7550 

379.7555 

379 7580 

379.7610 

379 7620 

379.7630 

379.7050 

379 8311 

379-8318 

379 8356 

379-8357 

379 6358 

379.8359 

3784900 

3798420 

379 8908 

379.8011 

379.8915 

379.8030 

379.8935 

379 8940 

379.9010 

3799020 

3799030 

878 MB 

379.9040 

3799100 

379.9510 

379.9525 

379.9530 

379.9535 

379.9540 

379 9550 

379.9555 

379 9562 

3799564 

379 9506 

379 9568 

379.9575 

379.9580 

379.9585 

379.9650 

383.0207 

363.0206 

363.0212 

383.0213 

383.0214 

383X3216 

383.0217 

383X1218 

363.0219 

383.0222 

383.0228 

383.0228 

383X1232 

383.0234 

383X1236 

383.0238 

383 0242 

383.0246 

383X1248 

363.0272 

383 0305 

3830306 

383 0320 

383.0330 

383.0335 

3830335 

363.0340 

383X1350 

383.0381 
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\|ipcn<llK.—Imports of Certain Textile Mill Products and Apparel From the Philippines in 

1983—Continued 

{Tim# &hi'dtOr Num'tm Sul**! Hi 


343.0390 3034)505 3034)506 363.0507 
363 0606 363.0612 363.0614 363.0016 
363.0631 3634)638 363.0640 363.0657 
363.0620 363.0625 363.0830 383.0635 
363.065$ 3B3.0856 363.0859 38X0860 
363 1800 383.1807 363.1609 3631611 
383.1841 3831643 363.1646 363.1646 
363 1910 383.1920 363 1922 383.1924 
363.1940 363 2005 363.2013 383.2014 
363.2035 363.2040 383 2050 363.2052 
163.2205 363.2210 363.2212 383.2214 
363.2228 383 2229 383.2231 363.2232 
363.2237 363.2241 383.2243 383.2245 
383.2305 383.2310 363.2315 363 2320 
363.2340 363.2350 363.2351 363.2352 
3832365 363.2550 3832580 383.2590 
383.2714 363.2715 363.2710 383 2718 
363.2726 383 2726 363.2730 363.2732 
363.2814 363.2816 383.2618 363.2620 
38345835 363.2910 383.3010 383.3020 
363.3040 363.3000 383.3069 363.3080 
383 3405 383.3415 383.3420 363.3430 
363.3450 383.3452 383.3460 383.3465 
383.4200 383.4300 383.4702 383.4704 
383.4711 363.4718 363-4717 363 4716 
383.4728 383.4747 383 4748 363.4750 
383.4756 363.4780 383.4761 363.4782 
363 4618 363 4620 363 4621 363 4623 
383.5029 363.5031 383.5032 383.5033 
363.5041 383.5042 383 5043 383.5044 
383.5080 383.5082 363 5088 383.5036 
.163.5305 363 5316 363.5389 363.5365 
363.8330 383.8340 363.8371 363.8395 
363.7520 363.7522 3637532 363.7534 
383.7544 383.7546 363.7548 363.7552 
3837863 383 7866 383.7887 363.7886 
383.8009 383.8011 383.8012 363 8014 
363 8026 383 6026 363.6030 363.8045 
3636069 363.8071 383.8073 383 8106 
3636116 363.6117 3636137 363 8139 
383.8158 363.8158 3636162 383.6104 
3636621 3636622 363.8630 3836635 
383.6061 363.8663 3636065 383.8669 
363.9020 383.9025 3636027 3639029 
383.9042 363.9050 383.9051 383.9058 
383.9061 363 9062 383.9063 383.9064 
363.9070 363 9072 ^*83.9074 363.9076 
363.9215 363 9225 383.9230 383.9235 
363.9265 3836270 383.9273 3836276 
363.9568 3836566 363.9570 383.9572 
363.9579 


383(1509 
383.0618 
383,0805 
3830636 
363.1802 
383.1812 
383.1852 
383.1926 
363.2016 
38X2054 
383 2216 
363 2233 
363.2246 
383 3325 
363 2354 
363.2706 
363.2721 
363.2736 
363.2821 
363.3030 
363.3085 
583.3435 
363.3466 
363 4705 
363.4720 
363.4753 
363.4784 
363.4625 
383 5034 
363.5051 
363,5090 
363.5395 
383.7205 
363.7536 
383.7554 
383.7892 
363.8017 
363.8046 
363.8110 
383.8141 
363.8300 
363.6645 
383.6670 
363 9032 
303.9057 
363.9066 
383.9205 
363 9240 
383 9291 
363.9674 


383 0570 
383 0822 
383.0B10 

MUta 

363.1804 
383 1822 
.363.1854 
363.1928 
383.2020 
363.2056 
363.2225 
383 2234 
383 2251 
383.2330 
383.2356 
383 2710 
363.2722 
383.2738 
383.2826 
36X3037 
363.3090 
363.3445 
383.3600 
383.4707 
383.4721 
383.4754 
383.4765 
383.5026 
383.5037 
383.5054 
363.5295 
363.5825 
383.7210 
383.7538 
383.7558 
363.8002 
363.8019 
363.0050 
363.6114 
363.8143 
38XHII0S 
363 8850 
383 9010 
363.9035 
383 9058 
3619068 
383.9210 
383.9245 
383 9562 
383.9576 


383 0606 
363 0630 
363.0815 
3834894 
363 1805 
383.1924 
363 1680 
363.1935 
363.2025 
383 2000 
383.2227 
383 2236 
3837.255 
383.2335 
383.2380 
363 2712 
3837724 
383.2750 
383.2628 
363.3038 
383.3200 
383.3448 
383 4015 
363.4709 
383 4724 
383.4758 
363.4618 
383.5028 
363.5040 
363.5057 
383.5304 
383.5845 
383.7510 
383 7542 
383 7861 
363.8007 
383.8024 
383.6052 
383.8115 
363.6147 
36X8020 
383.8600 
383.9015 
363.9040 
383 9059 
363 9060 
38X9211 
383 9246 
383.9564 
383.9578 


Headwear 

702.5000 703.0510 70X0520 703 0530 703.0540 703.0550 703.0500 
703.1000 703.1610 703 1020 70X1630 70X1840 703 1650 

■ ■ ■ ■ « _ _ 

Cloves 

704.1020 704.2000 704-2500 704.3210 704.321$ 704.3240 704.4010 
704.4504 704.4506 704.4506 704.5015 704.6500 704.8515 704.6525 
70441550 7049000 7056320 


• Luggage and I landtags 

7063410 706.3420 706 3430 708.3200 706 3640 706 3680 706.3840 
706.3650 706.4108 7084121 706.4140 7116.4144 706 4152 

I** 85-7017 Fded 3-25-85; 8:45 ani| 

coot isto~o&-«a 


IC-351-0561 

Certain Scissors and Shears From 
Brazil; Preliminary Results of 
Administrative Review of 
Countervail^ Duty Order 

agency: In (emotions'I Trade 
Administration/Import Administration. 
Commerce. 

action: Notice of Preliminary Results of 
Administrative Review of 
Countervailing Duty Order. 

summary: The Department of 
Commerce has conducted an 
administrative review of the 
countervailing duty order on certain 
scissors and shears from Buiy.il. The 
review covers the fieriod March 1» 1961, 
through February* 28. 1982. 

As a result of the review, the 
Department has preliminarily 
determined the aggregate net subsidy for 
the period to be 13.60 percent ad 
valorem. Interesting parties ore invited 
to comment on these preliminary results. 

EFFECTIVE date: March 28.1985. 

FOR FURTHER INFORMATION CONTACT: 

Peggy Clarke or Richard Moreland, 
Office of Compliance, International 
Trade Administration, U.S. Department 
of Commerce, Washington, D C 20230; 
telephone: (202) 377-2786. 

SUPPLEMENTARY INFORMATION: . 

Background 

On April 26,1983, the Department of 
Commerce ("the Department”) 
published in the Federal Register (48 FR 
18863) the Tina) results of its last 
administrative review of the 
countervailing duty order on certain 
scissors and shears from Brazil (42 FR 
8634. February 11, 1977) and announced 
its intent to conduct the next 
administrative review. As required by 
section 751(a)(1) of the Tariff Act of 1930 
("The Tariff Acl ’k the Department has 
now conducted that administrative 
review. 

On December 14.1983, the 
International Trade Commission ("the 
nr) published its determination that 
an industry in the United Stales would 
not be materially injured, or threatened 
with material injury, by reason of 
imports of Brazilian scissors and 
sheares if Ihe order were revoked (48 FR 
S5644). Consequently, the Department 
published in the Federal Register (49 FR 
7638, March 1.1984) a revocation of the 
order with respect to all merchandise 
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entered, or withdrawn from warehouse, 
for consumption on or after July 17,1981. 

Scope of the Review 

Imports covered by the review are 
shipments of Brazilian scissors and 
shears valued over $1.75 per dozen. 

Such merchandise is currently 
classifiable under items 650.9000 and 
650.9200 of the Tariff Schedules of the 
United States Annotated ("TSUSA"). 

The review covers the period March 1, 
1981. through February 28,1982, and 
eleven programs: (1) Preferential 
financing for exports through CACEX; 

(2) an income tax exemption for export 
earnings; (3) the export credit premium 
for the Industrial Products Tax ("[PI"); 
(4) fiscal benefits for special export 
programs ("BEFIEX"); (5) preferential 
financing under CIC-CREGE14-11; (6) 
tax reductions on equipment used in 
export production ("CIEX"); (7) Fundo 
de Democratizacao do Capital das 
Empresas ("FUNDECE"); (8) preferential 
Financing for the storage of merchandise 
destined for export (Resolution 330); (9) 
preferential export financing under 
Resolution 68 ("FINEX"); (10) incentives 
for trading companies (Resolution 643); 
and (11) partially-indexed long-term 
loans. 

Analysis of Programs 

(1) Preferential Financing for Exports 

Under this program, the Department 
of Foreign Commerce of the Banco do 
Brasil ("CACEX") declares companies 
eligible to receive working capital loans 
at preferential rates. These loans have a 
duration of up to one year. During the 
period of review, each firm producing 
scissors and shears could obtain 
preferential financing for up to 30 
percent of the value of its previous 
year’s exports. 

During the review period. ZIVI S/A- 
Cutelaria, a producer of scissors and 
shears, had loans outstanding under 
Resolutions 602 (effective March 5.1980) 
and 674 (effective January 22,1981) of 
the Banco Central do Brasil. Resolution 
602 required that the loans be 
discounted. Resolutiuon 674 required 
two interest payments, one 180 days 
after the loan was granted and one 
when the principal was repaid. 

In past reviews, we calculated the 
benefit from a loan by prorating the loan 
amount over the portion of the review 
period during which the loan was 
outstanding irrespective of the timing of 
interest payments. We now believe that 
the benefit occurs when the cash flow 
effect occurs. For these loans, that effect 
occurred when the borrower made the 
preferential interest payments. 


Although we have changed our 
methodology, in this review we 
continued to straddle those loans 
(Resolution 602) that we had straddled 
in the last review. For new loans 
(Resolution 674). not included in the last 
review, we calculated the benefit based 
on the date of payment. For each new 
loan with interest payments during the 
period of review, we divided the number 
of days each portion of the loan was 
outstanding (the date of the drawdown 
to the date of the initial interest 
payment and the date of the initial 
interest payment to the date of the final 
interest payment) by 365 days. We 
applied the resulting ratio to the interest 
differential (the difference between the 
annual commercial benchmark and the 
relevant Resoltuon 674 interest rate) and 
multiplied the result by the affected loan 
principal. 

To find the interest differential for our 
calculations, we compared two effective 
rates. For our benchmark, we took the 
national average effective rate for thirty- 
day discounts of accounts receivable as 
found in Analise/Business Trends. We 
then compounded this rate to find the 
annual commercial benchmark. The 
effective preferential rates on the 
straddled loans varied between 26.39 
percent and 31.75 percent. The 
commercial benchmark for these loans 
ranged from 44.08 percent to 47.96 
percent. Therefore, the interest 
differential ranged, for the straddled 
loans, from 16.21 to 21.57 percent. The 
unstraddled loans had an effective 
preferential rate of 44 percent. The 
commercial benchmark at the time the 
borrowers contracted for these loans 
was 92.23 percent. Thus, the interest 
differential for the new loans was 48.23 
percent. We preliminarily determine the 
total net subsidy from this program to be 
7.01 percent ad valorem . 

(2) Income Tax Exemptions for Export 
Earnings 

Exporters of scissors and shears are 
eligible under this program for an 
exemption from income tax of the 
percentage of profit attributable to 
export revenue. The Brazilian 
government calculates the tax-exempt 
fraction of profit as the ratio of export 
revenue to total revenue. The benefit 
equals the product of the amount of tax- 
exempt profit times the prevailing 35 
percent corporate income lax rate. We 
preliminarily determine the benefit from 
this program to be 1.58 percent ad 
valorem for the review period. 

(3) IP! Export Credit Premium 

Exports of certain scissors and shears 
are eligible for the maximum IPI export 
credit premium. The Brazilian 


government reimburses in cash a 
percentage of the f.o.b. invoice price of 
the exported merchandise to exporters 
through the bank involved in the export 
transaction. 

The Brazilian government eliminated 
the IPI export credit premium on 
December 7.1979, but reinstated it on 
April 1,1981. On June 28,1981, the 
Brazilian government imposed an export 
tax to offset the benefit on exports to the 
U.S. Therefore, scissors and shears 
exporters received a benefit under this 
program for three months (April. May, 
and June 1981) during the period of 
review. We divided the value of IPI 
credits received during that period by 
exports during the period of review and 
found an ad valorem benefit of 2.33 
percent 

During verification in other 
countervailing duty orders, we found 
that the government did not begin to 
collect the tax until December 1982. at 
which time the back taxes %vere paid 
without monetary correction, interest, or 
penalties. W r e consider the lag in 
collection to be a benefit to the 
exporters equal to an interest free loan 
in the amount of the tax owed, rolled 
over monthly, until they actually paid 
the tax. Under current practice, 
exporters are to pay the offset tax 45 
days after the end of the month in which 
the shipment earning the premium 
occurred. To calculate the benefit, we 
considered the interest free loan to 
begin on the date the tax was due (/>. 
45 days after the end of the month of 
shipment). 

As a commercial benchmark, we used 
the monthly discount rate (described for 
the Resolution 674 program), 
compounding for the number of months 
the hypothetical loan was outstanding 
during the review period. Adding the 
benefit from this to the benefit received 
from the IPI premium itself, we 
preliminarily find the ad valorem benefit 
to be 2.66 percent. 

(4) Fiscal Benefits for Special Export 
Programs 

Under Decree Law 1219 of May 15. 
1972, any firm that produces 
manufactured products is eligible to 
receive benefits from the Commission 
for the Granting of Fiscal Benefits for 
Special Export Programs ("BEFIEX"), as 
long as the company makes an 
appropriate export commitment. Under 
Decree No. 77,065, a company can 
receive a reduction of 70 to 90 percent of 
the import duties and the IPI tax on the 
import of machinery and equipment 
necessary to meet the approved export 
commitment. Scissors and shears 
exporters are eligible for benefits under 
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this program, and one exporter for 
which we have data received benefits 
during the period of review. We divided 
the amount of benefits received by 
exports and find an ad valorem benefit 
under this program of 1.98 percent 
during the review period. 

95) Preferential Export Financing Under 
CiCCREGB 14-11 

C1C -CRECE14-11 is a program 
operated by the Banco do Brasil that 
provides preferential financing to 
txporters, who are then required to 
maintain a minimum fixed level of 
foreign exchange with the Banco do 
Brasil. Exporters of certain scissors and 
»hears participated in this program 
during the review period. 

We calculated the benefit in a manner 
limilar to that used for Resolution 674 
financing. There is no maximum Interest 
rate for this program, and interest 
payments are normally made quarterly 
with the full principal repaid at the end 
of the loan term. Only one loan was 
outstanding during the review period. 
Since it had not been countervailed 
previously and three payments fell due 
during the review period, we calculated 
the benefit based on the interest 
payment dates as we did for new loans 
under Resolution 874. We preliminarily 
determine the benefit conferred by this 
program to be 0.37 percent ad valorem. 

(6) Other Programs 

We also examined the following 
programs and preliminarily find that 
exporters of certain scissors And shears 
did not use them during the review 

period 

A. Tax reductions on equipment used 
i export production ("ClEX”); 

B Fundo de Democratizacao do 
Capital das Empresas ("FUNDECE*’): 

C Preferential financing for the 
storage of merchandise destined for 
export (Resolution 330): 

D Preferential export financing under 
Resolution 88 ("PINEX”): 

F., Incentives for trading companies 
(Resolution 843): and 

F. Partially-indexed long-term loans. 

Preliminary Results of the Review 

As a result of our review, we 
preliminarily determine the aggregate 
net subsidy to be 13.80 percent ad 
valorem for the period of review. 
Accordingly, the Department intends to 
instruct the Customs Service to assess 
countervailing duties of 13.60 percent of 
tHp f o,b. invoice price on any shipments 
[except as noted below) exported on or 
after March 1.1981. and entered, or 
Withdrawn from warehouse, for 
consumption before July 17,1981 (the 
nay the Department received 


notification of the request for an injury 
determination). 

Further, as a result of the ITC’s 
negative injury determination, the 
Department has revoked this order (49 
FR 7638. March 1,1984) with respect to 
all merchandise entered, or withdrawn 
from warehouse, for consumption on or 
after July 17.1981. 

Because Brazil is a signatory to the 
General Agreement on Tariffs and 
Trade, section 303 of the Tariff Act 
provides that countervailing duties may 
not be imposed on its merchandise 
entering free of customs duties, unless 
the ITC has determined that a U.S. 
industry is materially injured by reason 
of imports of such merchandise. Entries 
of pinking shears classifiable under 
TSUSA number 650.9000 ore afforded 
duty free status under the Generalized 
System of Preferences. Therefore, the 
Department intendsio instruct the 
Customs Service to liquidate without 
regard to countervailing duties all duty¬ 
free shipments of pinking shears 
entered, or withdrawn from warehouse, 
for consumption on or before July 18, 
1981. 

Interested parties may submit written 
comments on these preliminary results 
within 30 days of the date of publication 
of this notice and may request 
disclosure and/or a hearing within 10 
days of the date of publication. Any 
hearing, if requested, will be held 45 
days after the date of publication or the 
first workday thereafter. Any request for 
an administrative protective order must 
be made no later than five days after the 
date of publication. The Department will 
publish the final results of this 
administrative review including the 
results of its analysis of issues raised in 
such written comments or at a hearing. 

This administrative review and notice 
arc in accordance with f 751(a)(1) of the 
Tariff Act (19 U.S.C. 1675(a)(1)) and 
5 355.41 of the Commerce Regulations 
(19CFR 355.41). 

Dated: March 20.1965. 

Alan F. Holmer, 

Deputy Assistant Secretary impart 
Administration . 

[FR Doc. 85-7158 Filed 3-25-85: 8:45 am] 

BILLING COOC ntO-OS-BI 


National Oceanic and Atmospheric 
Administration 

Evaluation of State/Territorial Coastal 
Management Programs, Coastal 
Energy Impact Programs and National 
Estuarine Sanctuaries 

agency: National Oceanic and 
Atmospheric Administration, National 
Ocean Service. Office of Ocean and 


Coastal Resource Management. 
Commerce. 

action: Notice of Availability of 
Evaluation Findings. 

summary: Notice is hereby given of the 
availability of the evaluation findings 
for the Michigan and Puerto Rico 
Coastal Management Programs, and the 
Puerto Rico National Estuarine 
Sanctuary (Jobos Bay). Section 312 of 
the Coastal Zone Management Act of 
1972, as amended, requires a continuing 
review of the performance of each costal 
state with respect to the implementation 
of its federally approved Coastal 
Management Program. The states 
evaluated were found to be adhering 
both to the programmatic terms of the 
their financial assistance a words and/or 
to their approved coastal management 
programs; and to be making progress on 
award tasks, special award conditions, 
and significant improvement tasks 
aimed at program implementation and 
enforcement, as appropriate. 
Accomplishments in implementing 
coastal zone management programs 
were occurring with respect to the 
national coastal management objectives 
identified in Section 303(2)(AH1) of the 
Coastal Zone Management Act, 

A copy of the assessment and detailed 
findings for these programs may be 
obtained on request from: John H. 
McLeod, Acting Evaluation Officer. 
Policy Coordination Division. Office of 
Ocean and Coastal Resource 
Management. National Ocean Service, 
NOAA, 3300 Whitehaven Street NW„ 
Washington, D.C. 20235 (telephone: 202/ 
634-4245). 

(Federal Domestic Assistance Catalog 11.419. 
Coastal Zone Management Program 
Administration) 

Dated: March 18.1985 

Peter L. Tweed!. 

Director, Office of Ocean and Coastal 
Resource Management. 

(FR Doc. 85-7075 Filed 3-25-85, *45 am) 

BILLING COOC S*lO~4t-*l 


Coastal Management Programs; Intent 
to Evaluate 

agency: National Oceanic and 
Atmospheric Administration, National 
Ocean Service. Office of Ocean and 
Coastal Resource Management. 
Commerce. 

action: Notice of intent to evaluate. 


summary: The National Oceanic and 
Atmospheric Administration. National 
Ocean Service, Office of Ocean and 
Coastal Resource Management (OCRM). 
announces its intent to evaluate the 


















11930 


Federal Register / Vob 50, No. 58 / Tuesday, March 26. 1985 / Notices 


performance of the Washington Coastal 
Management Program (CMPJ; the Rhode 
Island CMP: the Vitkin Islands CMP; the 
Massachusetts CMP; and the Mississippi 
CMP through |une 1985. These reviews 
will be conducted pursuant to section 
312 of the Coastal Zone Management 
Act (CZMA) which requires a continuing 
review of the performance of the states 
with respect to coastal management, 
and their adherence to the terms of 
financial assistance awards funded 
under the CZMA. Coastal zone 
management is funded under section 
306. and the National Estuarine 
Sanctuary Program is authorized by 
section 315, CZMA. The reviews involve 
consideration of written submissions, a 
site visit to the state, and consultations 
with interested Federal, state and local 
agencies and members of the public. 
Public meetings will be held as part of 
the site visits. The state will issue notice 
of these meetings. A sebsequent notice 
will be placed in the Federal Register 
announcing the availability of the Final 
Findings based on each evaluation once 
these are completed. 

FOR FURTHER INFORMATION CONTACT: 
John H. McLeod. Acting Evaluation 
Officer, Policy Coordination Division* 
Office of Ocean and Coastal Resource 
Management. National Ocean Service, 
NOAA, 3300 Whitehaven Street NW„ 
Washington. D.C. 20235 (telephone: 202/ 
634-1245). 

(Federal Domestic Assistance Catalog 11 419 
Coastal Zone Management Program 
Administration) 

Dated: March 18,1985. 

Peter L Tweedt. 

Director, Office of Ocean and Coastal 

Resource Management 

[FR Doc 85-7076 Filed 3-25-85: 8:45 am) 

BILLING COO€ 3510-00-M 


Foreign Fishing; Receipt of Permit 
Applications 

This document publishes for public 
review a summary of applications 
received by the Secretary of State 
requesting permits for foreign vessels to 
fish in the fishery conservation zone * 
under the Magnuson Fishery 
Conservation and Management Act 
(Magnuson Act. 16 U.S.C. 1601 et seq.) 

Send comments on applications to: 
Fees. Permits and Regulations Division 
(F/M12), National Marine Fisheries 
Service. Department of Commerce. 
Washington. D.C. 20235; 
or. send comments to the Fishery 
Management Council(s) which review 
the application(s), as specified below: 
Douglas G. Marshall. Executive Director, 
New England Fishery Management 


Council. 5 Broadway (Route 1). 

Saugus. MA 01906. 617/231-0422 
John C. Bryson, Executive Director. Mid- 
Atlantic Fishery Management Council, 
Federal Building Room 2115, 300 South 
New Street. Dover. DF. 19901, 302/074- 
2331 

David H.G. Gould, Executive Director. 
South Atlantic Fishery Management 
Council. Southpark Building. Suite 306, 
1 Southpark Circle. Charleston. SC 
29407. 803/571-1366 

Omar Munoz-Roure. Executive Director, 
Caribbean Fishery Management 
Council, Banco De Ponce Building. 
Suite 1108, Ha to Rey, PR 00818. 809/ 
753-6910 

Wayne E. Swingle. Executive Director, 
Gulf of Mexico Fishery Management 
Council, Lincoln Center, Suite 881, 

5401 West Kennedy Blvd., Tampa. FL 
33609. 813/228-2815 

Joseph C. Greenlcy, Executive Director. 
Pacific Fishery Management Council. 
528 S.W. Mill Street, Portland, OR 
97201. 503/221-6352 
Jim H. Branson. Executive Director, 
North Pacific Fishery Management 
Council. 411 W. Fourth Avenue, Suite 
2D, Anchorage. AK 99510, 907/271- 
4060 

Kitty M. Simonds, Executive Director, 
Western Pacific Fishery Management 
Council. 164 Bishop Street. Room 1405. 
Honolulu, HI 96813, 808/523-1368 

For further information contact John 
D. Kelly (Fees, Permits, and Regulations 
Division. 202-634-7432). 

The Magnuson Act requires the 
Secretary of State to publish a notice of 
receipt of all applications for such 
permits summarizing the contents of the 
applications in the Federal Register. The 
National Marine Fisheries Service, 
under the authority granted in a 
memorandum of understanding with the 
Department of State effective November 
29,1983. issued the notice on behalf of 
the Secretary of State. 

Individual vessel applications for 
fishing in 1985 have been received 
between February 1,1985 and March 20. 
1985 from the Govemment(s). shown 
below. 

Dated: March 22.1985. 

William G. Gordon, 

Assistant Administrator of Fisheries, 

National Marine Fisheries Service . 

Fishery codes and designation of 
Regional Fishery Management Councils 
which review applications for individual 
fisheries are as follows: 


Cod* 

Fmtmr/ 

fWgional far**, 
managamont oounc* 

X8S 

Aiianic tM*na« and 
aharta. 

No* England. M* 
Aflame. SouOi Aii*n*. 
Gulf of Mastco 
Cartibaan 

BSA 

Baring Saa and Atooban 
•••and ground*h 

Non* Pacific 

GOA 

QgN of AJatka _ 

North Pac»he 

NWA 

HortvwH Aflame Ooaan 

N*w England. IAO 

Aflame 

SMT 

Saamounf ground** _ 

r* ei ffn rACnK 

SNA 

Smrfa (Banng Saa) 

North Pacific. 

woe 

Pacific ground** 
(Waatagton. Oragon, 
and Cattorraa) 

Pacific 

PBS 

Paoftc bJffrtrtaa ad 
VwU 

w HMm Pacific 


Activity codes which specify 
categories of fishing operations applied 
for are as follows: 


Actvdy 

coda 

FaNifl oparaaom 

i 

CAlrfuna nfr^aauw, aMm. 

2 __ 

S_ 

4 .. . 

Pioc*t*«ig and ofhar support orty 

Ota auopert on#y. 

‘Jam vanfua** m support of US maaa 



Nason, maaaf 
nama. and 

Appkcaaon No 

Pabary 

Acartfy 

Tha Go*«nv 
mam of 

Japan 




Tom Maru No 
06. mafejm 
Urn tartar 

JA-0S-C2W 

BSA. GOA 

144) 

Tom Maru No 

63. medium 
Hum trauriar 

JA -05- M70 

BSA 

HO 

Tanyo Maru. 
larga Mam 
tartar 

JA-05-0352 

BSA. GOA 

MR 

Tanyo Maru 

No 2. larga 
Mam ***** 

JA-06-0332 

BSA. GOA 

MR 

Tanyo Maru 

No 3, larga 
Mam tartar 

JA-05-0333 

BSA. GOA 

NR 

Tanyo Maru 

No S. larga 
Mam tartar 

JA-06-0334 

BSA, GOA 

MR 

Ziayo Maru No 

2. Mrga atam 
aavrtar 

JA-05-0351 

BSA. GOA 

HR 

Zunro Maru No 

3. larga Mam 
baartw 

JA-06-0331 

BSA, GOA 

HR 

Ziahoo Marti 

No 26. 
madum Mam 
taartar 

JA-06-0505 

BSA 

NR 

Srtunyoo Maru 
No 110. 
maOum Mam 
toawrtar 

JA-06-0504 

BSA 

HR 

D*n Maru No 
160. m«*sn 
slam tartar 

JA-66-05S3 

BSA 

HR 

Akabono Maru 
No 1. 

madum Mam 
trawtar 

JA -06-1163 

BSA 

HR 

AkabonoMaru 
No 2. 

me<*um Mam 
Vawtar 

JA-05-11S4 

BSA 

HR 

Akabono Maru 
No 16. 
maOum Mam 
tartar 

JA -05-0312 

BSA 

HR 

AkabonoMaru 

No 10. 
madk*n Mam 
trawrtar 

JA-06-O315 

BSA 

HR 
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toao” 

ton* and 

Appftcaoon No 

FirfMry 

Activity 

Mam 

Ho V. 

atom 

»*•♦«** 

m-ss-owo 

BSA. GOA. 
SAIT 


TO 

Itoru. 

*arn tiowtot 

JA-86-O201 

BSA 

m 

Xfyc Man# No 

2? - 

•OTH 

JX-66-2007 

BSA 

i 

9*yo Man*. 

cargo 

ta-.itort 

JX-06-0074 

8SA 

a 

Hycaft Man# 
ergo 
irrtopon 

M-6S-O075 

BSA 

a 

low* Mru 
ergo 
va^port 

JA-4S-0076 

BSA 

a 


Government of Japan 

jort —Tha Goyarrvnam of Jap*> hat appaad for 

«nr<og perrm to engage w\ jotnl vanturv actMMs «i 9* 
BSA ttNry tor a tot* of 10.730 mainc Iona of joint 
mohjre rant tori antn an 161 Amancan partnara Tha target 
•poooa applet] tor are at toMowe yeaoarftn tote. Pacific 
cod. A*tta potoctk and peter groundftah Two (2) 

Amtncan padnart here not bean oeittod pending he 
cttvutoa Of contract negotiation*. Tha deittof 
Amancan padnart are Ataaka Contact LM Anchorage 
Alaska wattararo Trawtart tnc. Searoe. Warwngton. Peer 
Settooda Inc. SaaOto. WaaNngton. and Unarwiaf 

6^ -.da I M lltssk*/«lAJi 

3m 4'«.OG1 UD . fwivXl, wts*>ognon 


ire Doc. 85-7285 Filed 3-25-85: 9:31 am) 

*LL'*G COO€ JS10-22-01 


COMMITTEE FOR THE 
IMPLEMENTATION OF TEXTILE 
AGREEMENTS 

Establishing an Import Limit for 
Certain Wool Textile Products 
Produced or Manufactured In the 
People’s Republic of China 

March 21.1985. 

The Chairman of the Committee for 
the Implementation of Textile 
Agreements (CITA), under the authority 
contained in E.O.11551 of March 3.1972. 
as amended, has issued the directive 
published below to the Commissioner of 
Customs to be effective on March 28, 
1985. For further information contact 
Diana Solkoff, international Trade 
Specialist (202) 377-4212. 

Background 

On January 25,1985, a notice was 
published in the Federal Register (50 FR 
^586) which established an import 
restraint limit for men's and boys other 
wool coats in Category 435, produced or 
manufactured in the People's Republic 
of China and exported during the ninety- 
d*y period which began on December 
28.1984 and extends through March 27, 
1985. The notice also stated that the 
Government of the People's Republic of 
China is obligated under the Bilateral 
Cotton. Wool and Man-l&ade Fiber 
textile Agreement of August 19.1983, if 
no mutually satisfactory solution is 


reached on a level for this category 
during consultations, to limit its exports 
during the twelve-month period 
following the ninety-day consultation 
period to 5.841 dozen. 

No solution has been reached in 
consultations on mutually satisfactory 
limits. The United States Government 
has decided, therefore, to control 
imports of wool textile products in 
Category 434, exported during the 
twelve-month period at the level 
described above. The United Stales 
remains committed to finding a solution 
concerning this category. Should such a 
solution be reached in consultations 
with the Government of the People's 
Republic of China, further notice will be 
published in the Federal Register. 

In the event the limit established for 
the ninety-day period has been 
exceeded, such excess amount, if 
allowed to enter, will be charged to the 
level established for the designated 
twelve-month period. 

A description of the textile categories 
in terms of T.S.U.S.A. numbers was 
published in the Federal Register on 
December 13.1982 (47 FR 55709), as 
amended on April 7,1983 (48 FR 15175), 
May 3,1983 (48 FR 19924), December 14. 
1983 (48 FR 55607), December 30.1983 
(48 FR 57584). April 4,1984 (49 FR 
13397), June 28. 1984 (49 FR 26522). July 
16,1984 (49 FR 28754). November 9,1984 
(49 FR 44782). and in Statistical 
Headnote 5. Schedule 3 of the Tariff 
Schedules of the United Stutes 
Annotated (1985). 

Ronald I. Levin. 

Acting Director. Committee for the 
Implementation of Textile Agm*ments. 

March 21,1985 

Committee for the Implementation of Textile 
Agreements 

Commissioner of Customs. 

Deportment of the Treasury. Washington. 

D.C. 

Dear Mr. Commissioner: Under the terms of 
section 204 of the Agricultural Act of 1958. as 
amended (7 U.S.C. 1854), and the 
Arrangement Regarding International Trade 
In Textiles done at Geneva on December 20. 
1973. as extended on December 15.1977 and 
December 22,1961; pursuant to the Bilateral 
Cotton, Wool and Man-Made Fiber Textile * 
Agreement of August 19.1983. between the 
Governments of the United States end the 
People’s Republic of China; and in 
accordance with the provisions of Executive 
Order 11651 of March 3,1972. as amended, 
you are directed to prohibit, effective on 
March 28.1985, entry for consumption and 
withdrawal from warehouse for consumption 
of wool textile products in Category 434, 
produced or manufactured in China and 
exported during the twelve-month period 
beginning on March 28,1965 and extending 


through March 27.1986 in excess of 5.841 
dozen. 1 

Textile products in Category* 434 which are 
in excess of the 90-day limit previously 
established shall be subject to this directive. 

A description of the textile categories in 
terms of T.S.U.S-A. numbers was published in 
the Federal Register on December 13.1982 (47 
FR 55709). as amended on April 7 .1983 (48 FR 
15175). Muy 3.1983 (48 FR 19924). December 
14. 1983 (48 FR 55007). December 30.1963 (48 
FR 57584). April 4. 1984 (49 FR 13397). June 26. 
1964 (49 FR 28622). July 16.1984 (49 FR 28754). 
November 9.1984 (49 FR 44782). and in 
Statistical Headnote 5. Schedule 3 of the 
Tariff Schedules of the United States 
Annotated (1985). 

In carrying out the above directions, the 
Commissioner of Customs should construe 
entry into the United States for consumption 
to include entry for consumption into the 
Commonwealth of Puerto Rico. 

The Committee for the Implementation of 
Textile Agreements has determined that 
these actions fall within the foreign affairs 
exception to tho rulemaking provisons of 5 
U-S.C. 553. 

Sincerely, 

Ronald 1. Levin. 

Acting Chairman. Committee for the 
Implementation of Textile Agreements. 

(FR Doc 85-7038 Filed 3-25-85: 8:45 am) 

BILLING COOC >610-0*-to 


DEPARTMENT OF DEFENSE 

Office of trie Secretary 

Defense Science Board Task Force on 
Conflict Environment; Advisory 
Committee Meetings 

summary; The Defense Science Board 
Task Force on Conflict Environment will 
meet in closed session on 2-3 May, 4-5 
June and 1-2 July 1985 in the Pentagon, 
Arlington. Virginia. 

The mission of the Defense Science 
Board is to advise the Secretary of 
Defense and the Under Secretary of 
Defense for Research and Engineering 
on scientific and technical matters as 
they affect the perceived needs of the 
Department of Defense. At these 
meetings the Task Force will receive 
classified briefings on Conflict 
Environment and discuss preparation of 
their report. 

In accordance with section 10(d) of 
the Federal Advisory Committee Act, 
Pub. L. No. 92-463. as amended (5 U.S.C, 
App. II, (1982)), it has been determined 
that this DSB Panel meeting, concerns 
matters listed in 5 U.S.C. 552b(c)(1) 


'Tha restraint limit hti not been adjusted to 
account for any import* axported March 28.1066 
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(1982), and that accordingly this meeting 
will be closed to the public. 

Linda M. Lawton. 

A Hamate OSD Federal Register Liaison 
Officer, Department of Defense. 

Marth 21.10B5 

(FR Doc 85-7100 Filed 3-25-85. H 45 ami 

BILLING COOC MiO fll-M 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

(Oocket No. 10-2180-0001 
Eileen M. Beck; Application 

March 21. 1905. 

Take notice that on March 12. 1985. 
Eileen M. Beck (applicant) filled an 
application pursuant to section 305(b) of 
the Federal Power Act to hold the 
following positions. 

Assistant Treasurer—Monongahela 
Power Company 

Secretary—Allegheny Generating 
Company. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street NE.. Washington, 
O.C. 20428, in accordance with Rules 211 
and 214 of the Commission’s Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before April 12. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary, 

|FR Doc. 85-7146 Filed 3-25-85; 845 om| 

BHL1MQ COOC §717-41-41 


I Docket No. GP85-21-0001 

Belco Development Corporation, 
NGPA 102(d) Determination, Bureau of 
Land Management, Rock Springs, WY, 
Figure Four #2-12 and Figure Four 
Canyon #3-12, J.D. Nos. 85-13189 and 
85-13190; Protest to Negative WeB 
Determinations 

Iftjtued: March 20.1985. 

On February 28.1985. Belco 
Development Corporation (BdcoJ filed 
with the Federal Energy Regulatory 
Commission (Commission) a protest 


against two negative determinations 
under section 102(d) Natural Gas Policy 
Act of 1970 (NGPA) 1 issued by the 
Bureau of Land Management (BLM). 
Rock Springs. Wyoming, the 
jurisdictional agency, for the Figure Four 
#2-12 and the Figure Four Canyon #3- 
12 wells. The negative determinations 
were made by the BLM on November 15, 
1984. and received by the Commission 
on |anuary 16.1985. 1 

Belco states that there is not 
substantial evidence to support the 
BLM’s negative determinations that the 
subject wells do not penetrate a new. 
onshore production reservoir. Belco 
contends that the material submitted to 
the BLM shows that these wells 
penetrate a new reservoir, the Bear 
River Formation, and are not part of an 
existing reservoir in the Frontier 
Formation. 

The impact on Belco of the present 
negative determinations are significant. 
If the negative determinations are 
allowed to stand Belco would suffer a 
loss of revenues equal to the difference 
in price of Section 102 gas and Section 
103 gas times the volumes produced, 
which could exceed one million dollars 
annually Belco claims. 

Any person who desires to be heard 
or to make any response to this protest 
should file, within 30 days ufter this 
notice is published in the Federal 
Register, with the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street NE. Washington. D.C 
20426, a motion to intervene or a protest 
in accordance with the requirements of 
Rules 211 and 214 of the Commission's 
Rules of Practice and Procedure. All 
protests filed will be considered, but 
will not make the protestants parties to 
the proceeding. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc 85-7144 Filed 3-25-85; 645 <sm| 

SILLING COOC §717-41-4* 


I Oocket Nos. RP84-113-002, et si) 

Consolidated Gas Supply Corp. et al.; 
Filing of Pipeline Refund Reports and 
Refund Plans 

March 20, 1985. 

Take notice that the pipelines listed in 
the Appendix hereto have submitted to 
the Commission for filing proposed 
refund reports or refund plans. The date 
of filing, docket number, and type of 
filing are also shown on the Appendix. 

Any person wishing to do so may 
submit comments in writing concerning 


1 15 USC 3901-3452 (1982V 
•Nrtfice of receipt of the ncgAtUr* drirrmination 
was iuu«d by th* OmimUtkm on February 6 1B85 


the subject refund reports and plan* AH 
such comments should be filed with the 
Federal Energy Regulatory Commission, 
825 North Capitol Street NE.. 
Washington D.C. 20428, on or before 
March 29.1985. Copies of the respective 
filings are on file with the Commission 
and available for public inspection. 
Kenneth F. Plumb. 

Secretory'. 


Appendix 


dot* 

Company 

Oocfcat No 

55 

2/14/65 

COPAONIWlAd Gaa 
Supp* 

Corporator! 

RPfU-113-403 

Bapori 

2/tS/SS 

Tann«*M« Gaa 
PtpetoA 

Company 

W«3-8-O0? 

DO 

2/2§/§5 

Wftftt Taafta 
Gattmnng 
Company 

0P86-108-000 

Bto* 

2/24/66 

Caprock Pip AtoA 

Co 

«P§6-108-400 

Mu* 

3/1785 

Naum Gas 

Company. 

RP/1-1V01B 

Nape* 

3/8/66 

Noflbawn Natural 

Gaa Company 

RPB8-113-400 

f*U 

3/11/86 

Gaa GaiPanrto 
Corporators 

RPS6-118-000 

ftto* 

3/12/66 

Lou*ana-N*<radB 
TranaA Company 

RP86-114-000 

Bto* 

3/13/86 

Atohama- 
T mnattaa 

Natural Gaa 
Company 

RP86-117-000 

0to* 


'Rafcmda fttutong from Btu Ua—Mam ant Ad Smttr+m 
E«cfi COP**** writ maam *» bawc Dock* No an) SkJty 
Dock* No* *vugr*d to apt Mur# 8iu Mund mpru. 


|FR Doc 85-7145 Filed 3-25-85. 645 am| 

SILLING COOC §717-41-41 


(Project Nos. 5531-000 and 5901-000! 

Hydro Resources Co.; Public Utility 
District No. 1 of Mason County, 
Washington; Opportunity To Reinstate 
Previously Denied Applications Filed in 
Competition With Invalidated Natural 
Water Feature Exemptions 

March 20. 1985. 

Pursuant to the order of the 
Commission issued on July 18,1984, in 
Eagle Power Co., 28 FERC1 61,001 
(1984). the Commission declared void a 
number of natural water feature 
exemptions issued by the Commission 
but subsequently invalidated by the 
ruling in 7 \italip Tribes of Washington 
v. FEfiC ; 732 F.2d 1451 (9th Cir. 1984). 
The Commission granted these 
cxemptees and any of their defeated 
competing exemption applicants whose 
proposals would be invalid under 
‘Tula/ip the right to convert their 
exemption applications to license 
applications 1 or to file revised 


• Tli# Gomnutdon wairrsi the filing raqairrairnla 
for tiema# »«•! forth In 18 CFR Subpart G iHaI •rv 

CaAtia^-J 
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exemption applications within 120 days* 
The Commission also granted any 
former applicant with an accepted 
application for preliminary permit, 
license or exemption that competed with 
any one of the now voided exemptions 
the right to have its application 
reinstated. The right to file a converted 
license application or revised exemption 
ipplication, or to have a previously 
denied competing application reinstated, 
was conditioned upon such applicant 
notifying the Commission in writing of 
Hs intention to exercise this option 
within 30 days of the date of that order 
On August 17,1984. the Commission 
issued an “Order Correcting Eagle 
Power Cor . 28 FERC J 81.281 (1984), m 
which it, inter aha, declared void, by 
placing under ordering paragraph (B) of 
Power Co., a natural water feature 
exemption issued to Western Hydro 
Electric, Inc for Project No. B3Q7-000. 
Notice is hereby given to the applicants 
identified in the caption above that, as 
previous competitors to the now voided 
exemption for Project No. 6367, they 
may have their previously filed 
applications reinstated pursuant to the 
procedures set forth in Eog/e Power Co. 
Such applicants must, however, notify 
the Commission in writing of their 
intention to do so no later than 30 days 
from the date this notice is issued. 

K*nf*th F. Plumb, 

Secretary . 

|FR Doc. 85-7147 Filed 3-25-85; a 45 am) 

SiUiUO COOC §717-01-11 


(Docket No. 10-2161-000J 
Thomas J. Ktoc; Application 

Mirch 21.1905. 

Take notice that on March 12,1985, 
Thomas J. Kloc (applicant) filed an 
application pursuant to section 305(b) of 
the Federal Power Act to hold the 
following positions: 

Assistant Treasurer. Assistant 
Secretary—' The Potomac Edison 
Company 

Treasurer, Assistant Secretary— 
Allegheny Generating Company. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
Norih Captio! Street NE^ Washington. 

D C. 20428. m accordance with Rides 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
214). All such motions or protests 


mdvmfont to the exemption epphoahon 
V? requirements foe the content end timing 

r fulo t applications are let forth In deled in 

Row*r C-x 


should be filed on or before April 12, 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretary*. 

|FR Doc. 85-7148 Filed 3-25-85; 845 am) 
BILLING CODE •717-01-8 


(Docket No. SA85-18-0OO] 

Koch Industries, Inc^ Petition for 
Adjustment 

Issued: March 21.1985. 

On January 3,1985, Kock Industries, 
Inc. (Koch) filed a petition with the 
Federal Energy Regulatory Commission 
seeking an extension of the December 
31.1984. deadline provided in Order No. 
399-A (Docket No. RMS4-0-003. et at.) 
for large first sellers to make refunds of 
overcharges resulting from Btu 
measurement adjustments. 

Koch asserts that it is currently in 
litigation with its pipeline-purchaser. 
Colorado Interstate Gas Company 
(CIC). concerning the terms of its gas 
sales contract and that the resolution of 
the disputed issue in litigation will affect 
the ultimate amount of refunds due and 
owing, if any, by reason of Order Nos. 
399 and 399-A. The pending litigation 
will also affect the amount of gathering 
charges owed to Koch by CIG under 
section 110 of the Natural Gas Policy 
Act and the Commission's regulations 
relating thereto, according to Koch's 
petition. 

Koch further asserts that CIG has 
already unilaterally deducted a certain 
amount as the Btu refund, and that it 
would be inequitable to require Koch to 
make further payments of such refunds 
pending a resolution of the pending 
litigation. 

The procedures applicable to the 
conduct of this adjustment proceeding 
are found in Subpart K of the 
Commission’s Rules of Practice and 
Procedure, 18 CFR 385.1101-385.1117 
(1984). Any person desiring to 
participate in this adjustment 
proceeding shall file a petition to 
intervene in accordance with Rule 1105. 
All petitions to intervene must be filed 


within fifteen days after the publication 
of this notice in the Federal Register 
Kenneth F. Plumb. 

Secretary . 

(FR Doc. 85-7149 Filed 3-25-85; 8:45 ftm) 

WLUNQ COOf C710-41-* 


(Docket No. EL84-2S-000] 

Snow Mountain Pine Co. v. CP National 
Corp. A Idaho Power Co.; Order 
Dismissing Complaint and Denying 
Request for Declaratory Order 

Issued: March 19.1985. 

On July 12, 1984, Snow Mountain Pine 
Company iSnow Mountain) filed a 
complaint seeking declaratory relief 
against CP National Corporation (CPN) 
and Idaho Power Company flPC). Snow 
Mountain’s complaint states that it 
proposes to construct a 29 MW 
cogeneration facility which will be a 
qualifying cogeneration facility (QF) 
pursuant to section 210 of the Public 
Utilities Regulatory Policies Act of 1978 
(PURPA) and the Commission's 
regulations thereunder. Snow Mountain 
alleges that CPN has refused to wheel 
energy or capacity from the proposed 
facility and refused to purchase energy 
and capacity to any other utility. Snow 
Mountain also alleges that CPN has 
ignored an order of the Oregon Public 
Utilities Commissioner (OPUC or 
Oregon Commissioner) to purchase 20 
MW of energy and capacity from Snow 
Mountain, in addition. Snow Mountain 
states that CPN currently has a full 
requirements contract with IPC which 
expires June 30.1985. Snow Mountain 
contends that IPC has stated it will not 
enter into a new power sales contract 
with CPN when the existing contract 
terminates, but that CPN contends this 
Commission will require such an 
agreement to be executed. Snow 
Mountain alleges that CPN bases its 
refusal to purchase power on CPN’s 
having no current or future need for 
power because CPN's requirements for 
power are being and will be met beyond 
1985 by IPC. Finally, the petition states 
that IPC has filed with the Oregon 
Commissioner new avoided costs, to be 
effective in July 1984, which are based 
upon a hypothetical a 11-requirements 
contract between IPC and CPN, which 
contract CPN believes will be approved 
by this Commission. The avoided costs 
are based on IPC's system average cost, 
which Snow Mountain alleges is 
inconsistent with PURPA, this 
Commission's regulations, and the 
Oregon regulations. 

Snow Mountain seeks various forms 
of declaratory relief. First, it requests 










11934 


Federal Register / Vol. 50, No. 58 / Tuesday, March 28, 1985 / Notices 


thHt the current IPC/CPN contract be 
declared unlawful to the extent (a) it 
expressly discourages or penalizes 
purchases from QFs, (b) it is used by 
CPN as a justification for not puchasing 
power from Snow Mountain, and (c) that 
CPN may rely upon it in the future to 
offer Snow Mountain an avoided cost 
rate based on IPC’s average system 
costs. Second, Snow Mountain seeks a 
declaration from the Commission that 
no future IPC/CPN rquirements contract 
will be approved by the Commission 
unless CPN purchases Snow Mountain's 
power. Third. Snow Mountain seeks a 
declaration that it is entitled to receive 
the avoided cost applicable at the time 
CPN’s purchase obligation arose, such 
time to be no later than June 1984. 
Finally, Snow Mountain requests a 
declaration that use of a hypothetical 
requirements contract as the basis for 
avoided costs 19 unlawful because the 
contract is hypothetical and because use 
of such a contract will not encourage 
cogeneration and small power 
production. 

Notice of the complaint was published 
in the Federal Register, with responses 
due by September 4.1984. On August 27, 
1984, CPN filed an answer and motion to 
dismiss In which it admitted that it had 
not agreed to purchase Snow 
Mountain's power, but argued that the 
petition was premature and in the wrong 
forum because the Oregon 
Commissioner was considering issues 
raised by Snow Mountain here in two 
OPUC proceedings. 1 On the same day 
IPC also filed a motion to dismiss, which 
pointed out that avoided cost 
proceedings were then pending before 
the Oregon Commissioner. In addition, 
the Oregon Commissioner filed a timely 
notice of intervention, stating that the 
Commissioner supports CPN's motion 
for dismissal and requests that if CPN's 
motion is not granted, the Commissioner 
be permitted to participate as a party in 
any further proceedings. On September 
6.1984, Snow Mountain filed an answer 
to the motions to dismiss in which it 
provided additional information 
regarding CPN’s alleged refusal to 
purchase and questioned the authority 
of the Oregon Commissioner to consider 
some of the requested relief. 

On November 13.1984 Snow 
Mountain filed a motion to supplement 
the record in the form of an order of the 


1 The two proceeding* are a complaint by Snow 
Mountain against CPN and IPC in Docket No UM It 
and an avoided cotta proceeding applicable to 
Oregon Utilities generally In Docket No. UM 21. In 
Docket No UM 11. the Oregon Commissioner issued 
an order on April A. 1964. finding that CPN was 
required to purchase 20 MW of Snow Mountain's 
power, but reserved judgment on the appropriate 
rale. 


Oregon Commissioner in Docket No. UM 
21. issued September 12.1984.*That 
order approves, inter alia, CPN’s use of 
its cost of power purchased from IPC as 
CPN's avoided cost. Snow Mountain 
contends that because the Oregon 
Commissioner did not rule on whether 
the IPC/CPN contract or an extension 
thereof would violate PURPA. Its 
complaint has not been rendered moot 
by the Oregon Commissioner’s orders. 

On November 28,1984, CPN filed an 
answer to Snow Mountain's motion. In 
which it disputes Snow Mountain's 
contention that there are issues left for 
resolution by this Commission and again 
requests dismissal. CPN's argument is 
based primarily on another order issued 
by the Oregon Commissioner on 
November 13,1884. in Docket No. UM 
11, in which the Oregon Commissioner 
confirmed the use of CPN’s projected 
cost of purchased power from IPC as its 
avoided cost, established an effective 
date for the purchase obligation, and 
ordered CPN to purchase Snow 
Mountain’s power. 

Discussion 

Under Rule 214(a)(2) of the 
Commission’s Rules of Practice and 
Procedure (18 CFR 385.214), the Oregon 
Commissoner’s timely notice of 
intervention serves to make him a party 
to this proceeding. 

Snow Mountain's complaint will be 
dismissed. As the Commission has 
previously noted, complaints regarding 
an alleged refusal to purchase power 
from a qualifying facility and the rates 
for such purchases are matters properly 
brought in a State forum.’Also, as noted 
above, the Oregon Commissioner has 
concluded his proceedings considering 
these issues by establishing avoided 
cost rates for CPN and requiring it to 
purchase from Snow Mountain. If Snow 
Mountain is dissatisfied with the Oregon 
Commissioner's determinations, or if 
CPN should fail to abide by them, then 
Snow Mountain should pursue that 
matter in a State forum of competent 
jurisdiction. Snow Mountain’s other 
requests for declaratory relief have no 
basis. 

Contrary to Snow Mountain's 
assertions, there are no issues remaining 
which this Commission might consider. 


|,4 ln the matter of the Investigation of Avoided 
Costs end o i Co»t Effective Fuel Uee end Resource 
Development” OPUC Order No. 64-720 (September 
12.19*4). The Commission need not rule on this 
motion, si U is taking official notice of the Oregon 
Commissioner's order. 

'Southern Ca Service*. Inc V FERC \ 61.444 
(19*4), reh. denied, 2S FERC \ 61.340 (1964). Ruche 
Product*, tec.. *t oL 29 FERC f Ot.OflU ( 1964); 
“Policy Sis lament Regarding the Commission's 
Enforcement Role Under Section 210 of (PURPAj/* 
23 FERC t SI.304 St 61.645 (1963). 


There is no need to consider whether or 
not the CPN/IPC all requirements 
contract “expressly discourages or 
penalizes” purchases from QFs. Snow 
Mountain has not stated how the 
contract discourages or penalizes these 
purchases apart from pointing out that it 
is an all-requirements contract. Such 
contracts do not of course, relieve a 
utility of its obligation to purchase 
electricity from qualifying facilities. 4 A 
declaration that the Commission will not 
approve any future CPN/IPC 
requirements contract unless CPN 
purchases power from Snow Mountain 
would clearly be inappropriate. Sound 
regulatory policy does not permit before- 
the-fact disapproval of an as yet untiled 
contract as a means of enforcing 
statutory provisions or regulations 
which have not been shown to be 
violated. If Snow Mountain believes that 
any future CPN/IPC requirements 
contract contains provisions which 
violate PURPA or our regulations, It 
should raise those concerns when such 
contract is filed. 

For the reasons discussed above. CPN 
and IPC’s motions to dismiss Snow 
Mountain's complaint shall be granted. 

The Commssion orders: 

(A) CPN and lPC’s motions to dismiss 
Snow Mountain’s complaint and request 
for declaratory relief are hereby granted. 

(B) The Secretary shall promptly 
publish this order in the Federal 
Register. 

By the Commission. 

Kenneth F. Plumb, 

Secretary. 

|FK Doc. 85-7150 Filed 3-25-55; 8 45 arc) 

SILLING COOC C717-01 >41 


I Docket No. CPS4-441-0021 

Tennessee Gas Pipeline Co, a Division 
of Tenneco, Inc.; Intent To Prepare sn 
Environmental Assessment for the 
AVL Pipeline Project and To Adopt 
Portions of Tennessee/Boundary 
Looping Project Final Environmental 
Impact Statement 

March 22.1985. 

Notice is hereby give that the staff of 
the Federal Energy Regulatory 
Commission (FERC) intends to prepare 
an environmental assessment (EA). and 
to adopt, as part of the EA, those 
portions of the Tennessee/Boundary 
Looping Project: Final Environmental 
Impact Statement (FEIS), issued 


4 Small Powtrr Production and Gogonsrstion 
Facilities. Regulation* Implementing section 210 of 
the Public Utility Regulatory Policies Act of 107*- - 
Docket No RM79-56. Order No. 69. 45 FR 12214. 
12219 (Feb. 25. I960) 













Federal Register / VoL 50, No. 58 / Tuesday. March 26. 1985 / Notices 


11935 


February 7.1983, in Docket No. CP81- 
296 - 000 , pertaining to the natural gas 
pipeline facilities proposed by 
Tennessee Gas Pipeline Company 
(Tennessee). On February 1,1985. 
Tennessee filed in Docket No. CP84- 
441 - 002 , a further amendment to its 
onginal application in Docket No. CP84- 
441 - 000 . pursuant to Sections 7(c) and 
7(b) of the Natural Gas Act. Tennessee 
requests authorization to (1) reduce or 
relinquish sales service to certain 
customers. (2) provide transportation of 
natural gas on a firm basis for certain 
customers, (3) abandon certain 
interruptible transportation services, 
end (4) construct and operate the 
facilities necessary to render the firm 
transportation services. Referred to as 
the AVL Pipeline Project, the 
construction of the proposed facilities 
would be completed by November 1, 

1985. 

The facilities proposed include 73.7 
miles of 8- through 30-inch diameter 
pipeline looping in 12 segments adjacent 
to Tennessee's existing pipelines in New 
York, Pennsylvania. Massachusetts, 

New Hampshire, New Jersey, and 
Connecticut; 1.7 miles of 10-inch 
diameter replacement pipeline in 
Norwalk. Connecticut; and 17.300 
horsepower of compression in 
Massachusetts. Pennsylvania, and New 
Jersey. (See table 1 for details for 
facilities locations.) Of the total 
compression proposed. 10.300 
horsepower would be additions to or 
upgrades of compression at four existing 
compressor stations near Coudersport. 
Welisboro and Wyalusing. 

Pennsylvania, and near Hopkinton. 


Massachusetts. A new 7,000-horsepower 
compressor station is proposed to be 
installed near Libertyville. Sussex 
County. New Jersey. In addition, a new 
meter station is proposed to be 
constructed in Acton. Middlesex 
County, Massachusetts. 

Most of the proposed facilities have 
previously been analyzed in the 
Tennessee/Boundary FEIS. The staff 
intends to adopt the relevant portions of 
that FEIS to avoid delay and duplication 
of effort. The staff must decide which of 
the FEIS recommendations are still 
valid, require change, or should be 
deleted. The FEIS included studies of 
67.44 miles of the pipetine facilities and 
10.300-horsepower of compression 
proposed in this amendment. Of 
particular note are loops formerly 
designated N 09 . 9,12.18,19, and 20 in 
the Tennessee/Boundary FEIS. Not only 
were these loops studied in the FEIS. the 
staff had recommended at least one 
route alternative for each loop. In the 
AVL proposal, Tennessee has not 
adopted the alternative 
recommendations the staff made in the 
prior FEIS. Instead. Tennessee proposed 
more restrictive construction procedures 
to minimize impact. Factors affecting the 
reasonableness of the alternatives may 
also have changed, such as recent 
information from state and local 
officials. Based on the new construction 
procedures and other information, the 
EA now under preparation will evaluate 
whether the staffs former FEIS 
recommendations should be modified or 
not adopted. 

An analysis of the proposed facilities 
not previously analyzed will also be 


included in the EA. These facilities 
consist of 3.56 miles of 30-inch diameter 
loop (M-5/6) in Hampden County, 
Massachusetts; 4.4 miles of 8-inch 
diameter loop (L-2) in Hartford and 
Litchfield Counties, Connecticut; the 
7,000-hp Compressor Station 325 in 
Sussex County. New Jersey; and the 
Acton Meter Station in Middlesex 
County, Massachusetts. 

The EA. along with the relevant 
information from the Tennessee/ 
Boundary FEIS. will be transmitted to 
the Commission for purposes of 
evaluating the proposed settlement filed 
by Tennessee in this docket on February 
5.1985. 

A copy of this notice, a general map 
showing the location of the facilities, 
and additional technical information 
concerning construction procedures has 
been distributed to Federal, state, and 
local environmental agencies, parties to 
the proceeding, and the public. Any 
comments should be addressed to the 
Secretary. Federal Energy Regulatory 
Commission. 825 North Capitol Street 
NE.. Washington. DC 20426. 

Written comments should be 
submitted by April 22.1985, and should 
reference Docket No. CP84-441-G0Z 
Additional information about the 
proposals, including detailed maps of 
the individual facility locations, is 
available from Mr. James P. Daniel, 
Project Manager. Environmental 
Evaluation Branch, Office of Pipeline 
and Producer Regulation, telephone 
(202) 357-5364. 

Kenneth F. Plumb, 

Secretary . 
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table 1 


Facil i tv 

DesIqnatIon 

PROPOSED AVL PIPELINE 

Analyz.d In FEIS 

PROJECT FACILITIES 

County/State 

Specifications 





Size 

Mileage 


M-l 

Yes (loop 2) 

Cayaga, NY 

30* 

2.0 


M-2 

Yes (loop 3) 

Madison, NY 

30* 

5.74 


M-3 

Yes (loop*4) 

Rerkimar and 

30* 

2.0 




Otseqo, NY 




M-4 

Yes (loop 5) 

Albany, NY 

30" 

3.5 


N-5/6 

Yes (loop 8) 

Hampden and 

30" 

18.77 



No-3.56 miles 

Worcester, HA 



Pipeline 

H-7 

Yes (loop 9) 

Tioga, PA 

30" 

11.5 

Loops 







M-8 

Yes (loop 11) 

Susquehanna, PA 

30" 

4.0 


M-9 

Yes (loop 12) 

Sussex, NJ 

30" 

3.2 


L-2 


Hartford and 

8" 

4.4 



No 

Litchfield, CT 




L-3 

Yes (loop 18) 

Rockingham and 

12* 

12.2 




Millborough, NH 




L-4 

Yes (loop 19) 

Essex, HA| 

12- 

6.4 




Rockingham, NH 



Pipeline 






Replacement 

L-l 

Yes (loop 20) 

Falrft.ld, CT 

10" 

1.7 



• 


Hors 

le power 


267 

Yes (2,000hp) 

Middlesex, HA 

2,000-hp 

addition 


313 

Yes (4,000hp) 

Potter, PA 

2,000-hp 

addition 

Compressor 






Facilities 

31S 

Yes (1,800hp) 

Tioqa, PA 

1,800-hp 

upgrade 


319 

Yes (4,SOOhp) 

Bradford, PA 

4,500-hp 

addition 


325 

No 

Sussex, NJ 

7,000-hp 

addition 

Measurement 






Facility 

Acton 

NO 

Middlesex, HA 




|FR Doc. 85-7152 Filed 3-25-85; 8 45 um| 

Bll.UNQ CODE §717-01 HU 

(Docket Noe. ER85-251-000 and ER85-81 - 
000 ) 

West Texas Utilities Cp.; Order 
Accepting for Filing and Suspending 
Rates, Oenying Motion To Reject, 
Noting Interventions, Granting Waiver, 
Establishing Hearing and Price 
Squeeze Procedures, and 
Consolidating Oockets 

Issued: March 19. 1985. 


On fanuary 24. 1965. West Texas 
Utilities Company (WTU) submitted for 
filing a proposed two-step increase in its 
rates for service to Texas-New Mexico 
Power Company (TNP) and two partial 
requirements customers, the Cities of 
Brady and Coleman. Texas. 1 The 
proposed Level A rates would increase 
revenues by approximately $234,000 
(2.0%). based on the calendar year 1985 
test period. The Level B rates would 


1 Set 1 Attachment for rati* tchedute dr»ign«Uons. 


further increase revenues by 
approximately $166,000 (1.5%). 
representing a total increase of $400,000 
(3.5%). WTU states that the only 
difference between the Level A and B 
rates is the rate of return on common 
equity. WTU’s rates reflect the inclusion 
in rate base of an increase in the amount 
for construction work in progress 
(CWIP), other than CWIP associated 
with pollution control and fuel 
conversion facilities. This increase is 
identical to the amount rejected by the 
Commission in a prior docket, as 
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modified by the summary disposition in 
that docket 1 

Pursuant to $ 35.17 of the 
Commission’s regulations. WTU 
requests permission to file the proposed 
Level B rates within the period of 
suspension for the rates which the Level 
B rates are intended to supersede. WTU 
requests effective dates of March 28, 

1985 and March 27.1985 for the Level A 
and Level B rates, respectively. WTU 
further requests that, in the event that 
the Commission determines that a 
maximum suspension of the Level B 
rates Is justified, the Commission allow 
the Level B rates to become effective as 
of June 1.1985, the effective date of 
WTU’s Level B rates filed in Docket No. 
F.R85-81-000. WTU asserts that a June 1 
effective date would place all of its 
wholesale customers on an equal footing 
as of that date. Finally WTU requests 
(hut the instant docket be consolidated 
with Docket No. RR85-81-000. 

Notice of WTU's filing was published 
in the Federal Register (50 Fed. Reg. 5863 
(1985)). with comments due on or before 
February 19,1985. TNP and Brady filed 
timely motions to intervene. In addition. 
TNP protests the instant filing and 
requests that it be rejected on the 
grounds that it was submitted during the 
suspension period of WTU’s filing in 
Docket No. ER85-81-000 in violation of 
section 35.17 of the Commission's 
regulations and that WTU has not 
shown good cause for waiver of the 
regulations. Alternatively, TNP requests 
that the Commission deny WTU’s 
request regarding suspension of the 
proposed Level B rates. In support of its 
position. TNP contends that allowing the 
CVV IP-related rates to become effective 
as of the date on which they would have 
become effective, had they not been 
rejected in the prior docket, would 
nullify the rejection ordered by the 


* WTU states (hat the proposed rate* *rr virtually 
identical lo the phased rates applicable to TNP. 
Bn»dy. and Coleman thot WTU filed In Docket No. 
Htas-61-000 By order of December Z& 1«M. in that 
docket. the Commission, among other things, 
summarily rejected WTlTa rates and cost support 
wuh respect tu TNP. Brady, and Coleman to the 
•vent that they were based on increased CWIP 
Wl» in violation of the 10-month filing limitation 
«h forth tn section 3S_20(d) of the Commission's 
n^ulatHjfis. The Commission also ordered summary 
disposition and suspended the proposed l-rvrl A 
and Dvd B rates, as modified by summary 
li.tpuslWon, to become effective, subject to refund, 
on January 1.1905 end June 1.WHS, respectively 29 
H HC; 1 01.J51 WTU states that its filing in this 
docket it now timely with respect to Inclusion of 
additional amounts for CWIP and that this filing 
n fleets the other summary dispositions directed in 
Docket No ERavrn-tm 


Commission in Docket No. ER85-81-000. 
TNP further contends that WTU has not 
shown good cause for allowing its 
requested suspension treatment. 

Brady also protests WTU’s proposed 
rate increase a and opposes WTU’s 
requested suspension treatment. Brady 
requests that the proposed Level A and 
B rates be suspended for five months 
and that the instant docket be 
consolidated with Docket No. ER85-81- 
000. Finally. Brady requests that price 
squeeze procedures be established. 

On February 28,1985, WTU filed o 
timely answer to the pleadings of TNP 
and Brady. While not opposing TNP's 
and Brady’s interventions. WTU denies 
the allegations supporting both TNP's 
request for rejection of the filing and 
TNP’s and Brady's requests for 
suspension of the filing. 

Discussion 

Pursuant to Rule 214(c)(1) of the 
Commission's Rules of Practice and 
Procedure (18 CFR 385.214), the timely 
motions to intervene serve to make TNP 
and Brady parties to this proceeding. 

WTU requests waiver of § 35.17 of the 
Commission's regulations to permit the 
filing of its proposed rates during the 
suspension period for the rates filed in 
Docket No. ER85-81-000. TNP has 
moved to reject WTU's filing on this 
basis. Thus, the threshold question 
presented here is whether WTU has 
shown good cause to be granted waiver 
of $ 35.17. As discussed below, we 
believe that good cause exists. 

Section 35.17(b) of the Commission's 
regulations states that "(a) public utility 
may not within the period of suspension, 
file any change in a rate schedule or part 
thereof which has been suspended by 
order of the Commission except by 
special permission of the Commission 
granted upon application therefor and 
for good cause shown." The Commission 
has stated that the purpose behind 
$ 35.17 is to limit instances in which the 
Commission and the utility's customers 
must confront and evaluate a "moving 
target" of rate levels designed to avoid 
the consequences of a maximum 
suspension period. West Texas Utilities 
Company . 18 FERC \ 61,189 at 61.376 
(1982). It does not appear that WTU’s 
filing here presents such a situation. 
Indeed, the proposed Level A and B 
rates were originally proposed as 
components of the earlier rate filing. The 


• Brady Incorporate* by rrfetenc* the protest th*»l 
il filed in Docket No FJWS-01-4MO 


inclusion of the Level A and B rates 
would only have served to increase 
rather than decrease the likelihood of 
maximum suspension of the rates filed 
in the prior docket. Further. WTU seeks 
to have the instant docket consolidated 
with Docket No. ER85-81-000, so that all 
of the rales can be considered in one 
proceeding. Thus, we do not believe that 
WTU is presenting a "moving target" of 
the kind cited in West Texas with 
respect to the filing in Docket No. ER85- 
81-000. 4 Accordingly, we shall grant 
WTU’s request for permission to file its 
proposed rates, pursuant to $ 35.17. and 
we shall deny TNP's motion to reject. 

Our preliminary review of WTU's 
filing and the pleadings indicates that 
the proposed rates have not been shown 
lo be just and reasonable and may be 
unjust, unreasonable, unduly 
discriminatory or preferential, or 
otherwise unlawful. Accordingly, we 
shall accept WTU’s rates for filing and 
suspend them as ordered below. 

In West Texas, we explained that 
where our preliminary review indicates 
that proposed rates may be unjust and 
unreasonable, but may not be 
substantially excessive, as defined in 
West Texas, we would generally impose 
a nominal suspension. In the instant 
proceeding, our examination suggests 
that WTU’s Level A rates may not 
produce substantially excessive 
revenues. Therefore, we shall suspend 
those rates for one day. to become 
effective, subject to refund, on March 27, 
1985. In contrast, our review suggests 
that WTU’s proposed Level B rates may 
produce substantially excessive 
revenues. Further, we find that WTU 
has not shown good cause to justify a 
shortened suspension period. 
Accordingly, we shall suspend the 
proposed Level B rates for five months, 
to become effective, subject to refund, 
on August 27, 1985. 

In accordance with the Commission's 
policy and practice established in 
Arkansas Power and Light Company, 8 
FERC \ 61,131 (1979). we shall phase the 
price squeeze issue raised by Brady. 

We find that common questions of 
law and fact may be presented in 
Docket Nos. ER85-251-000 and ER85- 
81-000. As a result, we shall consolidate 
those dockets for purposes of hearing 
and decision. 


• Virgin >0 Elect nc and A nrrr Company 

(VFPCO). 24 FKRC J Al .265 (1983). tn which, under 
•titular circumstances, the Commission granted 
VFPCO permiMion to rrftle CWIP based rate* 
during the suspension period of its prrv lously filed 
general rate increase. 
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The Commission orders: 

(A) TNFs motion to reject WTU's 
filing 1$ hereby denied. 

fBj VVTlTs request for waiver of 
i 35.17 is hereby granted for good cause 
shown. 

(C) WTU’s proposed rates are hereby 
accepted for filing: the Level A rates are 
suspended for one day, to become 
effective, subject to refund, on March 27. 
1985: and the Level B rates are 
suspended for five months, to become 
effective, subject to refund, on August 
27.1985. 

(D) Pursuant to the authority 
contained in and subject to the 
jurisdiction conferred upon the Federal 
F.nergy Regulatory Commission by 
section 402(a) of the Department of 
Energy Organization Act and by the 
Federal Power Act, particularly sections 
205 and 208 thereof, and pursuant to the 
Commission's Rules of Practice and 
Procedure and the regulations under the 
Federal Power Act (18 CFR Chapter I). a 
public hearing shall be held concerning 
the justness ancf reasonableness of 
WTU’s rates. 

(E) The Commission staff shall serve 
top sheets in this proceeding within ten 
(10) days of the date of this order. 

(F) The Commission hereby orders 
initiation of price squeeze procedures 
and further orders that this proceeding 
be phased so that the price squeeze 
procedures begin after issuance of a 
Commission opinion establishing the 
rale which, but for consideration of 
price squeeze, would be just and 
reasonable. The presiding judge may 
modify this schedule for good cause. The 
price squeeze portion of this case shall 
be governed by the procedures set forth 
in § 217 of the Commission's regulations 
as they may be modified prior to the 
initiation of the price squeeze phase of 
this proceeding. 

(G) Docket No. ER85-251-000 is 
hereby consolidated with Docket No. 
ER85-81-000 for purposes of hearing and 
decision. 

(14) The administrative law judge 
designated to preside in Docket No. 
KR85-81-000 shall determine procedures 
best suited to accommodate 
consolidation of this docket with the 
pending proceeding. 

(1) The Secretary shall promptly 
publish this order in the Federal 
Register. 


By the Commission. 

Kenneth F. Plumb. 

Secretary . 

West Texas Utilities Company, Docket 
No. ER85-251-000 


Rate Schedule Designations 
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|PR Doc. 85-7151 Filed 5-25-85; 8:45 am| 

BILLING COOE «717-01M 


(Docket Nos. QF85-271-000, et all 

Babcock & Wilcox Company, et at.; 
Small Power Production and 
Cogeneration Facilities; Qualifying 
Status; Certificate Applications, Etc. 

Comment date: Thirty days from 
publication in the Federal Register, in 
accordance with Standard Paragraph F. 
at the end of this notice. 

March 20,1985, 

Take notice that the following filings 
have been made with the Commission: 

1. Babcock & Wilcox Company 

(Docket No. QF85-271-000) 

On March 1.1985, Babcock & Wilcox 
Company. (Applicant) of 20 South Van 
Buren Avenue. Barberton. Ohio 44203. 
submitted for filing an application for 
certification of a facility as a qualifying 
small power production facility pursuant 
to 5 292.207 of the Commission's 
regulations No determination has been 
made that the submittal constitutes a 
complete filing. 

The 29.9 MW small power production 
facility will be located in Somerset 
County. Pennsylvania. Applicant states 
that the primary energy source of the 
facility will be ‘waste’* in the form of 
bituminous coal rejected from a coal 
preparation plant. The facility will 
consist of a fluidized bed boiler with a 
conventional steam turbine condensing 
cycle. 


2. Cogeneration Technology and 
Development Company 

(Docket No. QF85-284-000| 

On March 4.1985, Cogeneration 
Technology and Development Company, 
(Applicant) of 971 Arapahoe Avenue. 
Boulder. Colorado 80302, submitted for 
Filing an application for certification of a 
facility as a qualifying cogeneration 
facility pursuant to S 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing 

The 76 MW topping-cycle 
cogeneration facility win be located at 
Rifle, Colorado. !t will consist mainly of 
three combustion turbine-generating 
units and one condensing steam turbine- 
generating unit. Exhaust from the 
combustion turbines will be passed 
through three waste heat recovery 
boilers to generate high-pressure steam 
for the condensing steam turbine, 
whereas exhaust from the waste heat 
recovery boilers wit! be used to produce 
hot water for the year-round heating of a 
six-acre greenhouse complex. The 
primary energy source of the 
cogeneration facility will be natural gus 
Installation of the facility is scheduled 
to begin on June 1,1985. 

3. A.E. Staley Manufacturing Company 
[Docket No. Q8S-260-000) 

On February 28.1985. A.E. Staley 
Manufacturing Company of 2200 East 
Eldorado Street, Decatur. Illinois 62525 
(Applicant) submitted for filing an 
application for certification of o facility 
as a qualifying cogeneration facility 
pursuant to 5 292.207 of the 
Commission's regulations. No 
determination has been made that the 
submittal constitutes a complete filing. 

The tupping-cycle cogeneration 
facility will be located at the applicant's 
existing corn processing plant in 
Morrisville. Pennsylvania. The facility 
will consist of a coal-fired boiler used to 
produce steam to drive an extraction 
back-pressure steam turbine generator 
to produce electricity. Extracted and 
exhaust steam from the turbine will be 
directed lo process use. The primary' 
energy source will be coal. Some natural 
gas will be required for ignitor operation 
and flame safety considerations. The 
electric power production capacity will 
l>e approximately 6 megawatts. 
Construction of the facility heg.in on 
September 23.1983. 

Standard Paragraphs 

E. Any person desiring to be heard or 
to protest said filing should file u motion 
to intervene or protest with the Federal 
Energy Regulatory Commission. 825 
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North Capitol Street. N.E.. Washington. 

D C 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be filed on or before the 
comment date. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 

Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb, 
tertiary. 

|FR Doc 85-7153 Filed 3-25-85; 8:45 am] 

*UJ*Q coot 9717-41-M 


ENVIRONMENTAL PROTECTION 

AGENCY 

IOPTS-51561; FRL-279221 

Certain Chemicals; Premanufacture 

Notices 

Correction 

In FR Doc. 85-5578 beginning on page 
9504 in the issue of Friday. March 8. 

1985, make the following corrections: 

1 On page 9506, in the second column, 
in paragraph P 85-578, in the fourteenth 
line. “.5" Should read *\Q5". 

2. On page 9507, in the third column, 
tn paragraph P 85-599. in the tenth line. 
’*5a0g" Should read **5.0g’*. 

3 In paragraph P 85-600, in the tenth 
tine. “50.0g M Should read **5.0g’\ 

Hums coot iws-ovm 


iOPTS-59706; FRL-2791-8] 

Certain Chemicals; Premanufacture 

Notices 

Correction 

In FR Doc. 85-5575 beginning on page 
9303 in the issue of Friday, March 8, 
1985. make the following correction: On 
Page9504. in the first column. In 
paragraph Y 85-25. in the second line. 

‘ Polyester’* should read •‘Polymer”. 

COOf 1WW14 


IWH-FRL-27S6-6I 

^allotment of Funds Under 
Wastewater Treatment Works 
Construction Grants Program 

agency: Environmental Protection 
Agency (EPA). 

action: Notice of reallotment of funds 
under Wastewater Treatment Works 


Construction Grants Program (40 CFR 
Part 35. Subpart I). 

summary: This notice announces the 
distribution of unobligated fiscal year 
(FY) 1983 construction grant funds 
subject to reallotment after September 
30,1984, under section 205 of the Clean 
Water Act. 33 U.S.C. 1285; and explains 
the procedure by which the reallotment 
distribution was determined. 

Section 205(d) of the Clean Water Act 
(the Act) requires that funds allotted for 
FY 1978 and beyond which are not 
obligated by the end of the initial 
allotment availability period . . shall 
be immediately reallotted by the 
Administrator. . This notice advises 
the public of the amounts available to 
the eligible States to be added to their 
allotments for grants for the 
construction of municipal wastewater 
treatment facilities. Under section 
205(d), these funds are available for 
obligation until September 30,1986. 
date: March 26,1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Arnold Speiser. Delegation 
Management Branch. Municipal 
Construction Division (WH-547), Office 
of Municipal Pollution Control. (202) 
382-7377. 

SUPPLEMENTARY INFORMATION: Sums 
allotted to a State under section 205 of 
the Act remain available for obligation 
during the fiscal year in which 
appropriated and the following 12 
months (40 CFR 35.2010(b)). Funds not 
obligated at the end of the period of 
availability are reallotted to the States 
which fully obligated their allotments. 
$2,400,000,000 was appropriated by Pub. 
L 97-272 for FY 1983. At the close of the 
availability period for the FY 1983 
allotment (September 30.1984), 21 States 
and territories had not obligated 
$15,865,838 of the $Z4 billion available 
in FY 1983 allotments. 

As explained below, not all of the 
unobligated funds remaining after the 
period of availability are subject to 
reallotment at this time. Due to the 
following exceptions, the total amount 
reallotted is $15,066,617. 

1. Northern Mariana Islands: Section 
3(b)(2) of Pub. L. 95-348 (1978) provides 
that any funds made available to the 
Northern Mariana Islands (NMI) by the 
Congress after March 24,1976 *\ . . are 
hereby authorized to remain available 
until expended.** Accordingly, 
construction grant funds allotted to the 
NMJ which remain unobligated at the 
close of the period of availability 
prescribed by section 205(d) of the Act 
are not subject to reallotment. The 
amount remaining is $748,135 in FY 1983 
funds. Because the NMI would have lost 


these funds to reallotment without this 
statutory provision, section 205(d) 
prevents the NMI from receiving any 
funds of other States being reallotted. 

2. EPA Region VI: FY 1983 funds in the 
amount of $859,343 in Louisiana were 
unobligated after September 3a 1984. 
Because $51,086 of the balance resulted 
from a grant transaction error in the 
EPA Regional Office, the amount being 
reallotted is $808,257. 

Reallotment Procedure 

To distribute the $15,066,617 balance 
subject to reallotment in accordance 
with the requirements of section 205(d) 
of the Act. the following procedure was 
used: 

1. The percentages listed in section 
205(c)(2) of the Act (as amendecLby Pub. 
L 97-117) were adjusted to reflect the 
absence of States which had not fully 
obligated their funds (9 35.2010(b)). 

2. The resulting percentages were 
applied to the $15,066,617 to arrive at the 
individual State allotments. 

3. The resulting figures (rounded to the 
nearest $100) are listed in the table 
which follows. The table also identifies 
the States which did not fully obligate 
their funds and the amounts subject to 
reallotment. 

These realloted funds are available 
for obligation until September 30,1986. 
After that date, unobligated balances 
will be reailotted under section 205(d) of 
the Act (S 35.2010). Grants from these 
funds may be awarded as of the date of 
issuance of advices of allowance to the 
EPA Regional Administrators by the 
Comptroller of EPA. 

Dated: March 19.1985. 

Lee M. Thorn**, 

Administrator 
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|FR Doc. 65-7090 Filed 5-25-65; 8 45 am) 

Billing COOf 4540-vote 


FEDERAL COMMUNICATIONS 
COMMISSION 

National Industry Advisory Committee, 
Emergency Broadcast Subcommittee, 
Meeting 

Pursuant to the provisions of Pub. L 
92-463, announcement is made of a 
public meeting of the Emergency 
Broadcast Subcommittee of the National 
Industry Advisory Committee (MAC) to 
be held Tuesday. April 9,1985. The 
Subcommittee will meet at 9:30 A.M. at 
the first floor conference room of the 
National Association of Broadcasters. 
1771 N Street NW., Washington. D.C. 

Agenda 

1. Welcome and remarks. 

2. Presentation by Federal 
Communications Commission (FCC) and 
Federal Emergency Management 
Agency (FEMA) offic ials concerning 
proposed transfer of emergency 
communications planning functions. 

3. Discussion, questions and answers. 

4. Adjournment. 

Any member of the public may attend 
or file a written statement with the 
Subcommittee either before or after the 
meeting. Any member of the public 
wishing to make an oral statement must 
consult with the Subcommittee prior to 
the meeting. Those desiring more 
specific information about the meeting 
may telephone the MAC Executive 
Secretary in the FCC Emergency 


Communications Division at (202) 634- 
1549. 

William |. Trkarico, 

Secretary. Federal Communication* 
Commission. 

[FR Doc. 65-7044 Filed 3-25-65; 8:45 am) 
billing coos tro-ts-si 


(Report No. 15031 

Petitions for Reconsideration of 
Actions in Rulemaking Proceedings 

March 20.1985. 

The following listings of petitions for 
reconsideration filed in Commission 
rulemaking proceedings is published 
pursuant to 47 CFR 1.429(e). Oppositions 
to such petitions for reconsideration 
must be filed within 15 days after 
publication of this Public Notice in the 
Federal Register. Replies to an 
oppositon must be filed within 10 days 
after the time for filing oppositions has 
expired. 

Subject: Elimination of Unnecessary 
Broadcast Regulation. (MM Docket 
No. 83-6420 

Filed by: Andres Jay Schwartz man. 
Attorney for Telecommunications 
Research and Action Center on 3-7- 
85. 

Subject: Implementation of BC Docket 
No. 80-90 to Increase the Availability 
of FM Broadcast Assignments. 

Filed By: 

Cyrus V. Edwards for Edwards 
Investment Company on 12-26-84. 
(Shawnee. Oklahoma) 

A. Thomas Bowes. Vice President for 
Ansun Broadcasting Company on 
1—1-85. (Semora. North Carolina) 
Hector M. Rivera Rios. President for 
the Crupo Pro Estacion de Radio en 
Naguabo on 1-7-85. (Naguabo, 
Puerto Rico) 

Vera F. Burk for Community 
Broadcasters on 1-17-85. 

(KirksviUe. Missouri) 

Randolph L Johnson on 1-17-85. 

(Madera. California) 

Michael B. Hosterl on 1-21-65. 

(Pinkneyville, Illinois) 

Lauren A. Colby. Attorney for John 
Garber and Associates on 1-22-85. 
(Lancaster, Ohio) 

Vincent A. Pepper 6 John F. Carziglia. 
Attorneys for Community Services 
Broadcasters, Inc., on 1-23-65. 
(Shafter, California) 

C. Michael Norton, Attorney for 
Cochran-Smith Broadcasting, Inc., 
on 1-26-85. (Ml. Vernon, Kentucky) 
Lauren A. Colby, Attorney for Radio 
Everett. Inc., on 2-1-85. (Everett, 
Pennsylvania) 

Samuel J. Buffone. Attorney for Ford 
FM. Inc., on 2-6-85. (Casey it 


Marshall Illinois) 

Timothy K. Brady, Attorney for Butler 
County Broadcasting Company on 
2-7-85. (Beaver Dam. Kentucky] 
Samuel J. Buffone. Attoney for Jeff 
Hancock on 2-11-85. (Royal Center 
Indiana) 

Victor S, Lopez and Antoinette S. 
Lopez on 2-11-85. (Los Lunas. New 
Mexico) 

John J. Farina. President for 
Mechanicville Broadcasting 
Company on 2-12-85. 
(Mechanicville. New York) 

Harry F. Cole. Attorney for Radio 
Station WKEU. Inc., on 2-13-85. 
(llogansville, Georgia) 

Robert S, Stone. Attorney for John W. 
Abbott 6 Terry Adams, d/b/a Safe 
Broadcasting on 2-14-85. (Ft. 
Oglethorpe, Georgia) 

Harry C. Sells. Attorney for Big Bend 
Broadcasting on 2-14-85. (Quincy. 
Florida) 

John G. Wcitzel 6 Chuck Ingle on 
2-19-85. (Delavan. Wisconsin) 
Barney L Webster. Partner for Usher 
Broadcasting Company on 2-19-85. 
(East Prairie. Missouri) 

Nancy L. Wolf. Attorney for Ceja 
Corporation on 2-21-85. (Torrcv, 
Utah) 

Martin E. Firestone. Attorney for 
Keeneland Broadcasting Company. 
Inc., on 2-25-85. (Louisville. 
Kentucky) 

Gory S. Smith wick. Attorney for 
Action Publishing Company on 2- 
25-85. (Banner Elk. North Carolina] 
M. Scott Johnson 5 Ronald J. Jarvis. 
Attorneys for Radio Musical. Inc., 
on 2-25-85. (Cidra. Puerto Rico) 

M. Scotl Johnson & Ronald J. Jarvis. 
Attorneys for Stewart Broadcasting 
Company, Inc,, on 2-25-65. (Bay 
Muiette & Foley. Alabama) 

M. Scotl Johnson & Ronald J. Jarvis. 
Attorneys for MetroSouth 
Broadcasting. Inc., on 2-25-85. 
(Homewood & Alabaster. Alabama] 
William S. Green 6 Barbara L Waite. 
Attomerys for Richter. Broadcasting 
Compay. Inc., on 2-25-85. (Sierra 
Vista. Arizona) 

Roy R. Russo & Jill Johnson. Attorneys 
for Brown Broadcasting Company 
(KYNO-FM), on 2-25-65. (Visalia. 
California) 

Gary S. Smithwick, Attorney for 
Andrews-lntermart Broadcasting 
Company on 2-25-85. (Andrews. 
South Carolina) 

Gary S. Smithwick, Attorney for 
Winfas of South Carolina, Inc„ on 
2-25-85. (Marion, South Carolina) 
Zave M, Unger. Attorney for Capitol 
Broadcasting on 2-25-65. (Gulf 
Breeze. Florida) 
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William H. Crispin. Attorney for 
Bedros D. Daghlian on 2-25-85. (Ft. 
Oglethorpe, Georgia) 

Donald E. Martin. Attorney for Terry 
A. Posey on 2-25-85. (Omega 
Georgia A Tallahassee, Florida) 
William ). Taylor. Jr. A Ann Marie 
Baker for McDougald Broadcasting 
Corporation on 2r-25-85. (Mableton. 
Georgia) 

William S. Green. Attorney for RKO 
General. Inc., on 2-25-85. (East 
Lyme, Connecticut) 

William S. Green & Bara barn L 
Waite. Attorneys for Group Six 
Communications. Inc., on 2-25-85. 
(North Cape May. New Jersey & 
Wildwood Crest. New (erssy) 

Dean George Hill & Riley M. Murphy, 
Attorneys for Jo Anne Yates on 
2-25-85. (Bay St. Louis. Mississippi 
A l.ong Beach. Mississippi) 

F.rwin G. Krasnow & William E. 
Kennard. Attorneys for Cameron 
Radio. Inc., on 2-25-85. (Cameron. 
Missouri & Richmond, Missouri) 

John M. Peikey and |ohn P. Crigler. 
Attorneys for Fresh Air. Ino, on 
2-25-85. (Minneapolis. Minnesota A 
Eden Prairie. Minnesota) 

Linda K. Smith A David H. Solomon. 
Attorneys for Olivet College on 2r- 
25-85, (Spring Arbor. Michigan) 
William S. Green A Barbara L Waite. 
Attorneys for RKO General. Inc., on 
2-25-85. (Somersworth, New 
Hampshire) 

Dwight D. Johnson. Attorney for CAV 
Corp., on 2-26-85. (Charlottesville, 
Virginia). 

William J. Tricarico, 

Secretary. Federal Communications 
Commission. 

|FR Doc. 85-7045 Filed 3-2585; 845 am) 
■UJNO COOC • 


federal reserve system 

Agency Forms Under Review by 0MB 

March 20. 1985. 

Background 

On June 15.1984. the Office of 
Management and Budget (OMB) 
delegated) to the Board of Governors of 
the Federal Reserve System (Board) Its 
approval authority under the Paperwork 
Reduction Act of 138a as per 5 CFR 

1320.9. "to approve of and assign OMB 
control numbers to collection of 
information requests and requirements 
conducted or sponsored by the Board 
under conditions set forth in 5 CFR 

1320.9, " Board-approved collections of 
information will be incorporated into the 
official OMB inventory of currently 
approved collections of information. A 


copy of the SF 83 and supporting 
statement and the approved collection 
of information instrument(s) will be 
placed into OMB’s public docket files. 
The following forms, which arc being 
handled under this delegated authority, 
have received initial Board approval 
and are hereby published for comment. 
At the end of the comment period, the 
proposed information collection, along 
with an analysis of comments and 
recommendations received, will be 
submitted to the Board for final 
approval under OMB delegated 
authority. 

oate: Comments must be received 
within fifteen working days of the date 
of publication in the Federal Register. 
address: Comments, which should refer 
to the OMB Docket number (or Agency 
form number in the case of a new 
information collection that has not yet 
been assigned an OMB number), should 
be addressed to Mr. William W. Wiles, 
Secretary. Board of Governors of the 
Federal Reserve System. 20th and C 
Streeti, NW.. Washington. D.C. 20651, or 
delivered to room B-2223 between 8:45 
a.m. and 5:15 p.m. Comments received 
may be inspected in room B-1122 
between 8:45 a.m. and 5:15 p m., except 
as provided in $ 261.6(a) of the Board's 
Rules Regarding Availability of 
Information. 12 CFR 261.6(a). 

A copy of the comments may also be 
submitted to the OMB desk officer for 
the Board: Judith McIntosh, Office of 
Information and Regulatory Affairs, 
Office of Management and Budget. New 
Executive Office Building. Room 3208. 
Washington. D C. 20503. 

FOR FURTHER INFORMATION CONTACT: 

A copy of the proposed form, the request 
for clearance (SF 83). supporting 
statement, instructions, transmittal 
letter, and other documents that will be 
placed into OM's public docket files 
once approved may be requested from 
the agency clearance officer, whose 
name appears below: Federal Reserve 
Board Clearance Officer—Cynthia 
Classman—Division of Research ami 
Statistics, Board of Governors of the 
Federal Reserve System, Washington. 
D.C. 20551 (202-452-3829). 

Proposal to approve under OMB 
delegated authority the extension with 
revision of the following group of 
reports: 

1. Report title: Report of Transaction 
Accounts. Other Deposits and Vault 
Cash: Reports of Certain Eurocurrency 

Transactions; and Advance Report of 
Deposits. 

Agency form number: FR 2900; FR 2950/ 

51; and FR 2000/2001 
OMB Docket number 7100-0087 


Frequency: Weekly. Quarterly, Daily 
dependent upon report. 

Reporters: Depository institutions. 

Small businesses are affected. 

General description of report. 

This information collection is 
mandatory (12 U.S.C. 248(a). 401, 3105) 
and is given confidential treatment (5 
U.S.C. 552b(4) and b(8)|. 

Package of reports collects 
Information on deposit data from 
depository institutions that have 
transactions accounts or nonpersonal 
time deposits and are not fully exempt 
from reserve requirements (FR 2900); 
Eurocurrency deposits from depository 
institutions that obtain funds from 
foreign (non-U.S.) sources or that 
maintain foreign branches (FR 295a 
2951); and selected item on the FR 2900 
in advance from large commercial banks 
(FR 2000) and a sample of small 
commercial banks (FR 2001). An 
increase from 915 to $25 million in the 
deposit cutoff level used to differentiate 
between weekly and quarterly reporting 
is proposed for the FR 2900 report 
2. Report title: Quarterly Report of 
Selected Deposits. Vault Cash and 
Reservable Liabilities and Annual 
Report of Total Deposits and Reservabte 
Liabilities. 

Agency form number FR 2910q; FR 
2910a 

OMB Docket number. 7100-0175 
Frequency: Quarterly; annually 
Reporters: Depository Institutions 
Small businesses are affected. 

General description of report. This 
information collection is mandatory 
112 UJkC. 248(a) and 481J and is given 
confidential treatment |5 U.S.C 
552b(4) and b(8)J. 

These reports collect information from 
depository institutions (other than U.S. 
branches and agencies of foreign banks 
and Edge and Agreement Corporations) 
that are exempt from reserve 
requirements under the Cam-St 
Germain Depository Institutions Act of 
1982. Information provided by these 
reports is used to construct and analyze 
the monetary aggregates and to ensure 
compliance with Regulation D—Reserve 
Requirements of Depository Institutions. 
An increase from $2 million to the 
equivalent of the reservable liabilities 
exemption amount (S2.4 million in 1985) 
in Ihe lower total deposit cutoff level 
used to determine nonreporter status 
versus FR 2910a reporting is proposed. 
An increase from $15 to $25 million is 
proposed.for the upper total deposit 
cutoff level to determine quarterly 
versus annual reporting is aUo 
proposed. 
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Board of Governors of the Federal Reserve 
System, March 20,1965. 
fames McAfee, 

Associate Secretary of the Board 
|FR Doc. 65-7053 Filed 3-25-65: 645 am) 

KtUMO COOC 0-01-41 


(Docket No. R-0525] 

Federal Reserve Services 

agency: Board of Governors of the 
Federal Reserv e System. 
action: Termination of the fractional 
availability crediting option for 
Interterritory check float recovery. 

summary The Board has approved the 
proposal to discontinue the fractional 
availability crediting procedures as an 
option for the recovery of Federal 
Reserve interterritory check float. 
EFFECTIVE date: September 1.1986. 

FOR FURTHER INFORMATION CONTACT: 
ElUott C. McEntee, Associate Director 
(200/452-2231). or William Brown. 
Manager (202/452-3760). Division of 
Federal Reserve Bank Operations: 
Daniel L Rhoads. Attorney (202/452- 
3711), Legal Division. Board of 
Governors of the Federal Reserve 
System, Washington. D.G 20551. 
SUPPLEMENTARY INFORMATION: 

Background 

In February 1983 the Board approved 
a program to reduce and price Federal 
Reserve interterritory check float. 48 FR 
10753 (March 14,1983). Under that 
program, depository institutions that 
send checks directly to the Federal 
Reserv e office serving the paying 
institution were offered two credit 
options to recover Federal Reserve 
check float. With the First option, called 
Fixed availability, a depository 
institution is given 100 percent credit for 
its check deposits. The amount of float 
is later determined by actual collection 
performance and recovered through “as* 
of adjustments, clearing balance 
earnings credits, or explicit charges to 
the institution's account. Under the 
second option, called fractional 
availability, a depositing institution 
receives partial credit for each deposit, 
that is. a fraction of each deposit is 
deferred an additional day. Under this 
option, a separate fraction for each 
receiving Federal Reserve office is 
applied to all institutions that use the 
Federal Reserve transportation network 
to send checks directly to that Reserve 
office. Another set of fractions are 
computed when institutions use their 
own transportation to send deposits to 
other Federal Reserve ofFiccs. In all 
cases, the fractions are based on the 


average collection experience over the 
prior four month period. Consequently, 
the fractional availability credit option 
results in an over or underrecovery at 
any given period that in theory should 
be offset by under or overrecovcries at 
other times. 

Approximately 500 institutions 
currently are using the fixed availability 
option and 85 institutions currently are 
using the fractional availability option. 
These institutions are generally large 
commercial banks. Including 
correspondents. The remaining 4,400 
institutions using Federal Reserve check 
services deposit checks directly with 
their local Reserve Banks and do not 
have the option of choosing between the 
fixed and fractional availability float 
recovery options. 

Experience with the fractional 
availability credit option indicates that 
it has the potential for not fully 
recovering the costs of float from the 
institutions generating this float because 
the fractions reflect historical, rather 
than current, collection experience. This 
means that in certain months the 
fractions must be less than actual 
collection experience in order to recover 
float incurred in prior months. For 
example, collection experience for the 
month of May is generally very good 
because of favorable weather 
conditions. However, the fractions 
applied to deposits during this month 
will be lower than actual collection 
experience because they reflect 
collection experience for December 
through March. Accordingly, a 
depository institution may improve its 
funds availability and thus avoid paying 
for float previously incurred by using 
alternate collection channels that reflect 
actual collection experience during May. 
An institution's average dollar sendings 
to a given point must remain relatively 
stable over time in order for float to be 
fully recovered by fractional 
availability. Accordingly, the cost of 
float will not be recovered from the 
institutions generating and beneFiting 
from the float if the institution changes 
its collection patterns over time. 

The Board published for public 
comment in July 1984 a proposal to 
eliminate the fractional availability 
credit option. 49 FR 29461 (July 20.1984). 
The Board also placed a moratorium on 
permitting additional institutions to 
select the fractional program pending 
final Board action. 

Discussion 

The Board received 26 comments in 
response to its proposal to eliminate the 
fractional availability credit option. 
Seven of these commenters currently 
use the fractional availability credit 


option. Thirteen commenters favored th* 
elimination of fractional availability 
while 13 commenters preferred its 
retention. Of those in favor, three 
commenters stated that their support of 
the proposal to eliminate fractional 
availability was conditioned on the 
Federal Reserve changing the way it 
recovers float from depository 
institutions that deposit their checks 
directly with their local Federal Reserve 
office. 

Those supporting the proposal 
regarded the elimination of the 
fractional option as appropriate in light 
of the Federal Reserve's concern with 
the potential for the underrecovery of 
float from the depository institutions 
generating and beneFiting from the float 
These commenters believed that 
eliminating the fractional option would 
remove the potential subsidization of 
depositors using the fractional 
availability option by the remaining 
Federal Reserve depositors. The concern 
was expressed that some of the 
institutions using fractional availahility 
on a selective basis managed the option 
to their own advantage, but to the 
disadvantage of the industry at large. 

Institutions opposing the elimination 
of fractional availability stated that this 
option provides institutions with 
predictability with regard to credit 
availability, a method for evaluating 
Federal Reserve check clearing 
performance. Several of these 
institutions also indicated that 
signiFicant programming costs were 
incurred in order to participate in the 
fractional availability program and that 
they would incur additional 
programming costs if the this option 
were eliminated. 

Comments was also requested on 
whether the fractional availability 
option could be modiFied to preserve its 
beneFits while eliminating its potential 
to result in underrecovery of float from 
those institutions using it Some 
commenters suggested modifying 
fractional availability to establish a 
periodic settlement period, at which 
time the cost of the underrecovered float 
would be charged directly to the 
institution that generated the float and 
would beneFil from its underrccovery 
However, if the fractional option were 
modiFied in this manner, institutions 
would not know in advance what their 
total float costs would be until the 
settlement period, thus losing the benefit 
of predictability. Further, this 
modiFtcation would make the fractional 
option very similar to the Fixed 
availability option; if fractional 
availability were modiFied to 
incorporate a regular settlement period 
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there would be no difference between 
the fractional and fixed availability 
options except for the timing of the 
tfttlemenl period. In addition, the 
Reserve Banka have indicated that they 
would incur significant one time 
implementation and ongoing costa if 
fractional availability were modified in 
this manner. Since this proposed 
modification would not retain the 
desired benefits of fractional 
availability and would increase costs, 
the Board believes that this modification 
should not be adopted. 

Another modification suggested by 
the commenters was to change the 
method of calculating the fractions. 
Commenters suggested that instead of 
suing a four month moving average for 
computing the applicable fraction. 
Reserve Banks use a monthly fraction 
based on the most recent month's 
collection experience or use a fraction 
that takes into account seasonal 
collection performance. Use of a one or 
two month moving average would, 
however, introduce further volatility into 
the fractions and would thus increase 
the incentives for institutions to use 
other collection channels when the 
fractions were low relative to actual 
collection experience. Further, it is not 
possible to establish fractions that will 
in most cases equal actual collection 
experience, regardless of the method of 
calculating the fractions. It will always 
be necessary to establish fractions in 
certain periods betow actual collection 
experience to take account of previously 
^recovered float. Accordingly, the 
Board believes it is not possible to 
eliminate the potential for float 
underrecovery from the institutions 
generating the float through 
modification of the methodology for 
calculating the fractions. 

In view of the inability to modify 
factional availability to preserve its 
benefits and eliminate the potential for 
underrecovery of float, the Board 
believes that the fractional availability 
option should be eliminated. The 
elimination of fractional availability will 
ensure that float is recovered from the 
institutions that benefited from the float, 
rather than from all depositors through 
per*item fees Moreover, given the 
relatively few institutions that use 
fractional availability (85 of the 
approximately 600 that sent checks to 
the Reserve Bank office serving the 
paying institutions) and the numerous 
other adjustments that occur in Reserve 
«nd clearing accounts, elimination of the 
fractional option would not, as 
suggested by a few commenters, unduly 
complicate an institution's management 
of its reserve position. 


The Board has approved the following 
steps to reduce the impact that 
elimination of the fractional availability 
option may have on depository 
institutions using the option. First, the 
Reserve Banks will continue, if 
requested, to provide fractions to 
depository institutions to enable them to 
continue using the fractions to allocate 
float to their customers. Provison of 
these fractions will also enable 
institutions to evaluate Reserve Bank 
check collection performance. Second, 
depository institutions currently using 
the fractional availability option will 
confine to be allowed to use the option 
until September 1.1988. The delayed 
implementation date will provide 
institutions with sufficient lead time to 
make any necessary modification to 
their computer systems. 

Six commenters indicated that if the 
fractional availability option is 
eliminated, the Federal Reserve should 
not allow depositors depositing checks 
with their local Federal Reserve office 
for collection to use the fractional 
availability option. The Federal Reserve 
currently sorts such checks by endpoint 
and provides the depositing institutions 
availability based upon the anticipated 
collection of the checks. While the 
Federal Reserve provides a form of 
fractional availability to recover float 
from these depositors, it is administered 
differently and does not provide the 
benefits of the fractional availability 
option that is the subject of this action. 
Because the institutions depositing 
checks with their local Federal Reserve 
office are typically small institutions 
that do not sort their checks before 
depositing them with the Federal 
Reserve, they generally do not know the 
mix of checks they have deposited. 
Accordingly, unlike the fractional 
availability option, the depository 
institution typically does not know with 
certainty in advance the availability it 
will receive from the Federal Reserve. 

Moveover. it is unlikely that this 
procedure will result in an 
underrecovery of float from the 
institutions that benefit from the float 
because such institutions, given their 
smaller size, generally do not shift their 
collection patterns in response to short 
term changes in availability. 

Finally, it simply is not operationally 
feasible to extend fixed availability to 
depository institutions depositing 
checks with their local Federal Reserve 
office. When an institution deposits its 
checks with its local Federal Reserve 
office, the checks are sorted by receiving 
Federal Reserve office and commingled 
with items from other depositors 
destined for that same Reserve office. 


Unlike the checks deposited by 
institutions that send checks directly to 
other Federal Reserve offices, the float 
associated with the deposits made by 
the individual depositor depositing 
checks with its local Federal Reserve 
office cannot be determined For these 
reasons, the Board does not believe that 
it is appropriate to change the manner in 
which float is recovered from 
institutions depositing checks with their 
local Federal Reserve office. 

In view of the inability to modify the 
fractional availability credit option to 
preserve its benefits and eliminate the 
potential for underrecovery of float, the 
Board has determined to discontinue 
this crediting option effective September 
1,1986. The Board has also decided to 
continue the moratorium on permitting 
additional depository institutions to 
select the fractional availability option. 
To reduce the impact of its decision to 
eliminate the fractional availability 
option, the Board has instructed Reserve 
Banks to continue providing the 
fractions, on request. 

The Board has also approved several 
modifications to the procedures for 
accounting for Federal Reserve check 
float. Three of the commenters 
responding to the proposal to eliminate 
the fractional availability credit option 
commented that the remaining fixed 
availability crediting procedures do not 
take into consideration the effect of float 
recovery on required reserves, resulting 
in overcharging for float. 

Depository institutions are permitted 
to deduct the amount of their cash items 
in the process of collection [‘CIPC") 
from the amount of gross transaction 
accounts in computing required 
reserves. 12 CFR 204.3(f)(1). When a 
depository institution deposits a check 
with the Federal Reserve for collection, 
the amount of the check is included in 
the institution's gross transaction 
accounts subject to reserve 
requirements, and is offset by a 
corresponding CIPC deduction. The 
CIPC deduction is provided in 
recognition of the fact that the 
depository institution has not yet been 
given credit by the Federal Reserve for 
the check. When credit for the check is 
given, the institution loses the CfPC 
deduction and its reserve requirements 
increase. If credit is given before the 
check is collected by the Federal 
Reserve, float is generated. When the 
institution fs later charged by the 
Federal Reserve for the float, no 
adjustment is made for the cost of the 
increased reserve requirement, with the 
result that the float charge exceeds the 
benefit to the institution of the float. 
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In response to the concerns expressed 
by depository institutions, the Bourd has 
determined to modify the System's 
accounting procedures to take into 
account the effect of float on the reserve 
requirements to which Reserve Banks 
would be subject if they were required 
to hold reserves. Net check float will be 
deducted from the amount of clearing 
balances maintained with the Federal 
Reserve before the imputed required 
reserves are determined 

This procedure will result in the 
Federal Reserve accounting for float in a 
manner conforming more closely to the 
accounting practices of correspondent 
banks. The effect of this modification 
will be to reduce the Reserve Bank's 
imputed reserve requirement and 
increase their earning assets. 1 The 
interest on these additional earning 
assets will then offset part of the cost of 
float that is to be charged back to 
depository institutions. 

The Board wishes to emphasize that 
the Federal Reserve's accounting 
procedures as modified will continue to 
recognize as a cost to the Federal 
Reserve the full value of float at the 
federal funds rates, as required by the 
MCA. The accounting change approved 
by the Board will reduce explicit float 
charges to direct and consolidated 
sending institutions by 12 percent 
Further, the float component of per-item 
fees will also be lowered by 12 percent 
The modifications are expected to have 
a minimal impact on the Federal 
Reserve's per-item fees since the float 
component of the base used to calculate 
per-item fees is less than 3 percent of 
the total. A 12 percent reduction in this 
component will reduct the total to be 
recovered by only 0.25 percent. Federal 
Reserve income statements will be 
amended to reflect these accounting 
changes. 

Dy order of the Board of Governors of the 
Federal Reserve System, March 20.1965. 
William W. Wife*. 

Secretary of the Board. 

|FR Doc. 85-7052 Filed 5-25-65: 8:45 am) 
BOJJNO COOC *210-01-SI 


Jesup Bancshares, Inc.; Application To 
Engage do Novo in Permissible 
Nonbanking Activities 

The company listed in this notice has 
filed an application under § 225.23(a)(1) 


1 In March 1964 the Board approved an 
acituitman! to tha balance on which earning* credits 
are paid on clearing balance* to reflect the reserve 
requirement* that would apply if the balance* had 
been held with a correspondent bank. An imputed 
reserve burden was also imposed upon the Federal 
Reserve*' revenues from clearing balance*. 49 FR 
11251 (March 26.1964). 


of the Board's Regulation Y (12 CFR 
225.23(a)(1) for the Board's approval 
under section 4(c)(8) of the Bank 
Holding Company Act (12 U.S.C. 
1843(c)(8)) and { 225.21(a) of Regulation 
Y (12 CFR 225.21(&)) to commence or to 
engage do novo , either directly or 
through a subsidiary, in a nonbanking 
activity that is listed in $ 225.25 of 
Regulation Y as closely related to 
banking and permissible for bank 
holding companies. Unless otherwise 
noted, such activities will be conducted 
throughout the United States. 

The application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing on the 
question whether consummation of the 
proposal can "reasonably be expected 
to produce benefits to the public, such 
as greater convenience, increased 
competition, or gains in efficiency, that 
outweigh possible adverse effects, such 
as undue concentration of resources, 
decreased or unfair competition, 
conflicts of interests, or unsound 
banking practices." Any request for a 
hearing on this question must be 
accompanied by a statement of the 
reasons a written presentation would 
not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

Unless otherwise noted, comments 
regarding the application must be 
received at the Reserve Bank Indicated 
or the offices of the Board of Governors 
not later than April 15,1985. 

A. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer. Vice President) 230 
South LaSalle Street, Chicago. Illinois 
60690: 

V Jesup Bancshares, Inc .. Jesup. Iowa; 
to engage de nove in nonbanking 
activities of making acquiring or 
servicing loan or other extensions of 
credit such as would be made by 
consumer, finance, mortgage, 
commercial finance and factoring 
companies, and leasing property or real 
property. 

Board of Governors of the Federal Reserv e 
System, March 2a 1985. 

fames McAfee, 

Associate Secretary of the Board. 

(FR Doc. 85-7049 Filed 3-25-65: 8:45 am) 

6IUJM0 COOC 4216-01-41 


Shelby Bancshares, Inc., et al.. 
Formations of; Acquisitions by; and 
Mergers of Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.C. 1842j and. 

5 225.14 of the Board's Regulation Y (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. 1642(c)). 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated Once the 
application has been accepted for 
processing It will also be available for 
inspection at the offlees of the Board of 
Governors. Interested persons may 
express thoir views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
Ucu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted comments 
regarding each of these applications 
must be received not later than April 17, 
1985. 

A Federal Reserve Bank of Atlanta 
(Robert E. Heck. Vice President) 104 
Marietta Street NW„ Atlanta. Georgia 
30303: 

1. Shelby Bancshares, Inc., Pelham. 
Alabama; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of Shelby State Bank. 
Pelham, Alabama. 

2. The South First National 
Corporation, Ocean Springs. Mississippi: 
to merge with First State Financial 
Corporation, Gulfport, Mississippi, 
thereby indirectly acquiring First State 
Bank. Gulfport. Mississippi and 
Metropolitan National Bank. Biloxi. 
Mississippi. 

B. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President) 230 
South LaSalle Street. Chicago. Illinois 
60600: 

1. Calumet Bancorporation, Inc., 
Chilton. Wisconsin; to become a bank 
holding company by acquiring 100 
percent of the voting shares of State 
Bank of Chilton, Chilton, Wisconsin. 

2. First Dubuque Corp., Dubuque. 
Iowa; to become a bank holding 
company by acquiring 100 percent of the 
voting shares of First National Bank of 
Dubuque, Dubuque. Iowa. 
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3. Trivoli Bancorp. /no, Trivoli, 

Illinois: to become a bank holding 
company by acquiring 100 percent of the 
voting shares of Trivoli State Bank. 
Trivoli. Illinois. 

4 Windsor BancShares, Inc 
Windsor. Illinois; to become a bank 
holding company by acquiring 100 
percent of the voting shares of Windsor 
State Bank, Windsor. Illinois. 

C. Federal Reserve Bank of 

Minneapolis (Bruce J. Hedblom. Vice 
President) 250 Marquette Avenue, 
Minneapolis, Minnesota 55480: 

1 Malta Banquo . Inc., Malta. 

Montana; to become a bank holding 
company by acquiring 60.00 percent of 
the voting shares of First Security Bank 
of Malta. Malta. Montana. 

D Federal Reserve Bank of Kansas 
Gty (Thomas M. Hoe nig. Vice President) 
925 Grand Avenue, Kansas City. 

Missouri 64198: 

1 Chapman Bancshares , Inc,, 

Chapman, Kansas; to acquire 24 percent 
of the voting shares of Valley Insurance 
Company. Inc., function City, Kansas 
thereby indirectly acquiring First State 
Bank, junction City. Kansas. 

F„ Federal Reserve Bank of Dallas 
(Anthony ). Montelaro. Vice President) 
400 South Akard Street, Dallas. Texas 
75222: 

t. First Crockett Bancshares. Inc,. 
Crockett, Texas; to become a bank 
holding company by acquiring 100 
percent of the voting shares of Allied 
First National Bank of Crockett, 

Crockett. Texas. 

Board of Governors of the F<»deral 
Reserve System, March 20.1985. 

|amf« McAfee, 

Associate Secretary of the Boon! 

|FR Doc. 85-7050 Filed 3-25-85; 8:45 am| 

■*uma coot mio-oi-m 


Decision Not To Adopt a Substantially 
Simitar Rule for Banks on the Sale of 
Used Motor Vehicles 

agency: Board of Governors of the 
Federal Reserve System. 

action: Notice of the Board's decision 
n«t to adopt a rule for banks that is 
substantially similar to the Federal 
Trade Commission's trade regulation 
rule on the sale of used motor vehicles. 

summary: On November 19.1984, the 
Federal Trade Commission published a 
final trade regulation rule on the sale of 
used motor vehicles. The rule, 
commonly referred to as the “Used Car 
Rule." will take effect on May 9. 1985. 
Generally, the Board is required by the 
Federal Trade Commission Act to issue 


a substantially similar rule for banks 
whenever the Commission adopts a final 
trade regulation rule under its authority 
to prohibit unfair or deceptive acts or 
practices. The Board has concluded, 
however, that since banks do not engage 
in the activity being regulated by the 
Commission—the sale of used motor 
vehicles in a retail sales environment— 
adoption of a rule substantially similar 
to the Commission's Used Car Rule that 
would be applicable to banks is 
unnecessary. 

FOR FURTHER INFORMATION CONTACT: 

Gerald P. Hurst, Senior Attorney, 
Division of Consumer and Community 
Affairs, Board of Governors of the 
Federal Reserve System. Washington, 

D C 20551. (202) 452-3667. 

On November 19. 1984 (49 FR 45092). 
the Federal Trade Commission (the 
"Commission") published a final trade 
regulation rule on the sale of used motor 
vehicles, with an effective date of May 
9.1985. The rule, referred to as the Used 
Car Rule, includes a list of acts or 
practices that the Commission views as 
unfair or deceptive (16 CFR 455.1 (a) and 
(b)) and requires dealers to prepare und 
display a window sticker, referred to as 
the "Buyers Guide," on the side window 
of a used motor vehicle before offering 
the vehicle for sale to a consumer (16 
CFR 455.1(c), 455.2. and 455.3). The 
Buyers Guide would include information 
about the warranty coverage offered, 
the meaning of an "as is" sale, and other 
related information. 

The rule also prohibits the making of 
any statements, oral or witten. or taking 
any actions which alter or contradict the 
Buyers Guide; requires a dealer 
conducting sales in Spanish to make the 
required disclosures in that language; 
and contains standards that will be used 
by the Commission in determining 
whether a state may obtain an 
exemption from the rule. 

Section 18(f)(1) of the Federal Trade 
Commission Act (15 U.S.C. 57a(f)(l)) 
provides that when the Commission 
issues a rule under its authority to 
prescribe unfair or deceptive acts or 
practices, the Board is required to issue 
a substantially similar rule, within 60 
days of the rule's efftM:tive date, 
prohibiting acts or practices of banks 
that are substantially similar to those 
prohibited by the Commission. The 
Board is not required to issue a similar 
rule if it Finds that such acts or practices 
of banks are not unfair or deceptive, or 
that implementing similar regulations for 
banks would seriously conflict with 
essential monetary und payments 
systems policies of the Board, and 
publishes the findings and reasons for 


them in the Federal Register. In addition 
to these two exceptions, the Board is not 
required to consider adoption of a 
substantially similar rule if banks do not 
engage in the activity being regulated by 
the Commission. Generally, if banks do 
not engage in the activity being 
regulated, there will not be any acta or 
practices of bunks that are substantially 
similar to those prohibited by the 
Commission. The Board believes that 
this is the case with the Used Car Rule. 

Banks do engage in (he sate of used 
motor vehicles—for example, vehicles 
that have been repossessed. However, it 
appears that banks do not engage in the 
activity the Commission sought to 
regulute in adopting the Used Car Rule, 
that is. selling in a retail sales 
environment. The Commission narrowed 
the scope of the Used Car Rule by 
defining a "dealer" so us "to remove 
from the scope of the Rule used cor sales 
where the absence of a retail sales 
environment substantially diminishes 
the risk of the deceptive practices .., 
found to be characteristic of used car 
sales presentations." (49 FR 45708. 
November 19, 1984). The Commission 
concluded that banks and other 
financial institutions do not engage in 
the sale of used motor vehicles in a 
retail sales environment and specifically 
excluded banks from the rule's "dealer" 
definition. The Board contacted Reserve 
Bank examiners and bankers about the 
methods used by banks to dispose of 
used motor vehicles. These inquiries 
support the Commission's conclusion 
that banks do not engage in the sale of 
used motor vehicles in a retail sales 
environment. In addition, the Board 
agrees with the Commission's 
conclusion that, in the absence of a 
retail sales environment, the risk of 
deceptive practices, such us 
misrepresentations concerning vehicle 
warranties or the condition of the 
vehicles, is substantially diminished. 

Since generally banks do not engage 
in the activity being regulated by the 
Commission in the Used Car Rule—the 
sale of used motor vehicles in a retail 
sales environment—the Board has 
concluded that it is not required to issue 
a substantially similar rule for banks on 
the sale of used motor vehicles. 

By onter of the Board of Governors of the 
F#*deral Rpserve System. March 20. 1985. 
William VV. Wiles. 

Set rvtory of the Boonl 

|FR Doc 85-7051 Filed 3-23-85: 8:45 nm| 

BILLING COOC S? 10-01 -M 
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GENERAL SERVICES 
ADMINISTRATION 

Agency Information Collection Under 
Review by the Office of Management 
and Budget; Multiple Award Schedule 
(MAS) Policy Statement 

agency: Office of Policy and 
Management Systems. GSA. 
summary: Under the provisons of the 
Paperwork Reduction Act of 1980 (44 
U.S.C. Chapter 85), the General Services 
Administration (GSA) requests the 
Office of Management and Budget 
(OMB) to approve an existing 
information collection in use without a 
control number. 

addresses: Send comments to Franklin 
S, Reeder, GSA Desk Officer. Room 
3235. NEOB. Washington, DC 20503, and 
to William W. Hiebert, GSA Clearance 
Officer. General Services 
Administration (ATRAI). Washington. 
DC 20405. 

FOR FURTHER INFORMATION CONTACT: 

Edward McAndrew, Office of 
Acquisition Policy (202-566-1224). 
SUPPLEMENTARY INFORMATION: 

a. Purpose. This collection requires 
the submission of sales, discount and 
marketing data by prospective offerors 
responding to Multiple Award 
Schedules solictations and provides the 
Government with information to support 
the pricing judgements required in the 
negotiation of the contracts. 

b. Annual reporting burden . Estimated 
as follows: Respondents and responses 
4.500 each; hours 18,000. 

c. Copies of proposals. Copies of these 
proposals may be obtained from the 
Directives and Reports Management 
Branch (ATRAI). Room 3007, G$ 
Building. Washington. DC 20405 (202- 
566-0666). 

Dated: March 8.1985. 

Johnny T. Young, 

Acting Director, Information Management 
Division. 

(FR Doc. 85-7154 Filed 3-25-85: 8:45 am) 

BILUMQ COOC M20-01-N 


Agency Information Collection Under 
Review by the Office of Management 
and Budget; Contractor's 
Qualifications and Financial 
Information 

agency: Office of Policy and 
Management Systems, GSA. 
summary: Under the provisions of the 
Paperwork Reduction Act of 1980 (44 
U.S.C. Chapter 35). the General Services 
Administration (GSA) requests the 
Office of Management and Budget 
(OMB) to approve the extension of an 


expiration date of a currently approved 
collection. 

addresses: Send comments to Franklin 
S. Reeder, GSA Desk Officer, Room 
3235. NEOB, Washington, DC 20503, and 
to William W. Hiebert. CSA Clearance 
Officer, Ceneral Services 
Administration (ATRAI), Washington. 
DC 20405. 

FOR FURTHER INFORMATION CONTACT: 

Edgar Davis, Office of Finance (202-566- 
1093). 

supplementary information: 

a. Purpose. The information collection 

is used to evaluate financial 
responsibility of prospective contractors 
at the request of contracting officers for 
their use in determining contract 
awards. . 

b. Annual reporting burden. Estimated 
as follows: Respondents 3.200; 
responses 4,800; hours 7.200. 

c. Copies of proposals. Copies of these 
proposals may be obtained from the 
Directives and Reports Management 
Branch (ATRAI), Room 3007. GS 
Building. Washington. DC 20405 (202- 
566-0066). 

Dated: March 8.1986. 

Johnny T. Young. 

Acting Director, Information Management 
Division. 

(FR Doc. 85-7155 Filed 3-25-85; 8:45 ami 

BlLLJNG COOC 6*20-AM-41 


Office of Information Resources 
Management 

Federal Telecommunication Standards 

agency: Office of Information 
Resources Management, General 
Services Administration. 

ACTION: Notice for comment on 
proposed standard, 

March 4.1985. 

summary: The purpose of this notice is 
to solicit the views of Federal agencies, 
industry, the public, and State and local 
governments on a Federal 
Telecommunication Standard (FED- 
STD) proposed for adoption: FED-STD 
1037A. "Telecommunications: Glossary 
of Telecommunication Terms". This 
proposed standard is a revision of FED- 
STD 1037 of the same title adopted )uly. 
1980. If adopted, FED-STD 1037A will 
supersede FED-STD 1037. 

date: Comments are due within 90 days 
of the date of this notice. 

address: Send comments to National 
Communications System. Office of 
Technology and Standards, Washington. 
DC 20305-2010. 


FOR FURTHER INFORMATION CONTACT 

Mr. Edward P. Green. National 
Communications System, telephone 
(202) 692-2124. 

SUPPLEMENTARY INFORMATION 

1. The General Services 
Administration (GSA) is responsible 
under the provisions of the Federal 
Property and Administrative Services 
Act of 1949, as amended, for the Federal 
Standardization Program. On August 14. 

,1972, the Administrator of General 
Services designated the National 
Communications System (NCS) as the 
responsible agent for the development of 
Federal telecommunications standards 
ffcr NCS interoperability and the 
computer-communication interface. 

2. Prior to the adoption of proposed 
Federal standards, it is important that 
proper consideration be given to the 
needs and views of Federal agencies, 
industry, the public, and State and local 
governments. 

3. Copies of Proposed FED-STD 1037A 
will be available March 1,1985. 

4. Requests for copies of the Proposed 
Federal Standard should be directed to 
the National Communications System. 
Office of Technology and Standards. 
Washington. DC 20305-2010. 

Dated: March 4.1985- 

Frank). Carr. 

Assistant Administrator. Office of 
Information Resources Management. 

[FR Doc 85-7150 Filed 3-25-85: 8:45 am) 
MIXING COOC (UO-2S4I 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

I Docket No. 77F-0161I 

Monsanto Co.; Amended Filing of Food 
Additive Petition 

AGENCY: Food and Drug Administration. 
action: Notice. 

SUMMARY: The Food and Drug 
Administration (FDA) is amending the 
filing notice for a food additive petition 
filed by the Monsanto Co. to restrict the 
use of acrylonitriie/butadiene/styrene 
copolymers to repeated use food-contact 
applications only. The previous filing 
notice would have permitted single 
service as well as repeated use food- 
contact applications. This amendment is 
based upon a request from the 
petitioner. 

FOR FURTHER INFORMATION CONTACT. 

Rudolph Harris, Center for Food Safety 
and Applied Nutrition (HFF-334), Food 
and Drug Administration. 200 C Street 
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SW-. Washington. DC 20204. 202-472- 

5890. 

supplementary information; In the 
Federal Register of July 28.1977 (42 FR 
58017), FDA published a notice that a 
petition (FAP 7B3273) had been filed by 
the Monsanto Co., c/o Jerome H. 
Heckman, Keller 8 Heckman, 115017th 
Street NW.. Washington. DC 20038, 
proposing that the food additive 
regulations be amended by providing for 
safe use of acrylonitrile/butadiene/ 
styrene copolymers containing not more 
than 50 parts of polymerized 
icrytonitrile for use in food-contact 
surfaces where: (1) The same come in 
contact with all foods except alcoholic 
foods containing more than 8 percent 
ilcohol. and (2) the same are employed 
under conditions of use D. E, F, and C as 
set forth in table 2 of 5 178.170(c). 

The notice is amended to provide for 
the safe use of acrylonitrile/butadiene/ 
styrene copolymers for repeated use 
food-contact applications only. 

The agency is reexamining its 
conclusion that the proposed use of the 
additive will not have a significant 
environmental impact. If this petition 
results in a regulation, the agency's 
finding in this mutter will be published 
with the regulation in the Federal 
Register in accordance with 21 CFR 
25.40(c) (proposed December 11* 1979; 44 
FR 71742). 

Dated: March 18,1985. 

Richard | Ronk, 

Acting Director, Center for Food Safety and 
Applied Nutrition . 

1FR Doc. 85-7048 Filed 3-25-85; 8:45 urn) 

B'UIMG COOC 4140-01-44 


Health Professional Organizations' 
Participation; Open Meeting 

agency: Food and Drug Administration. 
action; Notice. 

summary; The Food and Drug 
Administration (FDA) is announcing a 
forthcoming meeting of health 
professional organizations to be chaired 
by Frank E. Young. Commissioner of 
Food and Drugs. The topics to be 
discussed are Principles of the FDA 
Action Plan. Emergency Use of 
Investigational Drugs and Devices, and 
An Update on Acquired 
Immunodeficiency Syndrome (AIDS). 
date: The meeting wil be held from 2 to 
4 p.m., Wednesday, March 27.1985. 
address: The Meeting will be held in 
•Conference Room 503A, Hubert H. 
Humphrey Bldg., 200 Independence Avc. 
S W , Washington. DC 20201. 

r OR FURTHER INFORMATION CONTACT; 

Robert Veiga, Office of Health Affairs 


(HFY-40), Food and Drug 
Administration. 5600 Fishers Lane, 
Rockville, MD 20857. 301-443-5470. 

Dated: March 21.1985. 

Morvin H. Shumate. 

Acting Associate Commissioner for 
Regulatory Affair *. 

(FR Doc 85-7176 Filed 3-22-85: 8:45 am) 

BILLING COOC 4140-01-* 


National Institutes of Health 

Meeting of the Dental Research 
Programs Advisory Committee 

Pursuant to Pub. L. 92—463 notice is 
hereby given of the meeting of the 
Dental Research Programs Advisory 
Committee from 9:00 a.m. to recess on 
May 9 and from 9:00 a.m. to 
adjournments on May 10.1985 in 
Conference Room 7, Building 31C, 
National Institutes of Health. Bethesda. 
Maryland. 

The entire meeting will be open to the 
public to discuss research progress and 
ongoing plans and programs. 

Attendance by the public will be limited 
to space available. 

Dr. Anthony Rizzo, Deputy Associate 
Director for Extramural Programs. NIDR. 
NIH, Westwood Building. Room 504, 
Bethesda, Maryland 20205 (telephone 
301 496-7748) will furnish rosters of 
committee members, a summary of the 
meeting, and other information 
pertaining (o the meeting. 

(Catalog of Federal Domestic Assistance 
Program Nos. 13.121 Diseases of the Teeth 
and Supporting Tissues: Caries and 
Restorative Materials; Periodontal and Soft 
Tissue Diseases; 13.122-Disorders of 
Structure, Function, and Behavior. 
Craniofacial Anomalies. Pain Control, and 
Behavioral Studies; 13.845-Dental Research 
Institutes. National Institutes of Health) 
Dated. March 15.1885. 

Betty ). Beveridge. 

NIH Committee Management Officer. 

|PR Doc 85-7059 Filed 3-25-85; 8:45 am) 

BlLLfNO COOC 4140-01-44 


President's Cancer Panel; Meeting 

Pursuant to Pub. L 92-483. notice is 
hereby given of the meeting of the 
President's Cancer Panel. April 22,1985. 
at the Johns Hopkins Oncology Center. 
Hurd Hall. 600 North Wolfe Street. 
Baltimore. Maryland 21205. 

The entire meeting will be open to the 
public from 9:00 a.m. to adjournment. 
Agenda items include reports by the 
Chairman. President’s Cancer Panel, and 
discussions to obtain information 
regarding center programs supported by 
the National Cancer Institute. 


Attendance by the public will be limited 
to space available. 

Mrs. Winifred Lumsden, Committee 
Management Officer, National Cancer 
Institute, Building 31, Room 10A06, 
National Institutes of Health. Bethesda, 
Maryland 20205 (301/498-5708) will 
provide summaries of the meeting and 
rosters of Panel members, upon request. 

Dr. Elliott Stonehill. Executive 
Secretary. President's Cancer Panel, 
National Cancer Institute, Building 31, 
Room 11A23, National Institutes of 
Health, Bethesda. Maryland 20205 (301/ 
496-1148) will furnish substantive 
program information. 

Dated: March 19. 1885. 

Betty ). Beveridge. 

Committee Management Officer, NIH. 

(FR Doc. 85-7061 Filed 3-25-85; 8:45 am) 

SiLUKG COOC 4140-01-44 


National Heart, Lung, and Blood 
Institute; Pulmonary Diseases 
Advisory Committee; Meeting 

Pursuant to Pub. L 92-463. notice is 
hereby given of the meeting of the 
Pulmonary Diseases Advisory 
Committee. National Heart. Lung, and 
Blood Institute, on May 3,1985 at the 
National Institutes of Health. 9000 
Rockville Pike. Building 31. Conference 
Room 10, Bethesda. Maryland 20205. 

The entire meeting, from 8:30 a.m. to 
5:00 p.m. will be open to the public. The 
Committee will discuss implementation 
of the Division of Lung Diseases fiscal 
1986 initiatives. Attendance by the 
public will be limited to the space 
available. 

Ms. Terry Bellicha, Chief. Public 
Inquiries and Reports Branch, National 
Heart. Lung, and Blood Institute, 

Building 31. Room 4A-21. National 
Institutes of Health. Bethesda, Maryland 
20205, phone (301) 496-4263, will provide 
a summary of the meeting and a roster 
of the Committee members. 

Dr. Suzanne S. Hurd, Ph.D., Executive 
Secretary of the Committee, Westwood 
Building. Room 6A16, National Institutes 
of Health. Bethesda. Maryland 20205, 
phone (301) 498-7208. will furnish 
substantive program information. 

(Catalog of Federal Domestic Assistance 
Program No. 13.838, Lung Diseases Research. 
National Institutes of Health) 

Dated: March IS, 1985. 

Betty | Beveridge. 

Committee Management Officer. 

(FR Doc 85-7060 Filed 3-25-85: 8 45 am) 

WLLMG COOC 4144-01-44 
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Public Health Service 

National Toxicology Program; 
Availability of Technical Report on 
Toxicology and Carcinogenesis 
Studies of Propylene Oxide 

The HUS’ National Toxicology 
Program today announces the 
availability of the technical report 
describing toxicology and 
carcinogenesis studies of propylene 
oxide, a volatile, colorless liquid used in 
the production of polyether polyols, 
polyurethane foams, and unsaturated 
polyester resins ond also as a fumigant 
for sterilizing a verity of materials 
ranging from plastic medical 
instruments to foodstuffs. 

The two-year carcinogenesis studies 
of propylene oxide (greater than 99.9% 
pure) were conducted by exposing 
groups of 50 F344/N rats and 50 B6C3F1 
mice of each sex to air containing 
propylene oxide at concentrations of 0 
(chamber control). 200. or 400 ppm for 6 
hours per day. 5 days per week, for 103 
weeks. 

Under the conditions of these studies, 
there was some evidence of 
carcinogenicity for F344/N rats, as 
indicated by increased incidences of 
papillary adenomas of the nasal 
turbinates in male and female rats 
exposed to propylene oxide at 400 ppm. 
For male and female B6C3F1 mice, there 
was clear evidence of carcinogenicity . 
as indicated by increased incidences of 
hemangiomas or hemangiosarcomas of 
the nasal turbinates at 400 ppm. In ihe 
respiratory epithelium of the nasal 
turbinates, propylene oxide also caused 
suppurative inflammation, hyperplasia, 
and squamous metaplusis in rats and 
inflammation in mice. 

Copies of Toxicology and 
Carcinogenesis Studies of Propylene 
Oxide in F344/N Hots and B0C3F1 Mice 
(Inhalation Studies) (TR. 267) an* 
available without charge from the NTP 
Public Information Office. M.D. B2-04. 
P.O. Box 12233. Research Triangle Park, 
NC, 27709. Telephone: (919) 541-3991. 
FI'S: 629-3991. 

Dated: March 15,1985. 

David P. Rail, M.D.. Ph D.. 

Director. 

|FR Doc. 85-7062 Filed 3-25-65; B:4S am) 

BILLING CODE 4140-0 t-M 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 

IM-59787J 

Realty Action; Sale of Public Lands In 
Blaine County, MT 

agency: Bureau of Land Management, 
Lewistown District Office. Interior. 
action: Notice of Realty Action. Direct 
Sale of Public Land in Blaine County. 
Montana. 


summary: The following described land 
has been examined and identified as 
suitable for disposal by sale under 
section 203 of Ihe Federal Land Policy 
and Management Act of 1976 (90 Stot. 
2750, 43 U.S.C. 1713), nt no less than the 
appraised fair market value ($12,500.00). 

Principal Meridian. Montana 

T. 32 N., R. 17 E., 

Sec. t. Lot 1. 

Aggregating 29.52 news. 

Ihe lands described are hereby 
segregated from appropriation under the 
public land laws, including the mining 
jaws, pending disposition of this action. 
This land is being offered at direct sale 
to the Unified Disposal Bound of North 
Central Montana at the appraised fair 
market value. 

The sale of this land to the Unified 
Disposal Board of North Central 
Montana will allow for developing long 
range plans associated with the existing 
landfill. This tract is located along 
Highway 200 approximately half way 
between Chinook and Havre. Montana. 
The use of this tract has traditionally 
been tied to activities associated with 
the adjacent tri-county managed landfill. 

Ihe proposed sale is consistent with 
the Bureau’s planning system and the 
general public as well as county officials 
have been notified of the sale. Since the 
tract has traditionally been lied to 
activities associated with the landfill it 
is in the public interest and will provide 
for better land management to let the 
Unified Disposal Board manage this 
tract. 

Terms and Conditions: The terms and 
conditions applicable to this sale are as 
follows: 

1. All leasable minerals shall be 
reserved to the United States, together 
with the right to prospect for. mine and 
remove the minerals. A more detailed 
description of this reservation, which 
will be incorporated in the patent 
document, is available for review at this 
BIA1 office; 


2 A right-of-way for ditches or canal* 
will be reserved to the United Stales in 
accordance with 43 U.S.C, 945; 

3. The following righls-of-wny will l#u 
reserved to the United States: State of 
Montana—MTGF-085459, Western Are* 
Bower Administration—MTCF-079895, 

4. The sale of these lands W'ill be 
subject lo all valid existing rights and 
reservations of record including the 
fallowing rights-of-way; Burlington 
Northern MTM-041313. Montana Power 
MTM-058704, and Unified Disposal 
Board of North Central Montana MTM- 
53535. 

dates: For a period of 45 days from 
publication of ibis notice, interested 
parties may submit comments to the 
District Manager. Bureau of Land 
Management, at the address shown 
below. Any adverse comments will be 
evaluated by the BLM Montano State 
Director, who may vacate or modify this 
realty action and issue a final 
determination. In the absence of any 
action by (he Stale Director, this realty 
action will become a final determination 
of the Department of Interior. 

FOR FURTHER INFORMATION CONTACT: 
Detailed information concerning the 
sale, including planning documents, 
environmental assessment, and the 
record of public discussions Is available 
for review at the Lewistown District 
Office. Airport Road, Lewistown, 
Montana 59457 and at the Havre 
Resource Area Office. Havre. Montana. 

Dated: March 13 1965. 

Glenn W. Freeman. 

District Manager. 

[FR Doc. 85-7101 Filed 3-25-35; 345 am| 

BILLING CODE 4310-0*-II 


National Park Service 

National Register of Historic Places; 
Pending Nominations 

Nominations for Ihe following 
properties being considered for listing in 
the National Register were received by 
the National Park Service before March 
10.1985 Pursuant to S 60.13 of 36 CFR 
Port 60 written comments concerning the 
significance of these properties under 
the National Register criteria for 
evaluation may lie forwarded to the 
National Register, National Park 
Service. U.S. Department of Ihe Interior, 
Washington. DC 20243. Written 
comments should be submitted by April 
10.1985. 

Carol D. Shull. 

Chief of Rig rut rat ion, National Register. 
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ALABAMA 
Dillman County 

CuHmrtO, Cullman Downtown Commercial 
Historic District, Roughly bounded by 4th 
and lit Aves., 2nd and 5th Sts. SK 

Montgomery County 

Montgomery, Smith/Joscph/Strutton House, 
302 Alabama St. 

Tuscaloosa County 

North port. Wilson Clements House. 1002 20th 

Ave. 

ARIZONA 
Pinal County 

Ch9lj Grundc, Buy less, Earl, House (Casa 
Grande MBA), 211 N. Cameron 
Cava Crande, Beylis, Wilbur OJGrady 
House (Casa Crande MBA). 221 N. 
c.imcron 

CrtWi Crande. Bum/McNutt House (Casa 
Grande MBA). 20RA W 1st St. 

Cash Crande. Casa Crande Hotel (Casa 
Grande MBA). 2tri W. Mntn Ave. 

Casa Crande. Central Creditors Association 
Building (Casa Grande MBA). 118 N. 
Sacsttiti 

Casa Crande. Crux Trading Post (Casa 
Grande MBA). 200 W. Main St 
Casa Crande, Fisher Memorial (lome /Casa 
Grande MBA). 300 8.8th St. 

Cain Grande, /ohneon's Grocery Store (Casa 
Grande MBA). 301 N. Picocho 
C i so Grande, Kratzka. Gus. House (Casa 
Grande MBA), N. Maricopa and 3rd Si. 

Ca»4i Crande. Laundry Building (Casa 
Grando MBA). Rear of 300 W. 8th 
Caw Crande. Lehmbcrg. Dr. H. R.. House 
/Casa Crande MBA). 929 N. Lehraberg 
Cnva Crande. Lass . John CL House lCasa 
Grande MBA). 107 W. Main Ave. 

Casa Crunde, Mcehan/Caar House (Casa 
Grande MBA). 202 VV. lit St. 

Caw Crande. Paramount Theatre (Casa 
Grande MBA). 418 N. Florence 
Caw Grande. PeriodRevival House (Casa 
Crande MBA). 905 N. Lehmberg 
Casa Crande. Pioneer Market fCasa Grande 
MBA), 119 Florence St. 

Caw Crande, Pretty man’s Meat Markey ami 
Grocery/Brigg's Jeweler (Casa Grande 
MBA/. 114 W. Main St. 

Caw Crande. Saint Anthony's ChOrch and 
Rectory (Casa Grande MBA). 215 M 
Picacho 

Caia Crande. Shonessy Budding/Dan Chun 
Wo Store fCasa Crunde MBA). 121 W. 
Main Ave. 

Caw Crande, Shonessy House (Casa Crunde 
MBA). 115 W. Main Ave. 

Oiw Crnnde. Stone Bungalow (Casa Crande 
Mfl\l 515 E. 3rd St. 

Casa Crande. Stone Church (Casa Crande 
MBA). Florence Btvd. and N. Pork Ave. 
Caw Crande. Stone Warehouse (Casa 
Crande MHAJ. 119 Florence St. in rear 
Caa.i Crunde. Vasques House (Casa Crande 
MHAJ 114 F.. Florence Blvd. 

Cns .1 Grande. Ward's Variety Store (Cosa 
Crunde MBA). 112 N. Sacuton 
Caia Crande. White House (Casa Crunde 
MBA). 901 N. Morrison 


Cam Crunde. Wilson. C J. (8/inky) House 
(Casa Grande MBA). 223 W. 10th 
Casa Grande. Woman's Club Building (Casa 
Crunde MBA). 407 N- Sacuton 

CALIFORNIA 
Orange County 

Anaheim. Kmeger-Melrose District Ruughly 
bounded by Lincoln Ave.. S. Kroeger, W. 
Broadway and S. Philadelphia 

San Fraudsco County 

Sun Francisco, Scott trying Murray. School. 
1060 Tennessee St. 

Santa Clara County 

Palo Alto, Kee House. 2310 Yule St 

CONNECTICUT 

Hartford County 

Hartford and West Hartford. l*Fes/ End South 
Historic District Roughly bounded by 
Farmington Ave.. Whitney and S. Whitnuy 
Sts . West Blvd, and Prospect Ave. 

DISTRICT OF COLUMBIA 

Washington. Tivoli Theater. 3301-3325 14th 
St. NW 

FLORIDA 

Okeechobee County 

Okeechobee. Fn^alman Bnulerson House, 
eon S. Parrott Ave. 

Palm Beach County 

West Palm Beach. Mu kens House. 801 4th St. 

St. Lucie County 

Ft. Pierce. Crvsthaven. 239 S. Indian River l)r. 

ILLINOIS 
Cook County 

Chicago. Sheffield Historic District 
IBoundary Increase II), Roughly bound* d 
by W. Altgeld and W. Montana Sts„ N. 

Cikrwood and N. Southport Aves. 

INDIANA 
Huntington County 

Huntington. Carman Reformed Church. 202 
F.tnn Ave. 

IOWA 

Dubuque Countv 

Dubuque. Andrew Ryan House. 1375 Locust 

Henry County 

Mt. Pleasant. Alien. G. W. S.. House. 207 F- 
Hcrnry St. 

|ones County 

Scotch Grove vicinity, Corbiftt's/Eby's Mill 
Bridge. Spans Maquokctu River. Scotch 
Grove Township 

Mahaska County 

Oskuloosa. A h:\tulfin. Major James W~ 
House, 403 First Ave. East 

Pottawattamie County 

Council Bluffs. Haymurket Commercial 
Historic District. S. Main St. 

Poweshiek County 

Matcom. Raymond, P. P. House. 4th St 


SBcIbv County 

Harlan. Fiore! Hall. 314 4th St. on Shelby 
County Fairgrounds 

LOUISIANA 

East Baton Rouge Parish 

Baton Rouge. Roumain Building. 343 
Riverside Mall 

MAINE 

Androscoggin County 

Lc wiiton, lyower Lisbon Street Historic 
District. Lisbon Si. be tween Coder and 
Chestnut 

Cumberland County 

South Portland. State Reform School Historic 
District. Westbrook St. 

Standish, Paine Ncighborhootl Historic 
District ME 113 

Kennebec County 

Augusta. Coney. Gov. Samuel. House. 71 
Stone St. 

Lincoln County 

Westport. Squire Turban House. ME 144 

Waldo County 

Islcsboro. Phi tier Cottage. Main Rd.. Dark 
Harbor 

MICHIGAN 
Sanilac County 

Lexington. Nuns. William Reuben. House. 
7158 Huron Ave. 

MISSOURI 
Harrison County 

Bethany, Hamilton House, 1228 W. Main 
jorkton County 

Kansas City. Howe. Frank Af. Residence. 
1707 Jefferson Si 

NEW |ERSEY 
Morris County 

Morris Township. Alnwick Hall, 355 Madison 
Ave. 

Union County 

Plainfield. Saint Mary ’s Catholic Church 
Complex. Liberty and W. 0th Sts. 

NEW MEXICO 
Dona Ana County 

Lus Cruces. AJumeilo-Depot Historic District, 
Includes properties centered around 
Pioneer Park and extending up Alameda 
Btvd. 

Cats Cruces. Mesquite Street Original 
Township Historic District Roughly 
tvounded by L Texas. Campo. Tomillo and 
E. Court 

NEW YORK 
Schenectady County 

Schenectady. Central Fire Station. Erie Blvd. 
Warren County 

Warrvnsburg. MaGee. Merrill. House, 1 
Hudson St 
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NORTH DAKOTA 
Slope County 

Amtdon vicinity. HTRanch, 10 mile* W. of 
Amidon 

William* County 

WlllUton. Old Armory, 320 let Ave. East 
RHODE ISLAND 
Washington County 

North Kingstown. Scrobbletown Historic and 
Archeological District Scrabble town Rd., 
Stony Lane and S. County Trail 

TEXAS 

Btxor County 

San Antonio. Barr Building, 213—219 

Broadway 

VIRGINIA 
Fairfax County 

Herndon vicinity. Hutchison, fohn. House, 

Off US 50 on Pleasant Valley Rd. 

WISCONSIN 
Barron County 

Haugen. ZCBJ Hall. 320 IV. 3rd St 

La Ctoim County 

La Crosse. Physical Education Bui/ding/Lo 
Crosse State Normal School. UW La 
Crosse Campus off US 16 

Sheboygan County 

Franklin. Franklin Feed Mill (19th Century 
Grist and Flour Mills of Sheboygan County 
TR). Franklin Rd 

IFR Doc. 85-7161 Filed 3-25-85; 6:45 am| 

billing codc oto-ro-j* 


INTERSTATE COMMERCE 
COMMISSION 

Forms under review by Office of 
Management and Budget 

The following proposal for collection 
of information under the provisions of 
the paperwork Reduction Act (44 U.S.C 
Chapter 35) is being submitted to the 
OfTice of Management and Budget for 
review and approval. Copies of the 
forms and suporting documents may be 
obtained from the Agency Clearance 
Officer. Ray Houser (202) 275-0723. 
Comments regarding this information 
collection should be addressed to Ray 
Houser. Interstate Commerce 
Commission. Room 1325.12th and 
Constitution Ave.. NW„ Washington, 

DC 20423 and to Gary Waxman. Office 
of Management and Budget. Room 3228 
NEOB, Washington. DC 20503, (202) 395- 
7340. 

Type of Clearance: Extension 
Bureau/Office: Bureau of Accounts 
Title of Form: Service Life Study 
OMB Form No.: 3120-0037 
Agency Form No.: ACV 159 


Frequency: Annually 
Respondents: Class I Railroads 
No. of Respondents: 32 
Total Burden Hrs.: 1,280. 

|amos II. Bayne, 

Secretary. 

(FR Doc. 65-7096 Filed 3-25-86: 8:45 am) 

NLUNQ COOf 703S-01-4I 


(Finance Docket No. 306281 

Lackawanna County Railroad 
Authority, Inc^* Exemption From 
Regulation 

agency: Interstate Commerce 
Commission. 

ACTION: Notice of exemption. 

summary: The Interstate Commerce 
Commission exempts the Lackawanna 
County Railroad Authority. Inc., (LCRA) 
from 49 U.S.C Subtitle IV, and exempts 
LCRA’s acquisition from Delaware and 
Hudson Railway Corporation (D&H) of 
(a) the portion of line known ns the 
Carbondale Branch extending between 
MP 196. 8 in the Borough of Moosic and 
MP 174.59 in the Township of Fell; (b) 
the 1.2 mile Vine Street Branch; and (c) 
trackage rights over about 4 miles of 
D&H line between MP 130.4 at Minooka 
(unction and MP 133.8 at Bloom 
(unction, all such acquisitions being in 
Lackawanna County. PA. Operation of 
the line by Lackawanna Valley Railroad 
Corporation is exempt from 49 U.S.C. 
10901. Issuance of $50,000 of common 
stock by die Lackawanna Valley 
Railroad Corporation is exempt from the 
requirements of 49 U.S.C 11301. 
dates: This exemption is effective on 
March 22.1985. Petitions to reopen must 
be filed by April 15,1985. 
adoresses: Send pleadings referring to 
Finance Docket No. 30628 to; 

(1) Office of the Secretary. Case Control 
Branch, Interstate Commerce 
Commission, Washington. DC 20423 

and 

(2) Petitioner’s representative: John D. 
Heffner, 1250 Eye Street, NW.. 
Washington, DC 20005. 

FOR FURTHER INFORMATION CONTACT: 
Louis E. Citomer, (202) 275-7245. 
SUPPLEMENTARY INFORMATION: 
Additional information is contained in 
the Commission’s decision. To purchase 
a copy of the full decision write to T. S. 
InfoSystems, Inc., Room 2227. Interstate 
Commerce Commission. Washington. 

DC 20423, or call 289-1357 (DC 
Metropolitan area) or toll free (800) 424- 
5403. 

Decided: March 15.1985. 

By the Commission. Chairman Teylor. Vice 
Chairman Cradison. Commissioners Strcrrctt 


Andre, Simmons. Lamboley and Strenlo. 
Commissioner Lamboley concurred and 
dissented In part with a separate express!* n 
James II. Bayne, 

Secretary. 

|FR Doc. 83-7098 Filed 3-23-85; 8:45 am] 

billing coof 


(Docket No. AB-3 (Sub 47)| 

Missouri Pacific Railroad Co.; 
Abandonment in Barton County, KS; 
Findings 

The Commission has issued a 
certificate authorizing the Missouri 
Pacific Railroad Company to abandon 
its 2.7-mile rail line between Hoisington 
(milepost 558.9) and Kanbrick (milepost 
561.0) in Barton County. KS. The 
abandonment certificate will become 
effective 30 days after this publication 
unless the Commission also finds that; 
(1) A financially responsible person has 
offered financial assistance (through 
subsidy or purchase) to enable the rail 
service to be continued; and (2) it is 
likely that the assistance would fully 
compensate the railroad. 

Any financial assistance offer must be 
filed with the Commission and the 
applicant no later than 10 days from 
publication of this Notice. The following 
notation shall be typed in bold face on 
the lower-hand comer of the envelope 
containing the offer. "Rail Section. AB- 
OFA”. Any offer previously made must 
be remade within this 10-day period. 

Information and procedures regarding 
financial assistance for continued rail 
service are contained in 49 U.S.C. 10905 
and 49 CFR Part 1152. 
lames II. Bayne. 

Secretary. 

[FR Doc. 65-7097 Hied 3-25-85; 8:45 am| 

08JUMQ COOC WV01-S 


DEPARTMENT OF LABOR 

Office of the Secretary 

Agency Forms Under Review by the 
Office of Management and Budget 
(OMB) 

Background 

The Department of Labor, in carrying 
out its responsibility under the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35). considers comments on the 
proposed forms and recordkeeping 
requirements that will affect the public. 

List of Forms Under Review 

On each Tuesday and/or Friday, as 
necessary, the Department of Labor will 
publish a list of the Agency forms under 
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review by the Office of Management 
and Budget (OMB) since the last list was 
published The list will have all entries 
grouped into new collections, revisions, 
extensions, or reinstatements. The 
tK purtment Clearance Office will, upon 
request, be able to advise members of 
the public of the nature of any particular 
revision they ore interested In. 

Each entry will contain the following 
information: 

The Agency of the Department issuing 

this form. 

The title of the form. 

The OMB and Agency form numbers, 
if applicable. 

How often the form must be filled out. 
Who will be required to or asked to 

report 

Whether small businesses or 
organizations are affected. 

An estimate of the number of 

responses. 

An estimate of the total number of 
hours needed to fill out the form. 

The number of forms In the request for 

approval 

An abstract describing the need for 
and uses of the information collection. 

Gjmmenls and Questions 

Copies of the proposed forms and 
supporting documents may be obtained 
by calling the Department Clearance 
Officer. Paul E. Larson. Telephone 202- 
52V6331. Comments and questions 
about the items on this list should be 
directed to Mr. Larson. Office of 
Information Management. U.S. 
Department of Labor. 200 Constitution 
Avenue, NW.. Room S-5528, 

Washington. D.C. 20210. Comments 
should also be sent to the OMB 
reviewer, Arnold Strasser, Tc:lephone 
^>2-395-6880. Office of information and 
Regulatory Affairs. Office of 
Management and Budget. Room 3208. 
NEOB, Washington. D.C. 20503. 

Any member of the public who wants 
to comment on a form which has been 
submitted to OMB should advise Mr. 
Larson of this intent at the earliest 
possible date. 

Revision 

Employment Standards Administration 
Application for Authority to Employ 
Full-Time Students at Subminimum 
Wages in Retail or Service 
Establishments or Agriculture 
1215-0032; WH-200-M1S. WH-202 
Annually 

Farms; Businesses or other for-profits; 
Small businesses or organizations 
24,000 responses; 5,367 hours; 2 forms 
Information is needed to determine 
whether a retail or service, or 
agriculture employer should be 
authorized to pay subminimum wages to 


full-time students under the provisions 
of section 14(b)(1) and 14(b)(2) of the 
Fair Labor Standards Act. The Wage 
and Hour Division of the Department of 
Labor uses this information to approve 
such authority for the respondents. 

Signed at Washington. D.C. this 21st day 
of March, 1985. 

Paul E. Larson. 

Department Clearance Officer. 

|FR Doc. 85-7134 Filed 3-25-85; 8;45 amj 

OllUHG COOC 4510-22 


Employment and Training 
Administration 

Facet Enterprises, Inc.; Determinations 
Regarding Eligibility To Apply for 
Worker Adjustment Assistance 

In accordance with section 223 of the 
Trade Act of 174 (19 U.S.C. 2273) the 
Department of Labor herein presents 
summaries of determinations regarding 
eligibility to apply for adjustment 
assistance issued during the period 
March 11.1985-March 15.1985. 

In order for an affirmative 
determination to be made and a 
certification of eligibility to apply for 
adjustment assistance to be issued, each 
of the group eligibility requirements of 
section 222 of the Act must be met. 

(1) That a significant number of 
proportion of the workers in the 
workers' firm, or an appropriate 
subdivision thereof, have become totally 
or partially separated. 

(2) That sales or production, or both, 
of the firm or subdivision have 
decreased absolutely, and 

(3) That increases of imports of 
articles like or directly competitive with 
articles produced by the firm or 
appropriate subdivision have 
contributed importantly to the 
separations, or threat thereof, and to the 
absolute decline in sales or production. 

Negative Determinations 

In each of the following cases the 
investigation revealed that criterion (3) 
has not been met. A survey of customers 
indicated that increased imports did not 
contribute importantly to worker 
separations at the firm. 

TA-W-15,560; Facet Enterprises, Inc., 
Fitter Products Div.. Madison 
Heights, Ml 

In the following cases the 
investigation revealed that criterion (3) 
has not been met for the reasons 
specified. 

TA-W-15,649; Center for Nuclear 
Studies, Memphis, TN 

The workers' firm does not produce 
an article as required for certification 


under section 222 of the Trade Act of 
1974. 

TA- W-15,600; MSL Stamping Croup , 

El! wood City, PA 

Separations from the subject firm 
resulted from a transfer of production to 
another domestic facility. 

TA-W-I5.602; f.S.C. Shoe Corp., 
Johnstown, PA 

Separations from the subject firm 
resulted from a transfer of production to 
another domestic facility. 

TA-W-15.607; Craddock - Terry Retail, 
Lynchburg, VA 

The workers’ firm does not produce 
an article as required for certification 
under section 222 of the Trade Act of 
1974. 

Affirmative Determinations 

TA-W-15.616; Belmont Manufacturing 
Co.. Division Modem Juniors, 
Bamesville, OH 

A certification was issued covering all 
workers separated on or after November 

30.1983 and before May 6.1984. 

TA-W-15,617; Ed. Du Pont de Nemours 
& Co., Inc., Chemicals & Pigments 
Dept. Chicago, IL 

A certification was issued covering all 
workers engaged in employment related 
to the production of sulfuric or sulfamic 
acid separated on or after March 1,1984 
and before February 1,1985. 

TA-W-15.598; The Bi/trite Corp.. 
Chelsea, MA 

A certification was issued covering all 
workers separated on or after November 
8. 1984. 

TA - W-15,629; Imperial Reading Corp., 
LaFoUette, TN 

A certification was issued covering all 
workers separated on or after December 
3,1983. 

TA-W- 15,624; West Virginia Garment 
Co , Wheeling, WV 

A certification was issued covering all 
workers separated on or after November 

28.1983 and before July 1 . 1984. 

TA-W-15.648; Boot-Ster Manufacturing 
Co.. Clarksville. TN 

A certification was issued covering all 
workers separated on or after August 1. 
1984. 

TA-W-15.655; Qume Corp., San Jose, 

CA 

A certification was issued covering all 
workers producing memory products 
separated on or after December 7,1984 
and before July 1,1985. 

TA-W-15,554; Chippewa Shoe Co.. 
Chippewa Falls, Wl 
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A certification was issued covering oil 
workers separated on or after December 
31 1983 and before January 31.1985. 
TA-W-15,592; Houdaille Industries. 

Inc., Hydraulics Div .. Buffalo. NY 
A certification was issued covering all 
workers separated on or after March 1, 
1984. 

TA-W-15.639; Bomog (US.A.), A Unit of 
A MCA International. Springfield. 
OH 

A certification was issued covering all 
workers separated on or after February 
1,1984 and before January 31.1985. 

7/1- W-15.643; Ovation Instruments t 
Inc.. Marion. NC 

A certification was issued covering all 
workers separated on or after November 
1,1984 and before February 15.1985. 

TA- W-15,036; Saginaw Shingle Co.. 
Aberdeen. WA 

A certification was issued covering all 
workers separated on or after November 
1.1983 and before January 31.1985. 
TA-W-15,542; Mayer China Co.. Beox'er 
Falls. PA 

A certification was issued covering all 
workers separated on or after October 
23.1983. 

I hereby certify that the 
aforementioned determinations were 
issued during the period March 11.1985- 
March 15.1965. Copies of these 
determinations are available for 
inspection in Room 8434. U.S. 
Department of Labor. 601 D Street. N.W„ 
Washington. D.C. during normal 
business hours or will be mailed to 
persons who write to the above address. 

Dated: March 19.1985. 

Marvin M. Fooka. 

Director. Office of Trade Adjustment 
Assistance. 

[FR Doc. 05-7111 Filed 3-25-85; 8:45 am) 

etUJMQ coot 4t10-XMtf 


National Advisory Committee on 
Occupational Safety and Health; 
Request for Nomination of Members 

Nominations are requested for 
membership on the National Advisory 
Committee on Occupational Safety and 
Health. The Committee was established 
under section 7(a) of the Occupational 
Safety and Health Act of 1970 to advise 
the Secretary of Labor and the Secretary 
of Health, and Human Services on 
matters relating to the administration of 
the Act. 

The terms of 6 members of the 12 
member committee will expire on June 
30,1985. Nominations will be accepted 
for the vacancies occuring in the 
following categories: one public 


representative, one management 
representative, one labor representative, 
one safety representative, and two 
health representatives. 

Any interested person or organization 
may nominate one or more qualified 
persons for membership. Nominees 
should be identified by name, 
occupation or position, address, and 
telephone number. The category which 
the candidate would represent should be 
specified and a resume of the nominee’s 
background, experience, and 
qualifications included, tn addition, the 
nomination should state that the 
nominee is aware of the nomination and 
is willing to serve as a committee 
member. 

Nominations should be submitted to 
Clarence M. Page, Division of Consumer 
Affairs, Occupational Safety and Health 
Administration. Room N-3662, U.S. 
Department of Labor, 200 Constitution 
Avenue, N.W., Washington. D.C. 20210. 
no later than April 15.1985. 

Signed at Washington. D.C. this 15th day 
of March 1965. 

Robert A. Rowland, 

Assistant Secretary of Labor, 

(FR Doc. 65-7291 Filed 3-25-85; 9:58 am) 
Billing coot 4svfr>2t-si 


Office of Pension and Welfare Benefit 
Programs 

(Prohibited Transaction Exemption 85-81; 
Exemption Application No. D-5571 et aL] 

Grant of Individual Exemptions; Shorr 
Paper Products Inc., et aL 

agency: Pension and Welfare Benefit 
Programs, Labor. 

action: Grant of individual exemptions. 

summary: This document contains 
exemptions issued by the Department of 
Labor (the Department) from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code). 

Notices were published in the Federal 
Register of the pendency before the 
Department of proposals to grant such 
exemptions. The notices set forth a 
summary of facts and representations 
contained in each application for 
exemption and referred interested 
persons to the respective applications 
for a complete statement of the facts 
and representations. The applications 
have been available for public 
inspection at the Department in 
Washington. D.C. The notices also 
invited interested persons to submit 
comments on the requested exemptions 


to the Department In addition the 
notices stated that any interested person 
might submit a written request that a 
public hearing be held (where 
appropriate). The applicants have 
represented that they have complied 
with the requirements of the notification 
to interested persons. No public 
comments and no requests for a hearing, 
unless otherwise stated, were received 
by the Department. 

The notices of pendency were issued 
and the exemptions are being granted 
solely by the Department because, 
effective December 31,1978, section 102 
of Reorganization Plan No. 4 of 1978 (43 
FR 47713. October 17,1978) transferred 
the authority of the Secretary of the 
Treasury to issue exemptions of the type 
proposed to the Secretary of Labor. 

Statutory Findings 

In accordance with section 408(a) of 
the Act and/or section 4975(c)(2) of the 
Code and the procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471. 
April 28.1975). and based upon the 
entire record, the Department makes the 
following findings: 

(a) The exemptions are 
administratively feasible; 

(b) They are In the interests of the 
plans and their participants and 
beneficiaries: and 

(c) They are protective of the rights of 
the participants and beneficiaries of the 
plans. 

Amended and Restated Profit Sharing 
Plan and Trust of Shore Paper Products. 
Inc. (the Plan) Located in Aurora. Illinois 

[Prohibited Transaction Exemption 85-61. 
Exemption Application No. D-5571] 

Exemption 

The restrictions of section 406(a) and 
406 (b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to (1) the 
continuation after June 30,1984, of a 
ground lease (the Ground Lease) by the 
Plan to Trust No. 1535, whose 
beneficiaries are parties in interest with 
respect to the Plan, and (2) the possible 
future sale by the Plan to Trust No. 1535 
of the land subject to the Ground Lease 
pursuant to certain options granted to 
both the Plan and Trust No. 1535 by the 
Plan trustees when the Ground Lease 
was executed; provided the terms of all 
these transactions are at least as 
favorable to the Plan as those the Plan 
could obtain in similar transactions with 
unrelated parties, and provided further 
that in the event of any such sale the 
sales price is not less than the fair 
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market value of such land on the date of 
the sale, disregarding any reduction in 
value attributable to Trust No. 1535's 
repurchase option. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
January 15,1985, at 50 FR 2105. 

Effective Date; This exemption is 
effective July 1.1984. 

For Further Information Contact: Mrs. 
Miriam Freund of the Department, 
telephone (202) 523-8971. (This is not a 
toll-free number.) 

Harry Meyersohn & Associates, Inc. D.B. 
Pension Plan (the Plan) Located in 
Miami, Florida 

(Prohibited Transaction Exemption 85-02: 
Exemption Application No. D-5789) 

Exemption 

The restrictions of section 400(a) and 
400 (b)(1) and (b)(2) of the Act and the 
sanctions resulting from the application 
of section 4975 of the Code, by reason of 
section 4975(c)(1) (A) through (E) of the 
Code, shall not apply to the cash sale by 
the Plan to the Plan trustees of a certain 
condominium unit (the Property) for a 
pnee equal to the greater of the 
Property's fair market value or adjusted 
basis (as defined in the notice of 
proposed exemption) on the date of the 
sale. 

For a more complete statement of the 
facts and representations supporting the 
Department's decision to grant this 
exemption refer to the notice of 
proposed exemption published on 
january 15,1985, at 50 FR 2110. 

Written Comments and Hearing 

Requests 

The Department has received one 
comment from the applicant advising 
that the name of the Plan is Harry 
Meyersohn A Associates. Inc. D. B. 
Pension Plan (not Henry Meyersohn A 
Associates, Inc. D. B. Pension Plan, as 
stated in the notice of proposed 
exemption). No other comments or 
hearing requests were received. 

For Further Information Contact: Mrs. 
Miriam Freund of the Department, 
telephone (202) 523-8971. (This is no! o 
toll-free number.) 

General Information 

The attention of interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
408(a) of the Act and/or section 
4075(c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 


provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act. which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; nor does 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plan and their beneficiaries; 

(2) These exemptions are 
supplemental to and not in derogation 
of. any other provisions of the Act and/ 
or the Code, including statutory or 
administrative exemptions and 
transitional rules. Furthermore, the fact 
that a transaction is subject to an 
administrative or statutory exemption is 
not dispositive of whether the 
transaction is in fact a prohibited 
transaction. 

(3) The availability of these 
exemptions is subject to the express 
condition that the material facts and 
representations contained in each 
application accurately describes all 
material terms of the transaction which 
is the subject of the exemption. 

Signed at Washington, D.C, this 22nd day 
of March 1985 
Robert J. Doyle. 

Deputy Assistant Administrator for 
Regulations and Interpretations. Office of 
Pension and Welfare Benefit Programs. U.S. 
Department of tobor. 

(FR Doc. 85-7167 Filed 3-25-85: 8.45 am] 
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(Application No. D-5681, et al.) 

Proposed Exemptions; Lincoln 
National Life Insurance Co., et al. 

agency: Pension and Welfare Benefit 
Programs. Labor. 

action: Notice of proposed exemptions. 

Summary: This document contains 
notices of pendency before the 
Department of Labor (the Department) 
of proposed exemptions from certain of 
the prohibited transaction restrictions of 
the Employee Retirement Income 
Security Act of 1974 (the Act) and/or the 
Internal Revenue Code of 1954 (the 
Code). 

Written Comments and Hearing 
Requests 

All interested persons arc invited to 
submit written comments or requests for 


a hearing on the pending exemptions, 
unless otherwise stated in the Notice of 
Pendency, within 45 days from the date 
of publication of this Federal Register 
Notice. Comments and requests for a 
hearing should state the reasons for the 
writer's Interest in the pending 
exemption. 

address: All written comments and 
requests for a hearing (at least three 
copies) should be sent to the Office of 
Fiduciary Standards. Pension and 
Welfare Benefit Programs. Room C- 
4526, U.S. Department of Labor, 200 
Constitution Avenue NW.. Washington, 
D C. 20218. Attention: Application No. 
stated in each Notice of Pendency. The 
applications for exemption and the 
comments received will be available for 
public inspection in the Public 
Documents Room of Pension and 
Welfare Benefit Programs, U.S. 
Department of Labor, Room N-4677, 200 
Constitution Avenue NW., Washington, 
D C. 20216. 

Notice to Interested Persons 

Notice of the proposed exemptions 
will be provided to all interested 
persons in the manner agreed upon by 
the applicant and the Department within 
15 days of the date of publication in the 
Federal Register. Such notice shall 
include a copy of the notice of pendency 
of the exemption as published in the 
Federal Register and shall inform 
interested persons of their right to 
comment and to request a hearing 
(where appropriate). 

SUPPLEMENTARY INFORMATION: The 

proposed exemptions were requested in 
applications filed pursuant to section 
408(a) of the Act and/or section 
4975(c)(2) of the Code, and in 
accordance with procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471. 
April 28.1975). Effective December 31. 
1978, section 102 of Reorganization Plan 
No. 4 of 1978 (43 FR 47713, October 17. 
1978) transferred the authority of the 
Secretary of the Treasury to issue 
exemptions of the type requested to the 
Secretary of Labor. Therefore, these 
notices of pendency are issued solely by 
the Department 

The applications contain 
representations with regard to the 
proposed exemptions which are 
summarized below. Interested persons 
are referred to the applications on file 
with the Department for a complete 
statement of the facts and 
representations. 
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Lincoln National Life Insurance 
Company (LNL); Lincoln National 
Pension Insurance Company (LNP); and 
Lincoln National Investment 
Management Company (LNIMC) 

Located in Fort Wayne. Indiana 

(Application No. D-S061] 

Proposed Exemption 

The Department is considering 
granting an exemption under the 
authority or section 408(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with procedures set forth in 
ERISA Procedure 75-1 (40 FR 18471. 

April 28,1975). If the exemption is 
granted, the restrictions of section 
406(b)(2) of the Act shall not apply to 
the transfer of assets from certain 
pooled separate accounts maintained by 
LNL to corresponding pooled separate 
accounts maintained by LNP. provided 
that the fair market value of the 
interests of each plan participating in 
such accounts shall, upon completion of 
the transfer, be equal to the fair market 
value of such plan's interest in the 
pooled separate accounts maintained by 
LNL immediately preceding the transfer. 

Effective Date: If granted, the 
proposed exemption will be effective 
August 18.1984. 

Summary of Facts and Representations 

1. LNL is a stock life insurance 
company organized in 1905 under the 
laws of the State of Indiana, with its 
headquarters in Fort Wayne. Indiana. 

As of December 31.1982. LNL had total 
assets of more than $4,914 billion. LNL 
and LNIMC are subsidiaries of Lincoln 
National Corporation, an Indiana 
insurance holding company and one of 
the largest providers of insurance and 
related services in the United States. 
LNIMC is a registered investment 
advisor under the Investment Advisors 
Act of 1940 and serves an investment 
advisor for all the pooled separate 
accounts involved in the inter-account 
transfers. 

LNP. a subsidiary of LNL is an 
Indiana stock life insurance company 
which was reorganized in 1978 to be the 
principal company within the Lincoln 
National group involved in providing 
services to qualified plans. As of 
December 31.1982, LNP had total assets 
of more than $1,012 billion. LNP and LNL 
are licensed to conduct insurance 
business in 48 states and the District of 
Columbia. 

Both LNL and LNP have issued group 
annuity contracts funded by pooled 
separate accounts to qualified plans. 
Under the terms of both companies* 
contracts, plans are permitted to 
allocate contributions among specified 


separate accounts maintained by the 
issuing company. The inter-account 
transfer for which this exemption is 
requested would permit the transfers of 
assets from LNL Separate Investment 
Fund Nos. 1 and 2 (SIF-1 and SIF-2. 
respectively) to LNP Separate Account 
Nos. 11 and 12 (SA-11 and SA-12, 
respectively). Assets transferred to LNP 
separate accounts could not be 
transferred back to LNL 

2. LNL has established eight pooled 
separate accounts, six of which, 
including SIF-1 and SIF-2. are 
maintained solely for qualified plans 
and are not registered under the 
Investment Company Act of 1940. As of 
)une 29.1984,138 qualified plans held 
contracts invested in LNL separate 
accounts. 

SIF-1 is a common stock separate 
account which has a policy of investing 
in common stocks of companies showing 
the potential for above average returns. 
As of June 29.1984, SIF-1 had assets of 
approximately $18,779,169. about hulf of 
which were attributable to a contract 
held by the Lincoln National 
Corporation Employees’ Retirement Plan 
(the Lincoln Plan). 1 SIF-1 typically holds 
shares of less than fifty different stocks. 

SIF-2 is a bond separate account 
which invests in publicly-traded taxable 
bonds rated Baa, BOB or higher. As of 
June 29.1984. SIF-2 had assets of 
approximately $5,418,821. The Lincoln 
Plan has no contract with respect to 
SIF-2. 

3. LNP has established eight pooled 
separate accounts, seven of which, 
including SA-11 and SA-12, arc 
maintained solely for qualified plans 
and are not registered under the 
Investment Company Act of 1940. As of 
June 29,1984,131 plans held contracts 
invested in LNP separate accounts. 

SA-11. like SIF-1, has a policy of 
investing in common stocks of 
companies showing the potential for 
above average returns. A majority of the 
stocks held by SIF-1 are also held by 
SA-11. As of June 29.1984. SA-11 had 
assets of approximately $33,842,951. 

SA-12, like SIF-2, is a bond separate 
account with a policy of investing in 
publicly-traded bonds with ratings of 
Baa. BBB or higher. As of June 2a 1984. 
SA-12 had assets of approximately 
$10,876,754. 


'The applicants represent that the tales to and 
holding of contracts in tfc* LNL and/or LNP separate 
account! by the Lincoln Plan were made in 
accordance with the exemption provided in section 
406(b)(S) of the Ad or Prohibited Transaction 
Exemption 7S-41 (44 FR 46365) The Department 
expresses no opinion as to the applicability of either 
of these exemptions to the interests of (he Lincoln 
Han in the separate accounts 


4. As a consequence of LNP's 
assumption of principal responsibility 
within the Lincoln National group for 
providing services to qualified plans. 
LNL has not regularly issued separate 
account annuity contracts to qualified 
plans since 1981. The outstanding LNL 
contracts reserve for LNL the right to 
terminate the use of its separate 
accounts as a funding mechanism on 
two year's written notice to the 
contractholders. LNL determined that 
this right should be exercised and the 
requisite notice was provided in August, 
1984. Accordingly, the l«NL separate 
accounts will cease to be available to 
fund annuity contracts in August. 1986. 
and will be terminated at that time. 

5. At any time prior to expiration of 
the two-year termination period, each 
plan has the option of: (a) reallocating 
any interest in LNL sepraratc accounts 
to the LNL general account portion of 
the same contract: *(b) withdrawing the 
amounts allocated to the LNL separate 
accounts and reallocating the amounts 
to an LNP contract, e.g., through an 
inter-account transfer; or (c) terminating 
its LNL contract, and receiving cash 
proceeds in accordance with the terms 
of the contract. During the two-year 
period, the plan may also retain its 
existing LNL contract with continuing 
allocation of amounts to the LNL 
separate accounts. 

6. As of January 23,1985, no inter¬ 
account transfers from SIF-2 to SA-12 
had been made. Inter-account transfers 
from SIF-1 to SA-11 had been made, but 
only with respect to the Lincoln Plan. 
The Lincoln Plan has no assets 
remaining in SIF-1. The decision on 
behalf of the Lincoln Plan to exchange 
its contract In SIF-1 for a contract in 
SA-11 was made by the fiduciaries of 
the Lincoln Plan on August 18.1984. A 
number of other LNL contractholders 
have either withdrawn their contract 
value or exchanged LNL contracts for 
LNP contracts, but in each of those 
instances, there was adequate liquidity 
from normal operations in the LNL 
account to effect the withdrawal or 
exchange without an intcr-account 
transfer. 

The transfer of assets with respect to 
the Lincoln Plan was made on two 
separate dates so as to facilitate the 
orderly administration of SIF-1. On 
September 4. 1984. a total of $5,000,000 
(approximately half of the Lincoln Plan’s 
interest in SIF-1) was transferred to SA¬ 
IL of which approximately $3,328,000 


' If ruler both the LNL and LNP contracts. thr plm 
may allocate amounts to ■profit'd separate 
accounts or to the contracting company’s general 
account. 
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tva* in stock and $1,672,000 in cash. On 
October 1.1984. the Lincoln Plan's entire 
remaining interest in SIF-1 was 
transferred to SA-11, in the form of 
approximately $3,656,000 in stock and 
$2 069.000 in cash. The applicants state 
that the inter-account transfers saved 
substantial brokerage costs for all plans 
with interests in SIF-1 and SA-11. 
LNIMC, as the investment advisor to 
both LNL and LNP, made all decisions 
as to which stocks to transfer. In 
general, each of these transfers was 
accomplished by determining the total 
\alue to be transferred in kind and then 
transferring from SIF-1 to SA-11 a pro 
rata number of the issues held in 
common by both accounts, subject to 
small deviations of less than 2% of the 
SIF-1 holding to avoid odd lots. Except 
as noted below, the September and 
October transfers included 
approximately 33% and 41%. 
respectively, of each stock issue held by 
SIF-1 that was also held by SA-11. (The 
proportion of the holdings transferred 
was higher in October than in 
September because the total value of 
SIF-1 was smaller as a result of tho 
September transfer.) The only 
deviations from a pro rata approach 
occurred in the cases of three stocks, 
where a transfer or failure to transfer 
would have resulted in too low or too 
high a percentage of SIF-l's portfolio 
being invested in a particular stock. SIF- 
l is a “balanced stock acccount” for 
which the investment strategy is to 
maintain a “full position'* in each stock 
selected for investment, of ZVi% to 3 
of SIF-l’a entire portfolio. 

7 For each LNL separate account 
ronlractholder other than the Lincoln 
Flan, plan fiduciaries unrelated to the 
Lincoln National group will determine 
which of the options to exercise. 

Because of the substantial similarities 
between LNL and LNP separate 
accounts, it is anticipated that a 
significant number of the plans currently 
holding LNL separate account contracts 
will request the exchange of those 
contracts for LNP separate account 
contracts* 

B. The exchanges of contracts 
necessitate the transfer of the amounts 
credited under the LNL contract to LNP. 
One approach to effecting such transfers 
is to liquidate investments or otherwise 
accumulate liquid amounts equal to the 
exchanging plan's interest in the 
pertinent LNL separate accounts and to 
distribute those amounts from the LNL 
contract to the plan for recontribution 
and reallocation under the LNP contract. 

I hr? applicants state that anticipated 
exchanges may be effected in this 
manner, to a certain extent. However. 


the applicants anticipate that many 
plans will designate that amounts held 
under the new LNP contracts are to be 
allocated among LNP separate accounts 
in a manner corresponding to the 
current allocation among LNL separate 
accounts. 

9. The applicants have determined 
that it would be in the best interest of 
the exchanging plans, the other plans 
which hold LNL and LNP separate 
account contracts, and the participants 
and beneficiaries of such plans, if the 
assets of LNL separate accounts SIF-1 
and SIF-2 are not liquidated but instead 
are transferred in kind to LNP separate 
accounts SA-11 and SA-12, which have 
similar investment objectives. 

Contractholders eligible to elect 
contract exchunges from LNL to LNP 
will be provided quarterly with 
disclosures stating, as of the end of each 
calendar quarter, the following: (1) For 
contractholders with interest in SIF-1. 
all stocks held by SIF-1 and SA-11, and 
the proportionate percentage of each 
account's total portfolio invested in such 
stocks; and (21 for contractholders with 
interests in SIF-2. the overall 
characteristics of the bonds held by SIF- 
2 and SA-12, including a breakdown by 
issurer. maturity and quality rating, and 
the aggregage financial characteristics 
of the account. These notices will be 
provided to contractholders as soon as 
possible, but at a maximum within 30 
days after the close of each calendar 
quarter and will be provided so long as 
plans continue to hold LNL contracts 
eligible for inter-account transfers. 

The inter-account transfers will be 
implemented only on the first business 
day of a month, based on account 
valuations determined as of the close of 
business on the last business day of the 
preceding month. All written requests 
for transfer from an LNL to an LNP 
contract given at least ten days before a 
transfer date will be completed on such 
date. 

10. Generally, to transfer an 
exchanging plan's interest between the 
SIF-1 and SA-11 separate accounts, a 
proportionate number of shares of each 
SIF-1 stock would be transferred to SA¬ 
IL Shares would be transferred 
proportionately, however, only to the 
extent that UNIMC concluded that 
disposing of the shares was desirable 
for SIF-1 and that the acquisition of the 
shares by SA-11 was desirable from the 
standpoint of that account. Absent such 
a conclusion, LNIMC would in the 
normal course of operation decide what 
portion of the SIF-1 portfolio to sell on 
the market in order to provide liquidity 
to meet LNL's obligations to a 
withdrawing SIF-1 contractholder. and 


would direct that this cash amount be 
paid to LNP for investment in SA-11. 

11. To transfer a plan's interest 
between the SIF-2 and SA-12 separate 
accounts. LNIMC will select the bonds 
to be transferred, applying the following 
criteria: (a) the bonds must be an 
attractive investment consistent with 
the current investment needs of SA-12 
and must be appropriate for purchase on 
the open market for SA-12. e g., bonds 
of an issue already held by SA-12. and 
(b) the transfer must not be 
disadvantageous to SIF-2. The price at 
which the bonds would be transferred 
would be the average of the bid and ask 
quotations of at least three independent 
dealers on the date agreed upon in 
advance for the exchange. The assets 
would be transferred as of the day 
agreed upon in advance by each plan 
and the appplicants for the contract 
exchange. 

12. The value of the assets transferred 
from SIF-1 or SIF-2 in connection with 
each contract exchange will not exceed 
the lesser of: (a) The exchanging plan's 
interest in the LNL separate account, or 
(b) the amount allocated by the plan for 
investment in the corresponding LNP 
separate account. Neither the applicants 
nor any other affiliated entity will 
receive a commission or fee for the 
inter-account transfers, nor will the 
regular investment management fees for 
the respective accounts be adjusted. 
While LNIMC's advisory fee. as a 
percentage of the assets in a separate 
account, is slightly higher for LNP 
separate accounts than for LNL separate 
accounts, other fees under LNP 
contracts issued to plans in exchange 
for LNL contracts will be adjusted so 
that the total charges under the contract 
to the plan will not increase, as a 
percentage of assets, as a result of the 
exchange. 

13. By employing inter-account 
transfers, to the extent appropriate, 
rather than open market transactions, 
the applicants believe that high quality 
investments will be returned for the 
qualified plan separate accounts. The 
inter-account transfer procedure also 
avoids the need to accumulate liquid 
funds to meet exchange requests in the 
LNL accounts, which could disrupt the 
investment strategies and returns of 
those accounts. Moreover, because the 
bonds held by SIF-2 generally ore odd 
lots, the inter-account transfers will 
avoid any odd-lo! discounts in the price 
received by SIF-2 or odd-lot premiums 
in the price paid by SA-12 and will save 
dealers' fees incurred in open market 
transactions. The applicants represent 
that these procedures assure that each 
account involved receives, or pays fair 
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market value for its investments, 
facilitate the investment policies of the 
LNL accounts and save significant 
transaction costs for all plans holding 
contracts funded by these separate 
accounts. 

14. The applicants represent that the 
transactions satisfy the criteria of 
section 408(a) of the Act as follows: (1) 
The decision to engage in an inter- 
account transfer will be made by 
independent plan fiduciaries after 
disclosure, on a quarterly basis, of 
information regarding of the portfolios of 
the separate accounts involved in the 
inter-account transfers: (2) neither the 
applicants nor their affiliates have or 
will receive any commissions or fees in 
connection with the transfers: and (3) 
the value of each plan’s interest in the 
separate accounts will be the same both 
before and after any such transfer. 

For Further Information Contact: Ms. 
Katherine D. Lewis of the Department, 
telephone (202) 523-8882. (This is not a 
tool-free number). 

Robert L. Larson Contracting. Inc. 
Employes* Profit Sharing Plan and 
Trust (the Plan) Located in Orlando, 
Florida 

| Application No. D-5698) 

Proposed Exemption 

The Deportment is considering 
granting an exemption under the 
authority of section 408(a) of the Act 
and section 4975|c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28.1975). If the exemption is 
granted the restrictions of sections 
408(a). 406 (b)(1) and (b)(2) of the Act 
and the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(c)(1) (A) 
through I El of the Code shall not apply 
to the proposed sale by the Plan of two 
parcels of real property to Robert L 
Larson and Iris D. Larson, parties in 
interest with respect to the Plan, 
provided that the terms of such sale are 
at least as favorable to the Plan as the 
Plan could obtain in an arm’s-length 
transaction with an unrelated party. 

Summary of Facts and Representations 

1. The Plan is a defined contribution 
pension plan with 112 participants and 
total assets of $1,250,023 as of July 31, 
1984. The Plan is sponsored by Robert L. 
Larson Contracting. Inc. (the Employer), 
a closely-held Florida corporation 
engaged in general residential 
construction in and near Orlando, 
Florida. The trustee of the Plan is Robert 
L. Larson (the Trustee), who is also the 
majority shareholder and an employee 
and director of the Employer. 


2. Among the assets of the Plan are 
two parcels of real property (the 
Properties) located in a residentiaily and 
commercially zoned subdivision of 
Kissimmee. Florida, a suburb of 
Orlando. One of the parcels is 
unimproved and one is improved with a 
single-story masonry residence 
constructed in 1955. The Plan acquired 
the Properties in 1976 and 1979 from 
parties unrelated to the Plan for cash in 
the amount of $40,000. The Trustee 
represents that the Properties were 
originally purchased for their rental 
income potential, due to their proximity 
to major tourism centers in Florida. The 
Properties have been rented for short 
terms to unrelated parties in the tourist 
lodging market. Since the Properties 
were purchased for the Plan, the 
surrounding area has experienced 
dramatic growth in hotel and motel 
space, and the rental income potential of 
the Properties has declined 
substantially. Including the Properties, 
the Plan is substantially invested in real 
property, and the Trustee has 
determined that the Plan must reduce its 
real property investments in order to 
attain sufficient liquidity to meet 
upcoming obligations to beneficiaries. In 
order to provide the Plan with sufficient 
liquidity, and because of adverse market 
conditions affecting the Properties* 
income potential, the Trustee is 
requesting an exemption to permit the 
Trustee and his wife. Iris D. Larson 
(together, the Larsons), to purchase the 
Properties from the Plan. 

3. The Larsons will purchase the 
Properties from the Plan for cash in the 
amount of the Properties* appraised fair 
market value on the date of such sale. 

As of November 21.1984. the Properties 
had a total fair market value of $72,500, 
according to Thomas W. Bledsoe. MAI 
(Bledsoe), an independent professional 
real estate appraiser located in Winter 
Park, Florida. Bledsoe's appraisal will 
be updated as of the date of the 
proposed sale to reflect any increases in 
the Properties* fair market value since 
the appraisal of November 21.1984. The 
Larsons will pay all fees and attendant 
costs of the sale transaction. 

4. The proposed sale of the Properties 
by the Plan to the Larsons has been 
reviewed and evaluated by Owen L 
Cox (Cox), Vice President of the 
Southeast Bank. N.A. (the Bank), located 
in Orlando. Florida, which will act as an 
independent fiduciary on behalf of the 
Plan with respect to the proposed sale of 
the Properties to the Larsons. Cox 
represents that the Bank does not have 
any commerical. financial or business 
relationship with the Larsons or with the 
Employer and that he has examined all 
appropriate records and performed such 


inspections and checks necessary to 
make an informed determination as to 
whether the proposed transactions 
would be in the best interests and 
protective of the participants and 
beneficiaries of the Plan. In addition to 
determining the appropriateness of the 
proposed transaction, the Bank will also 
represent the Plan in the consummation 
of the sale to ensure that the transaction 
proceeds on the terms and conditions as 
proposed herein. Cox represents that it 
is the opinion of the Bank that the 
proposed sale of the Properties by the 
Plan to the Larsons as proposed herein 
would be in the best interests of the 
participants end beneficiaries of the 
Plan for the following reasons: As 
proposed, the Plan will not incur the 
sale costs, commissions and fees which 
the Plan could expect to pay in a 
standard commercial transaction at 
arm's length with an unrelated party. 
The Plan is heavily illiquid at the 
present time and the proposed 
transaction will provide the Plan with 
cash which is needed. The Plan's 
disposal of the Properties will enable 
the Plan to invest in assets with a more 
stable and less speculative appreciation 
potential than is provided by the 
Properties. Finally, Cox notes that the 
Properties' income yield to market has 
averaged approximately 4.5 percent for 
the past six years and that the proceed* 
of this proposed sale could be 
reinvested to provide a higher income 
yield in the securities market. 

5. In summary, the applicants 
represent that the proposed transaction 
satisfies the criteria of section 406(a) of 
the Act because: fl) The Plan's interests 
in the proposed transaction will be 
represented by an independent 
fidicuary. the Bank, which has 
determined that the transaction, as 
proposed, will be in the best interests of 
the participants and beneficiaries of the 
Plan: (2) the Plan will not incur the costs, 
commissions and fees which it could 
expect in an equivalent transaction in a 
standard commercial context with an 
unrelated parly: (3) the proposed 
transaction will enable the Plan to 
obtain sufficient liquid assets to 
overcome its present heavy illiquidity: 
and (4) the proposed transaction will 
enable the Plan to invest in other assets 
with better appreciation potential and a 
higher yield. 

For Further Information Contact: Mr. 
Ronald Willett of the Department, 
telephone (202) 523-8194. (This is not a 
toll-free number.) 
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I Kov Banks Inc Pension Plan Trust (the 
I plan) Located In Albany, New York 

I |Application No. D-6615| 

I proposed Exemption 

The Department is considering 
I granting an exemption under the 
■ authority of section 406(a) of the Act 
and section 4975(c)(2) of the Code and in 
accordance with the procedures set 
forth in ERISA Procedure 75-1 (40 FR 
18471, April 28,1975). If the exemption is 
granted the restrictions of section 406(ii). 
406(b)(1) and 406(b)(2) of the Act and 
the sanctions resulting from the 
application of section 4975 of the Code, 
by reason of section 4975(cHl) (A) 
through (E) of the Code shall not apply 
to the proposed sale of a parcel of land 
(the Lend) by the Plan to Key Bank N.A., 
an afullate of Key Banks Inc. (Key 
Banks), the sponsor of the Plan; 
provided that the sales price of the Land 
is not less than its fair market value as 
of the date of sale. 

Summary of Facts and Representations 

1. The Plan is a defined benefit plan 
with approximately 4,200 participants. 

As of December 31.1983, the Plan had 
total assets of approximately $42 
million. The Plan’s committee, which 
principally consists of officers of the 
sponsor or its affiliates, is responsible 
for investment decisions regarding Plan 
assets. The Key Trust Company, an 
affiliate of the Plan sponsor, serv es as 
the trustee of the Plan. Key Banks is a 
multi bank holding company which 
provides banking and related financial 
services throughout a major portion of 
New York State. 

2. In October, 1971, National 
Commercial Bank and Trust Company 
((National Commercial), now known as 
Key Bank N.A.) conveyed certain vacant 
land (the Land) known as 52-56 State 
Street and 3-19 Green Street in Albany, 
New York to the predecessor trust to the 
Plan. The Land is adjacent to the bank’s 
main office located at 60 State Street. 
Concurrent with the sale the Plan leased 
the Land back to National Commercial 
for a term of 99 years commencing 
November 1,1971. The ground lease 
provides for an annual rental of $64,439 
and is ’'triple net" providing that the 
lessee pay all costs and expenses 
associated with the Land. 

Between 1971 and 1973, a new 
building was constructed on the I-and by 
National Commercial. Pursuant to an 
amendment to the ground lease dated 
April 2,1973, the ownership of the 
building was confirmed in the lessee 
until the "expiration" day of the lease. 
After a succession of various mergers 
and consolidations involving the Plan 


and the Plan sponsor, the Plan has 
retained its ownership of the Land and 
Key Bank N.A. has retained its 
ownership of the building. 

3. The Land continues to be leased to 
Key Bank N.A. pursuant to the original 
ground lease. The applicant represents 
that the lease of land was provided 
relief until )uly 1,1984 pursuant to the 
transitional rules contained in section 
414(c)(2) of the AcL * Effective May 1. 
1984. the ground lease was amended 
and provided for an increase in annual 
rental under the ground lease to $75,330. 
Mr. Edward DeL Palmer, MAI. CRE. an 
Albany, New York real estate appraiser, 
has determined that such rental is the 
fair rental value for the Land. On |une 
25.1984, the ground lease was amended 
whereby the Land was transferred to a 
separate trust to be administered by Mr. 
Palmer. The applicant represents that it 
will pay all applicable excise taxes with 
respect to the leasing of the Land 
beyond |une 30.1984. within 30 days 
from the date a final exemption on 
behalf of the Plan is published in the 
Federal Register. 

4. The applicant seeks an exemption 
to allow the Plan to sell the Land to Key 
Bank N.A. at its appraised fair market 
value. The applicant represents, under 
general principles of law and case law 
in New S'ork pertaining to the question 
of merger of title of the building with the 
Land, that the expiration of the 
transitional rules under section 414(c)(2) 
of the Act has not resulted in the Plan 
having title to the building. In this 
regard, the applicant states that the 
intent of the parties since 1973 has been 
to create a system of separate 
ownership of the Land and the building. 
The applicant further represents that the 
ground lease did not "expire" as such 
word is construed under the terras of the 
ground lease upon the ending of 
transitional relief under section 414(c)(2) 
of the AcL 

5. Mr. Palmer appraised the Land and 
determined, as of March 1.1984. that the 
Land had a fair market value of 
$857,000. Mr. Palmer updated his 
appraisal in October. 1984. and 
determined that the Land’s fair market 
value remained the same. Mr. Palmer 
further stated that his appraisals 
determining the above value took into 
consideration the fact that the Land is 
located adjacent to Key Bank N.A.’s 
main office, and that the owner of the 
improvement (Key Bank N.A.) will own 
the entire fee after purchase of the Land. 


*Th« Drpnrtmcnl expmiei no opinion hereto m 
to whether ih* lew ol the Land by the Plan 
Mtlfttied the condition* of Mellon 414(c}(2) of the 
Ad • ^ 


The Plan will not incur any expenses In 
connection with the sale of the Land 

6. The applicant represents that the 
sale of the Land will enable the Plan to 
dispose of an illiquid asset for cash. The 
sale will also enable the Plan to 
disengage from a continuing prohibited 
transaction and use the proceeds of the 
transaction to reinvest in other 
investment vehicles. 

7. In summary, the applicant 
represents that the proposed transaction 
satisfies the statutory criteria of section 
408(a) of the Act because (a) the sale 
will be a one-time transaction for cash; 
(b) the Land will be sold at its fair 
market value as determined by an 
independent appraiser, (c) the applicant 
will pay all applicable excise taxes with 
regard to the continued leasing of the 
Land; and (d) the Plan will not incur any 
expenses in connection with the sale of 
the Land. 

For Further Information Contact: Mr. 
David Stander of the Department, 
telephone (202) 523-8881. (This is not a 
toll-free number.) 

General Information 

The attention of Interested persons is 
directed to the following: 

(1) The fact that a transaction is the 
subject of an exemption under section 
406(a) of the Act and/or section 
4975(c)(2) of the Code does not relieve a 
fiduciary or other party in interest or 
disqualified person from certain other 
provisions of the Act and/or the Code, 
including any prohibited transaction 
provisions to which the exemption does 
not apply and the general fiduciary 
responsibility provisions of section 404 
of the Act, which among other things 
require a fiduciary to discharge his 
duties respecting the plan solely in the 
interest of the participants and 
beneficiaries of the plan and in a 
prudent fashion in accordance with 
section 404(a)(1)(B) of the Act; nor does 
it affect the requirement of section 
401(a) of the Code that the plan must 
operate for the exclusive benefit of the 
employees of the employer maintaining 
the plan and their beneficiaries; 

(2) Before an exemption may be 
granted under section 406(a) of the Act 
and/or section 4975(c)(2) of the Code, 
the Department must find that the 
exemption is administratively feasible, 
in the interests of the plan and of its 
participants and beneficiaries and 
protective of the rights of participants 
and beneficiaries of the plan; and 

(3) The proposed exemptions, if 
granted, will be supplemental to. and 
not in derogation of. any other 
provisions of theAct and/or the Code, 
including statutory or administrative 
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exemptions and transitional rules. 
Furthermore, the fact that a transaction 
is subject to an administrative or 
statutory exemption is not dispositive of 
whether the transaction is in fact a 
prohibited transaction. 

(4) The proposed exemptions, if 
granted, will be subject to the express 
condition that the material facts and 
representations contained in each 
application are true and complete, and 
that each application accurately 
describes all material terms of the 
transaction which is the subject of the 
exemption. 

Signed at Washington, D.C.. this 22nd day 
of March, 1985. 

Robert J. Doyle. 

Deputy Assistant Administrator for 
Regulations and Interpretations. Office of 
Pension and Welfare Benefit Programs , US. 
Deportment of labor. 

|FR Doc 85-7168 Filed 3-25-85,8:45 am) 
BILLING COO€ 4910-2S-M 


MERIT SYSTEMS PROTECTION 
BOARD 

Review of the Significant Actions of 
the Office of Personnel Management 
During CY 1984; Call for Comments 

agency: Merit Systems Protection 
Board. 

action: Notice of review of the 
significant actions of the Office of 
Personnel Management During CY 1984; 
call for comments. 

summary: 5 U.S.C. 1209(b) requires the 
Board to review annually the 
“significant actions" of the Office of 
Personnel Management (OPM) and 
report to the Congress and the President 
on whether those actions are in accord 
with merit system principles and free 
from prohibited personnel practices. The 
Board is now beginning its review of 
OPM's significant actions during 1984. 
This Notice explains the Board's study 
and invites public comment on OPM 
programs and activities during Calendar 
Year 1984. 

date: Comments must be received on or 
before April 23.1985. 
address: Comments should be made in 
writing and sent to the Office of Merit 
Systems Review and Studies. Merit 
Systems Protection Board. Room 888, 
1120 Vermont Avenue NW.. 

Washington, DC 20419. Attention: 

Dennis L Little. Director. 

FOR FURTHER INFORMATION CONTACT: 
Harry C. Redd HI. Office of Merit 
Systems Review and Studies, Merit 
Systems Protection Board. Room 838, 
1120 Vermont Avenue NW.. 

Washington. DC 20419, (202) 853-7208. 


SUPPLEMENTARY INFORMATION: 

(a) Background. The Civil Service 
Reform Act of 1978 established a series 
of positive merit principles (5 U.S.C 
2301) and prohibited personnel practices 
(5 U.S.C 2302) to govern the conduct of 
personnel management in the Federal 
Government. The Merit Systems 
Protection Board is responsible for 
protecting the public interest in a civil 
service administered in accord with 
these merit objectives and free from 
improper practices. The Board does this 
by adjudicating employee appeals, 
acting on actions brought by the Special 
Counsel, conducting special studies of 
the civil service and other merit 
systems, and reviewing the regulations 
and significant actions of OPM. The 
Office of Merit System. Review and 
Studies (MSRS) has principal 
responsibility within the Board for merit 
systems studies and OPM oversight 
including the annual report on OPM's 
significant actions. 

(b) What is a Significant Actions 
Report**? The law allows the Board 
substantial discretion to determine 
which actions of OPM are “significant" 
to the merit system in any given year. In 
exercising its discretion as to which 
actions of OPM it will report on. the 
Board's priorities are: 

(1) To examine any OPM policy or 
program which might conflict with one 
of the statutory merit principles or cause 
or contribute to the commission or a 
prohibited personnel practice; 

(2) To evaluate the extent to which 
other major decisions made or actions 
taken by OPM are in accord with and 
promote the merit principles: and 

(3) To consider technical questions of 
personnel management, budget 
questions, or questions relating to 
intemul OPM administration only to the 
extent that they are relevant to making 
judgments on the broader merit systems 
issues described above. 

(c) Public Comment on Significant 
Actions. The Board invites any 
interested person or organization to 
comment on: Which actions of the OPM. 
in their opinion, during Calendar Year 
1984 were "significant" for the merit 
system: and whether those actions were 
consistent with the merit systems 
principles and free from prohibited 
personnel practices. 

Although comments are invited on 
any action taken by OPM during 1984. 
comments should.be germane to the 
Board's mandate as described in (b) 
above. In addition, the Board invites 
comments on the following: 

(1) Recruitment and Retention of a 
Quality Federal Work Force. 

The Board is especially interested in 
the following issues: 


—Whether agencies are exeriencing 
difficulty in advancing beyond the 
GS-7 level those employees initially 
hired at the GS-5 or 7 entry level 
under the Schedule B authority which 
has temporarily replaced the 
Professional and Administrative 
Career Examination (PACE). 

—The extent to which internal staffing 
procedures are being used as an 
alternate source for entry level 
employees in professional and 
administrative careers; 

—The potential impact of the recently 
announced expansion of delegated 
temporary hiring authority [Federal 
Personnel Manual Letter 316-21); 

—The impact of recent changes to the 
Senior Executive Service bonus 
system; 

—The efficacy of SES Candidate 
Development Programs; 

—The potential impact of a pay free** 
or cut on Federal recruitment and 
retention; and 

—The attitude of selected college 
students towards the Federal 
Government as a potential employer. 

(2) Persona! Management Evaluation. 
In October, 1983 OPM redesigned its 
method of conducting personnel 
management evaluation. The stated 
purpose of this change was to enable 
OPM to make Govemmentwide 
decisions based on statistically sound 
data collected from a random sample of 
agency installations. The Board invites 
comment on the effect during 1984 of 
OPM's new personnel management 
evaluation system on agency resources, 
merit principles, and Govemmentwide 
personnel policy-making, as well as on 
OPM's ability to carry out its 
compliance responsibility stated in 5 
U.S.C. 1103(a)(5) and 1104(b). 

(3) Containment of the 'Crade Bulge ". 
The Board plans to examine the effect of 
joint OPM-OMB efforts to reduce the 
number of GS and equivalent positions 
at grades 11-15 

Comments on the impact of this effort 
arc welcomed, with particular attention 
to how it effects attraction and retention 
of employees and the effect, if any. that 
contracting out has had on this effort. 

(d) The Board will protect the identity 
of persons submitting comments and the 
confidentiality of such comments to the 
extent permitted by law 

Dated: March 20.1985 
For the Board. 

Herbert E El ling wood. 

Chairman. 

|FR Doc 85-7191 Filed 3-25-85; 8:45 am) 
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NATIONAL SCIENCE FOUNDATION 

Advisory Panel for Ecology; Meeting 

In accordance with the Federal 
Advisory Committee Act, as amended, 
pub. L 92-463, the National Science 
Foundation announces the following 

meeting; 

Name: Advisory Panel for Ecology. 

Date end time: April 11 & 12.19a.V-a.30 
t m. to 5:00 p m. each day. 

Place: Room 1141, National Science 
Foundation, 1800 G SL. NW.. Washington. 

D C. 20550. 

Type of meeting: Closed. 

Contact person: Dr. Patrick W Flanagan. 
Program Director, Ecology (202) 357-9734, 
Room 1140, National Science Foundation. 
Wellington. D.C. 20550. 

Purpose of Panel: To provide advice and 
r. emendations concerning support for 
research in ecology. 

Agenda: Review and evaluation of research 
proposals and projects as part of the 
selection process of awards 
Reason for closing: The proposala being 
reviewed include information of a proprietary 
or confidential nature, including technical 
Information; financial data, such as salaries; 
and persona) information concerning 
individuals associated with the proposals. 
These matters are within exemptions (4) and 
(•) fo 5 U.S.C. 552b(c). Government in the 
Sunshine Act 

Authority to close meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L 92-483. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF. on July 
5.1979. 

M Rebecca Winkler. 

Committee Management Officer. 

March 21.1985. 

[FR Doc. 85-7120 Filed 3-25-85:8:45 am] 
fttuNo cooc ms-oi-y 


Advisory Panel for History and 
Philosophy of Science; Meeting 

In accordance with the Federal 
Advisory Committee Act as amended. 
Pub. L. 92-463. the National Science 
Foundation announces the following 

meeting: 

Name: Advisory Panel for History and 
Philosophy of Science. 

Data and time: April 11.12.13.1985. From 
4m to 5.-00 pm. 

Place: Room 523, National Science 
Foundation, 1000 G Street. NW. Washington. 

D C. 2055a 

Type of meeting: Closed. 

Contact person: Dr. Ronald J. Overmann. 
Program Director. History and Philosophy of 
Science Foundation, Washington. D.C- 2055a 
telephone (202) 357-9677. 

Purpose: To provide advice and 
commendations concerning support for 
^search in History and Philosophy of 
Science. 


Agenda: To review and evaluate research 
proposals as part of the selection process for 
awards. 

Reason for closing: The proposals being 
reviewed include information of a proprietary* 
or confidential nature, including technical 
information; financial data, such as salaries; 
and personal information concerning 
individuals associated with the proposals 
These matters are within exemptions (4) and 
(6) of 5 U.S.C. 552b(c), Government in the 
Sunshine Act. 

Authority to dose meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF. on (uly 
8w 1979. 

M. Rebecca Winkler. 

Committee Management Officer. 

March 21.1985. 

[FR Doc 85-7121 Filed 3-25-85; 645 am) 

BILLING COOC 7S5S-01-M 


Advisory Panel for Ocean Sciences 
Research; Meeting 

In accordance with the Federal 
Advisory Committee Act, as amended, 
Pub. L 92-463, the National Science 
Foundation announces the following 
meeting: 

Name: Advisory Panel fur Ocean Sciences 
Research. 

Date and time: April 16,17. and 16 1985; 
18—9 am. to 6 p.m; 17—8:30 to 6 p m; 18—8:30 
to 5 p.m. 

Place: Rooms 421. 510A. 536,802-1. 826 
1242A. 8 12428, National Science Foundation. 
1800 G Street NW, Washington. DC 20556 

Type of meeting: Closed. 

Contact person: Dr. Robert E, Wall. Head, 
Ocean Sciences Research Section. Room 811, 
National Science Foundation. Washington, 
DC 20550. telephone (202) 357-7924. 

Purpose of meeting: To provide advice and 
recommendations concerning support for 
research in Oceanography. 

Agenda: To review and evaluate research 
proposals as part of the selection process for 
awards. 

Reason for closing: The proposals being 
reviewed include information of a proprietary 
or confidential nature, including technical 
information; financial data, such as salaries, 
and personal information concerning 
Individuals associated with the proposals. 
These matters are within exemptions (4) and 
(6) of UJ5.C. S52b(c). Government in the 
Sunshine Act. 

Authority to dose meeting' This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L 92-483. The 
Committee Management Officer was 
delegated the authority to make such 


determination by the Director. NSF. on July 6 
1979. 

M. Rebecca Winkler. 

Committee Management Officer. 

March 21.1985 

|FR Doc. B5-7118 Filed 3-25-85; 8 45 am| 

B0JJHQ COOC 7*55-0! M 


Advisory Pane) for Psychobiology; 
Meeting 

In accordance with the Federal 
Advisory' Committee Act, Pub. L 92-463, 
as amended, the National Science 
Foundation announces the following 
meeting: 

Name: Advisory panel for Psychobiology. 

Date and time: April 17-19, 1985. 8:30 
a m.—500 p.m. each day. 

Place National Sdencc Foundation. 1800 C 
Street. NW.. Room 540. Washington, D C 

Type of Meeting: Part Open-Open April 
18—1000 a m -12*00 noon; Closed April 17— 
8:30 a.m.-SOO p.m: Closed April 18—8 30 
B.m.-10:00 a.m. and 1:00 p.m.-SOO p.m.; 

Closed April 19—8:30 a.m.-SOO p.m. 

Contact person: Dr. Fred Stollnitz, Program 
Director. Psychobiology Program. Room 320. 
National Science Foundation. Washington. 
D.C. 20550. Telephone (202) 357-7949. 

Summary minutes: May be obtained from 
the contact person as listed above. 

Purpose of pane): To provide advice and 
recommendations concerning support for 
research in psychobiology. 

Agenda: Open—April 16 10:00 a m.-12:00 
noon. General discussions of research trends 
and opportunities in psychobiology. 

Closed—to review and evaluate research 
proposals as part of the selection process for 
o wards. 

Reason for dosing: The proposals being 
reviewed include information of a proprietary 
or confidential nature, including technical 
information; financial data, such as salaries; 
and personal information concerning 
individuals associated with the proposals. 
These matters are within exemptions (4) and 
(6) of U.S.C. 552b(c). Government in the 
Sunshine Act. 

Authority to dose meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF. on |uly 
1979. 

M. Rebecca Winkler. 

Committee Management Officer. 

March 21.1985. 

[FR Doc. 85-7716 Filed 3-25-85; 645 am| 
billing cooc 7sss-oi-m 


Advisory Panel for Regulation and 
Policy Analysis; Meeting 

In accordance with the Federal 
Advisory Committee Act, Pub. L 92-463. 
as amended, the National Science 
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Foundation announces the following 
meeting: 

Name: Advisory Panel for Regulation and 
Policy Anatysis. 

Type of Meeting: Closed. 

Date and Time: April 12.1965. 8:00 a.m. to 
6.00 p.m. 

Place: National Science Foundation. 1800 G 
Street. NW„ Room 540. Washington. D.C. 
20550. Room 626. 

Contact perion: Laurence C Rotenbetg. 
Program Director. National Science 
Foundation. Room 335—Phone (2021 357-741?. 

Purpose of panel: To provide advice and 
recommedations concerning research in 
Regulation and Policy Analysis. 

Agenda: Closed: to review and evaluate 
research proposals us part of the selection 
process for awards. 

Reason for closing: The proposals being 
reviewed include information of a proprietary 
or confidential nature, including technical 
information: financial data, such as salaries; 
and personal information concerning 
individuals associated with the proposal 
These matters are within exemptions (4) and 
(6) of U.S.C. 552b(c), Government in the 
Sunshine Act. 

Authority to close meeting: This 
determination was made by the Committee 
Management Officer pursuant to provisions 
of section 10(d) of Pub. L 92-463 The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF on |uty B, 
1979. 

March 21,1965. 

M Rebecca Winkler. 

Committee Management Officer. 

|FR Doc 65-7717 Filed 3-25-65; 6:45 am| 

BILLING COOC 7SS5-01-K 


Advisory Panel for Systematic Biology; 
Meeting 

In accordance with the Federal 
Advisory Committee Act. as amended. 
Pub. L. 92-483, the National Science 
Foundation announces the following 
meeting: 

Name: Advisory Panel for Systematic 
Biology. 

Date and time: Aprtl 15 A 16. 1965-630 
a m to 500 p.m. each day. 

Place: Room 1141. National Science 
Foundation. 1800 G St, NW.. Washington, 
D.C. 20550 

Type of Meeting: Closed. 

Contact person Dr. |ames K Rodman. 
Program Director. Systematic Biology (202) 
357-9566, Room 1140. National Science 
Foundation. Washington. D.C. 20550. 

Purpose of panel. To provide advice and 
recommendations concerning support for 
research in systematic biology. 

Agenda: Review and evaluation of research 
proposals, and projects as part of the 
selection process of awards. 

Reason for closing: The proposals being 
reviewed include information of a proprietary 
of confidential nature, including technical 
information, financial data, such as salaries; 
and personal information concerning 


individuals associated with the proposals. 
These matters are within exemptions (4) and 
(8) of 5 U.S.C. 552(c). Government in the 
Sunshine Act 

Authority to dose meeting: This 
determination was made by the Committee 
Management Office pursuant to provisions of 
section 10(d) of Pub. L 92-463. The 
Committee Management Officer was 
delegated the authority to make such 
determinations by the Director. NSF. on July 
6. 1979. 

M. Rebecca Winkler, 

Committee Management Officer. 

March 21.1965. 

|FR Doc. 85-7119 Filed 3-25-65; 8 45 am| 

SILLING COOC 7SS6-OI-SI 


NUCLEAR REGULATORY 
COMMISSION 

(Docket No. 50-2611 

Carolina Power A Light Company (H. 

B. Robinson Unit No. 2); Exemption 

I 

The Carolina Power and Light 
Company (the licensee) is the holder of 
Facility Operating License No. DPR-23 
which authorizes operation of the H. B. 
Robinson Plant, Unit No. 2. This license 
provides, among other things, that it is 
subject to all rules, regulations and 
Orders of the Commission now or 
hereafter in effect. 

The facility is a pressurized water 
reactor at the licensee's site located in 
Darlington County. South Carolina. 

II 

On November 19,1980. the 
Commission published a revised Section 
10 CFR 50.48 and new Appendix R to 10 
CFR Part 50 regarding fire protection 
features of nuclear power plants (45 FR 
76602). The revised 5 50.48 and 
Appendix R became effective on 
February 17.1981. Section 50.48(c) 
established the schedules for satisfying 
the provisions of Appendix R. Section III 
of Appendix R contains fifteen 
subsections, lettered A through O, each 
of which specifies requirements for a 
particular aspect of the fire protection 
features at a nuclear power plant. One 
of these fifteen subsections 1X1.0 is the 
subject of this exemption request. UI.O 
specifies detailed requirements for oil 
collection system for reactor coolant 
pumps. 

III 

By letter dated November 16.1980, the 
licensee informed the staff that 
installation of a fixed fire suppression 
system had been completed in each 
reactor coolant pump bay. The system 
was based on proposed NRC 


requirements set forth in Section 111 P of 
a proposed Appendix R notice in the 
Federal Register on May 29.1980. 
Additional information was provided by 
letter dated November 26, 1980. By letter 
dated January 19,1981, the licensee 
requested an exemption from the 
requirements of Section UI.O of 
Appendix R to 10 CFR Part 50. The 
request was supplement by letters dated 
January 7.1963. July 30. 1982. June 7, 
1983, June 29.1983 and October 5. 1963. 
The June 7.1983, and October 5.1983 
letters proposed modifications for 
additional fire suppression as 
alternatives. This does not meet the 
technical requirements of Appendix R 
because oil collection systems for the 
reactor coolant pumps are not provided 
The acceptability of the alternative 
measures are discussed below. 

IV 

The containment contains three 
reactor coolant pumps (A, B and C). 
These are located in bays (A. B and C). 
These bays also contain safety related 
cabling for the reactor coolant loop 
instrumentation. Bays A and B share a 
common ceiling; Bay C is isolated from 
Buys A A B to some extent. The bays are 
covered by removable concrete blocks. 
These blocks will cause the plume from 
annunmitigated fire to be diverted 
through the steam generator urea. This 
area contains safety related steam flow 
instrumentation sensing lines. 

Oil spilled in Bay A, will be confined 
to Bay A; however, oil spilled in Buys B 
and C can flow to adjacent areas. Thr 
foundation for the reactor coolant 
pumps is at the 237.000’ level. The 
foundation for the steam generators is *it 
the 238.33' level. The reactor coolant 
pump is located between the pressurized 
portion of the oil system and the steam 
generator supports, and serves to shield 
the steam generator supports in the 
event of nn oil system rupture. 

The major combustible in each bay is 
the 200 gallons of oil in each reactor 
coolant pump. 

The existing fire detection system in 
each reactor coolant pump bay is a two- 
zone detection system. One zone 
consists of a single infrared flume 
detector the other zone consists of a 325 
*F fixed-temperature heat detector. 
Activation of one zone of detection 
sends an alarm to the control room, 
activation of the second zone of 
detection alarms in the control room 
also opens the preaction water deluge 
valve to the bay. Both detectors are wall 
mounted. 

The existing fire suppression system 
for each bay. is a preaction sprinkler 
system. Each bay has its own deluge 
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valve, supply header, and a ring header 
that encircles the reactor coolant pumps 
at elevation 239 feet 4 inches. Each of 
tbr five risers off the ring header have 
three 220* F closed head side wall 
iprinklers at approximately 240 feet. 245 
feet and 252 feet elevations. These 
systems are design to meet the minimum 
residual pressure and flow requirements 
of NFPA-Std-15. 

The suppression system ring header 
piping in Bay A is designed to withstand 
an SSE. while Bays B and C are 
designed such that a seismic event 
would not impact safety related 
equipment due to suppression system 
rupture. The risers are restrained to 
withstand the nozzle reaction forces. 
These forces are greater than those 
anticipated from a seismic event. 

The existing containment spray 
system would be used as an emergency 
back-up to the bay suppression system if 
necessary to cool the operating level 
and containment annulus outside of the 
RCP bays. 

By letter duted |une 7.1983. the 
licensee proposed to: 

(11 Provide additional ceiling mounted 
heat detectors to meet the spacing and 
location requirements of NFPA-STD- 
72F. ( “Standard on Automatic Fire 
Detectors*', 

(2) Replace existing closed head 
sprinklers with special open water spray 
nozzles and manual actuation from the 

control room. 

(3) Construct 8 inch dikes at the 231 
feet elevation In Bay B and Bay C. 

(4) Revise operating procedures for 
the containment spray system to allow 
its operation as a back up fire 
suppression system with the sodium 
hydroxide valves out. 

By letter dated October 5.1983. the 
licensee committed to maintain an 
automatically actuated closed-head 
preaction system in lieu of a manually 
actuated open-head system. 

We have evaluated the Tire protection 
for the reactor coolant pump lube oil 
system and conclude that the effects of 
a lire in an RCP Bay will not prevent 
safe shutdown capability. There are no 
components within the RCP Bay that are 
required for safe shutdown. The effects 
of any fire within an RCP Bay will be 
prevented from affecting the safe 
shutdown equipment outside the RCP 
Bay by the suppression system inside 
the RCP Bay and the Containment Spray 
System outside the Bay. 

ll is the staffs conclusion that: (1) 
Installation of a reactor coolant pump 
oil collection system in this facility 
would not significantly enhance fire 
*afety, and (2) the existing fire 


protection system in the Reactor 
Coolant Pump Bays with the addition of 
the proposed modifications provides an 
acceptable level of safety to that 
achieved by compliance with the 
requirements of Section III.0 of 
Appendix R to 10 CFR Part 50. 

Therefore, the licensee's request for an 
exemption should be granted. 

V 

Accordingly, the Commission has 
determined that, pursuant to 10 CFR 
50.12. the exemption requested by 
licensee's letters as referenced and 
discussed in III. and IV. above is 
authorized by law, will not endanger life 
or property or the common defense and 
security, is otherwise in the public 
interest, and is hereby granted. 

Pursuant to 10 CFR 51.32. the 
Commissioner has determined that the 
issuance of the exemption will have no 
significant impact on the environment 
(50 FR 10124. March 13.1985). 

A copy of the Safety Evaluation dated 
March 7,1985. related to this action is 
available for public inspection at the 
Commissions Public Document Room, 
1717 H Street NW.. Washington, D.C. 
and at the local public document room 
located at the Hartsville Memorial 
Library. Home and Fifth Avenues. 
Hartsville. South Carolina 29535. A copy 
may be obtained upon request 
addressed to the U.S. Nuclear 
Regulatory Commission. Washington. 
D.C. 20555, Attention: Director, Division 
of Licensing. 

This Exemption is effective upon 
issuance. 

Dated at Bvthesda, Maryland this 20th day 
of March. 1985. 

For the Nuclear Regulatory Commission. 

Frank |. Miraglia. 

Deputy Director. Division of Licensing. Office 
of Nuclear Reactor Regulation* 

|FR Doc 85-7141 Filed 3-25-85. 8:45 am) 
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(Docket No. 50-443/4441 

Public Service Company of New 
Hampshire, et al. (Seabrook Station, 
Units 1 and 2); Issuance of a Director's 
Decision Under 10 CFR 2.206 

Notice is hereby given that the 
Director. Office of Nuclear Reactor 
Regulation, has issued a decision 
pursuant to 10 CFR 2.206 concerning a 
Petition dated August 22.1984 filed by 
the New England Coalition on Nuclear 
Pollution. The Petitioner requested that 
the Commission take action to remedy 


alleged violations and deficiencies 
associated with construction of the 
Seabrook facility by a number of electric 
comoanies (licensees), including Public 
Service Company of New Hampshire 
(PSNH). Specifically, the Petition 
contends that construction activities 
underway at the Seabrook facility are 
being performed to violation of the 
terms of the construction permits issued 
to the licensees authorizing construction 
of the Seabrook facility. The 
construction permits identified PSNH as 
the sole technically qualified entity 
responsible for construction of the 
Seabrook facility. The Petition alleges 
that PSNH is no longer acting in that 
capacity due to a series of recent 
management changes. The Petition also 
alleges violations of the Commission's 
quality assurance (QA) requirements, 
specifically, 10 CFR Part 50. Appendix B. 
Based on these alleged violations and 
deficiencies, the Petitioner seeks 
immediate suspension of construction of 
the plant until construction permit 
amendments have been obtained 
reflecting the management changes 
which have occurred at Seabrook and 
conformance with NRC QA 
requirements is demonstrated. 

The Petition was referred to the 
Director. Office of Nuclear Reactor 
Regulation for treatment pursuant to 10 
CFTR 2.206 of the Commission's 
regulations and a final Director's 
Decision has been issued denying the 
Petitioner’s request. The reasons for this 
denial arc explained in the “Director's 
Decision under 10 CFR 2.206" (DD-85-3), 
which is available for inspection in the 
Commission's Public Document Room. 
1717 H Street NW., Washington. D.C. 
20555. and at the Local Public Document 
Room at the Exeter Public Library, Front 
Street. Exeter, New Hampshire 03883. 

A copy of the decision will be filed 
with the Secretary for Commission 
review in accordance with 10 CFR 
2.206(c). As provided in 10 CFR 2.206(c). 
the decision will become the final action 
of the Commission 25 days after 
issuance, unless the Commission, on its 
own motion, takes review of the 
decision within that time. 

Dated al Bethendu. Maryland, this 18 day 
nf March 1985 

For the Nuclear Regulatory Commission. 
Harold R. Denton. 

Director ; Office of Nuclear Reactor 
Regulation. 

|FR Doc 85-7142 Filed 3-25-BS: 8:45 am| 
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(NRC Docket Nos. SO-338 OLA-1. 50-339 
OLA-1 (ASLBP Docket No. 83-481-01 LA)| 

Virginia Electric & Power Co. (North 
Anna Power Station, Units 18 2); 

Order 1 Scheduling Hearing 

March 19.1985 

The evidentiary hearing will 
commence on May 21.1985 to receive 
evidence upon Concerned Citizens of 
Louisa County's Consolidated 
Contention 1 which, for the reasons 
alleged therein, opposes an amendment 
to the operating license. The Applicant 
requests that this amendment be 
approved to permit the North Anna 
Power Station to receive and store 500 
spent fuel assemblies from the Surry 
Power Station. 

The location of the hearing is: Room 
300. U.S. District Court for the Western 
District of Virginia. 255 West Main 
Street. Charlottesville, Virginia 22901. 

These formal evidentiary hearings, 
beginning at 9IX) a.m. and recessing at 
8:00 p.m.. will continue through May 24. 
1985. and, if necessary, will resume on 
May 28 and continue through May 31. 
1985. 

The Applicant, the NRC Staff, and the 
Intervenor. Concerned Citizens of 
Louisa County, shall file their written 
direct testimony by May 3.1985. Further, 
the parties are to confer, and. by May 
3rd. they are to submit to the Board a 
joint list of proposed exhibits, which 
shall set forth any abjections to the 
admissibility of any proposed exhibits, 
and responses thereto. By May 3rd. any 
proposed exhibits which are not 
available to a given party shall be 
provided to that party and a copy of 
each proposed exhibit shall be 
submitted to each of the Board 
members. 

The order of cross-examination will 
be as follows: after the Applicant's 
direct testimony, the Intervenor will be 
the first to cross-examine, after the 
Intervcnor's direct testimony, the 
Applicant will be the first to cross- 
examine; and, after the Staffs direct 
testimony, the Intervenor will be the 
first to cross-examine. 

Limited appearance statements will 
be taken between 9.60 a.m. and 12 noon 
and between 7:00 p.m. and 10:00 p.m. on 
May 21.1984. (The evidentiary hearing 
will proceed during any lulls in the 
taking of limited appearance statements 
between 9;00 a.m. and 12 noon on May 
21st.) Oral limited appearance 
statements will be limited to five (5) 


1 The* Ruhsunc* of that OftUr w*t m+iie known io 
counsel for the parties during a trlrphomc 
confrnrnc* call initiated by the Board on March IS. 
1985 Counsel agreed that a f 2.752 prehraring 
confemece would not be necessary. 


minutes each but written statements 
may be submitted without limitation on 
length. 

A limited appearance statement is 
presented under oath and is not 
evidence—it serves to alert the Board 
and the parties to areas in which 
evidence need be adduced. Those 
individuals desiring to make limited 
appearance statements should promptly 
notify Mr. William L Clements. Chief, 
Docketing and Service Branch, Office of 
the Secretary of the Nuclear Regulatory 
Commission. Washington. D.C. 20555. 

The public is invited to attend the 
formal evidentiary hearing as well as 
the limited appearance sessions. 

Dated at Bethesdo. Maryland, this 19th day 
of March. 1985. 

For the Atomic Safety and Licensing Board. 
Sheldon J. Wolfe. 

Chairman. Administrative fudgt f. 

|FR Doc 85-7139 Filed 3-25-85: 8:45 am| 

BILLING COO€ 7MG41-N 


Publication of Subagreement No. 3 
Between the U.S. NRC and the 
Washington State Energy Facility Site 
Evaluation Council 

agency: Nuclear Regulatory 
Commission. 

action: Publication of subagreement 
No. 3 between the U.S. NRC and the 
Washington State Energy Facility Site 
Evaluation Counol. 

summary: On September 6. 1978. an 
"umbrella" memorandum of 
understanding was signed by the NRC 
and the State of Washington, providing 
principles of cooperation between the 
State and NRC in areas of concern to 
the State. 

Subagreement No. 3 identifies specific 
areas of information exchange and 
cooperation which are mutually 
acceptable to the State of Washington, 
its agent the Energy Facility Site 
Evaluation Council (EFSEC). and the 
United States Nuclear Regulatory 
Commission. 

FOR FURTHER INFORMATION CONTACT: 

Dean Kunihiro, Region V. U.S. Nuclear 
Regulatory Commission. 1450 Maria 
Lane. Suite 210. Walnut Creek, 
California 94596. (Telephone: (415) 943- 
3714.) 

Dated at Walnut Creek. CA. this ISth duy 
of March 1985. 

For the U.S. Nuclear Regulatory 
Commission. 

|ohn B. Martin. 

Regional Adnunislrator. 

|FR Doc 85-7138 Filed 3-25-85; 845 um| 

BILLING COO€ 7SS0-01-U 


OFFICE OF PERSONNEL 
MANAGEMENT 

Excepted Service 

agency: Office of Personnel 
Management. 

action: Notice. 

summary: This gives notice of positions 
placed or revoked under Schedules A, B. 
and C in the excepted service, as 
required by civil service rule VI. 
Exceptions from the Competitive 
Service. 

FOR FURTHER INFORMATION CONTACT: 

Tracy Spencer, (202) 032-8000. 

SUPPLEMENTARY INFORMATION: The 

Office of Personnel Management 
published its last monthly notice 
updating appointing authorities 
established or revoked under the 
Excepted Service provisions of 5 CFR 
Part 213 on February 27. 1965 (50 FR 
8026). Individual authorities established 
or revoked under Schedule A. B. or C 
between February 1. 1985 and February 
28.1985 appear in a listing below. Future 
notices will be published on the fourth 
Tuesday of each month, or as soon a* 
possible thereafter. A consolidated 
listing of all authorities will be 
published as of June 30 of each year. 

Schedule A 

No Schedule A exceptions were 
established or revoked during the month 
of February. 

Schedule B 

The following exception is 

established: 

Department of Labor 

Not to exceed 110 positions of 
Criminal Investigator (Special Agent) in 
the Office of Labor Racketeering. Office 
of the Inspector General. Effective 
February 5. 1985. 

Schedule C 

The following exceptions are 
established: 

Department of Agriculture 

One Confidential Assistant to the 
Administrator. Agricultural Stabilization 
and Conservation Service. Effective 
February 4.1985. 

One Confidential Assistant to the 
Assistant Secretary for Science and 
Education. Effective February 4, 1985 
One Confidential Assistant to the 
Assistant Secretary for Governmental 
and Public Affairs. Effective February 4. 
1985. 
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Oae Confidential Assistant to the 
Assistant Secretary for Economics, 
Effective February 4,1985. 

One Confidential Assistant to the 
Chief. Soil Conservation Service. 
Effective February 4.1985. 

One Confidential Assistant to the 
Administrator. Fanners Home 
Administration. Effective February 4. 
1085. 

One Secretary (Typing) to the 
Administrator. Rural Electrification 
Administration. Effective February 4. 

1985. 

One Confidential Assistant to the 
Administrator, Office of the 
Administrator. Effective February 5. 

1985. 

One Special Assistant to the 
Secretary. Effective February 19,1985. 

One Private Secretary to the 
Administrator, Agricultural Marketing 
Service. Effective February 21.1985. 

One Private Secretary to the 
Executive Assistant to the Secretary. 
Effective February 22,1985. 

One Confidential Assistant to the 
Assistant Secretary for Administration. 
Effective February 27.1985. 

One Confidential Assistant to the 
Administrator. Agricultural Marketing 
Service. Effective February 28,1985, 

Department of Commerce 

One Confidential Assistant to the 
DirL*c.tor of Business Liaison. Effective 
February 5.1985. 

One Confidential Assistant to the 
Assistant Secretary for Trade 
Administration. Effective February 6. 

1985. 

One Confidential Aide to the Deputy 
Under Secretary for the Travel and 
Tourism Administration. Effective 
February 13.1985. 

One Confidential Assistant to the 
Director of Business Liaison. Effective 
February 13.1985. 

One Special Assistant to the Deputy 
Assistant Secretary for the Economic 
Development Administration. Effective 
February 13.1985. 

One Special Assistant to the Deputy 
Assistant Secretary for Import 
Administration, International Trade 
Administration. Effective February 13. 

1985. 

One Confidential Assistant to the 
Deputy Assistant Secretary for Africa. 
Near East and South Africa. 
International Trade Administration. 
Effective February 19.1985. 

One Congressional Liaison Specialist 
the Assistant Secretary for 
Congressional and Intergovernmental 
Affairs. Effective February 19.1985. 

One Confidential Assistant to the 
Secretary. Effective February 2a 1985. 


Department of Education 

One Executive Director. 
Intergovernmental Advisory Council on 
Education to the Deputy Under 
Secretary for Intergovernmental and 
inter-agency Affairs. Effective February 
1.1985. 

One Personal Assistant to the 
Director. Regional Liaison Staff. 

Effective February 5.1985. 

One Special Assistant to the Assistant 
Secretary for Legislation and Public 
Affairs. Effective February 27.1985. 

Deportment of Energy 

One Staff Assistant to the Under 
Secretary. Effective February 5.1985. 

One Staff Assistant to the 
Administrator. Energy Information 
Administration. Effective February 11. 
1985. 

One Director. House Liaison Division, 
to the Associate General Counsel. 
Legislation. Regulation and 
Congressional Affairs. Effective 
February 15.1985. 

One Director. Senate Liaison Division 
to the Associate General Counsel, 
Legislation. Regulation and 
Congressional Affairs. Federal Energy 
Regulatory Commission. Effective 
February 15.1985. 

One Technical Advisor to a Member 
of the Commission. Federal Energy 
Regulatory Commission. Effective 
February 15.1985. 

Department of Health and Human 
Services 

One Special Assistant to the Chief of 
Staff. Effective February 4.1985. 

One Confidential Assistant to the 
Commissioner. Administration on Aging. 
Office of Human Development Services. 
Effective February 14.1985. 

One Special Assistant to the Senior 
Advisor to the Secretary. Effective 
February 27.1985. 

Department of Housing and Urban 
Development 

One Special Assistant to the Regional 
Administrator/Regional Housing 
Commissioner. Effective February 4. 
1985. 

One Executive Assistant to the 
Assistant Secretary for Pubic and Indian 
Housing. Effective February 6,1985. 

Department of Interior 

One Press Secretary and Director. 
Public Affairs to the Secretary. Effective 
February 13.1985. 

One Staff Assistant to the Counselor 
to the Secretary. Effective February 13. 
1985. 

One Staff Assistant to the Secretary. 
Effective February 13.1985. 


One Staff Assistant to the Secretary 
Effective February 13,1985. 

One Staff Assistant to the Counselor 
to the Secretary. Effective February 13. 
1985. 

One Stuff Assistant 
(Intergovernmental Affairs) to the 
Assistant to the Secretary and Director. 
External Affairs. Effective February 13. 
1985. 

One Confidential Assistant to the 
Executive Assistant to the Secretary. 
Effective February 13,1985. 

One Special Assistant to the Assistant 
to the Secretary and Director, External 
Affairs. Effective February 13,1985. 

One Special Assistant to the Assistant 
Secretary and Director, External Affairs. 
Effective February 13.1985. 

One Special Assistant to the Director. 
Office of Surface Mining. Effective 
February 19,1985. 

One Confidential Assistant to the 
Secretary. Effective February 27.1985. 

Department of Justice 

One Missing Children's Program 
Coordinator to the Administrator. Office 
of Juvenile Justice and Delinquency 
Prevention. Effective February 5,1985. 

One Special Assistant to the Director, 
Bureau of Justice Statistics. Effective 
February 11,1985. 

One Staff Assistant to the 
Commissioner. Immigration and 
Naturalization Service. Effective 
February 22,1985. 

Department of Labor 

One Private Secretary to the Deputy 
Under Secretary for Intergovernmental 
Affairs. Effective February 8.1985. 

One Regional Representative to the 
Deputy Under Secretary for 
Intergovernmental Affairs. Effective 
February 11,1985. 

One Special Assistant to the Assistant 
Secretary for Mine Safety and Health 
Administration. Effective February 25. 
1985. 

Department of State 

One Member, Policy Planning Staff, to 
the Chairman. Policy Planning Council. 
Effective February 11.1985. 

One Executive Assistant to the 
Administrator. Urban Mass 
Transportation Adminstration. Effective 
February 1,1985. 

Once Special Assistant to the Deputy 
Assistant Secretary for Policy and 
International Affairs. Effective February 
7.1985. 

One Special Assistant for 
Intergovernmental Relations to the 
Administrator, St. Lawrence Seaway 
Development Corporation. Effective 
February 14.1985. 
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Department of the Ti'easury 

One Director, Office of Business 
Affairs, to the Assistant Secretary for 
Business and Consumer Affairs. 

Effective February 5.1985. 

One Staff Assistant to the Director of 
the Bureau of the Mint. Effective 
February 5.1985. 

Consumer Product Safety Commission 

One Public Affairs Specialist to the 
Supervisory Public Affairs Specialist. 
Effective February 1,1985. 

One Supervisory Public Affairs 
Specialist to the Executive Director. 
Effective February 13,1985. 

One Special Assistant to the 
Chairman. Effective February 22,1985. 

One Special Assistant (Legal) to a 
Commissioner. Effective February 22, 
1985. 

Export-Import Bank of the United States 

One Secretary (Typing) to the 
President and Chairman. Effective 
February 5.1985. 

Federal Emergency Management 
Agency 

One Director of Affairs to the Director 
of FEMA. Effective February 5,1985. 

Federal Home Loan Bank Board 

One Congressional Liaison to the 
Executive Staff Director. Effective 
February 4,1985. 

One Congressional Relations Officer 
to the Executive Director and Chief of 
Staff. Effective February 4,1985. 

Federal Labor Relations Authority 

One Staff Assistant to a Member, 
Federal Labor Relations Authority. 
Effective February 13,1985. 

Federal Maritime Commission 

One Confidential Assistant to a 
Commissioner. Effective February 25, 
1985. 

Federal Mediation and Conciliation 
Service 

One Public Affairs Specialist to the 
Public Affairs Director. Effective 
February 14.1985. 

Federal Trade Commission 

One Special Assistant to the Director, 
Bureau of Economics. Effective February 
19,1985. 

Government Printing Office 

One Congressional Relations Officer 
to the Legislative Liaison Officer. 
Effective February 25,1985. 


General Services Administration 

One Staff Assistant to the Regional 
Administrator, Region L Effective 
February 14,1985. 

International Trade Commission 

One Confidential Assistant to the 
Chairwoman. Effective February 22, 
1985. 

National Transportation Safety Board 

One Confidential Assistant to the 
Vice Chairman. Effective February 15, 
1985. 

Office of Management and Budget 

One Confidential Secretary to the 
Assistant Director for Legislative 
Affairs. Effective February 14,1985. 

Office of Personnel Management 

One Special Assistant to the Chief, 
Office of Policy and Communications. • 
Effective February 15,1985. 

One Deputy Assistant Director for 
Executive Administrative to the 
Assistant Director for Executive 
Administration. Effective February 15. 
1985. 

One Supervisory Legislative Analyst 
to the Director of Congressional 
Relations. Effective February 15,1985. 

One Confidential Assistant to the 
General Counsel. Effective February 19, 
1985. 

One Staff Assistant to the Deputy 
Assistant Director for Executive 
Administration, Office of Executive 
Administration. Effective February 22, 
1985. 


President's Commission on White 
House Fellows 

One Associate Director to the 
Director. Effective February 4.1985. 

One Staff Assistant to the Director. 
Effective February 22,1985. 

Small Business Administration 

One Director of Womens Business 
Ownership to the Associate Deputy 
Administrator for Special Programs. 
Effective February 19,1985. 

One Deputy Assistant Administrator 
for Congressional and Legislative 
Affairs to the Assistant Administrator 
for Congressional and Legislative 
Affairs. Effective February 21,1985. 

One Special Assistant to the Assistant 
Administrator for Congressional and 
Legislative Affairs. Effective February 
27, 1985. 

United States Information Agency 

One Special Assistant to the 
Associate Director for Program. 

Effective February 20,1985. 

One Special Assistant (Private Sector 
Programs) to the Associate Director for 


Educational and Cultural Affairs. 
Effective February 25,1985. 

Office of Personnel Management. 
Donald). Devine, 

Director 

|FR Doc. 85-7025 Filed 3-25-B5; 8:45 am] 

BSLUHQ COOC SMS-C1-* 


Federal Prevailing Rate Advisory 
Committee; Open Meeting 

According to the provisions of section 
10 of the Federal Advisory Committee 
Act IPub. L 92—483), notice is hereby 
given that meetings of the Federal 
Prevailing Rate Advisory Committee 
will be held on: 

Thursday, April 4.1985 
Thursday, April 11,1985 
Thursday, April 18,1985 
Thursday. April 25,1985 

These meetings will start at 10 a.m 
and will be held in Room 5A06A, Office 
of Personnel Management Building. 1900 
E Street NW., Washington, D.C. 

The Federal Prevailing Rate Advisory 
Committee is composed of a Chairman, 
representatives from five labor unions 
holding exclusive bargaining rights for 
Federal blue-collar employees, and 
representatives from five Federal 
agencies. Entitlement to membership of 
the Committee is provided for in 5 U.S.C. 
5347. 

The Committee's primary 
responsibility is to review the Prevailing 
Rate System and other matters pertinent 
to establishing prevailing rates under 
subchapter IV. chapter 53, 5 U.S.C., as 
amended, and from time to time advise 
the Office of Personnel Management 

These scheduled meetings will start in 
open session with both labor and 
management representatives attending. 
During the meeting either the labor 
members or the management members 
may caucus separately with the 
Chairman to devise strategy and 
formulate positions. Premature 
disclosure of the matters discussed in 
these caucuses would unacceptably 
impair the ability of the Committee to 
reach a consensus on the matters being 
considered and would disrupt 
substantially the disposition of its 
business. Therefore, these caucuses will 
be closed to the public because of a 
determination made by the Director of 
the Office of Personnel Management 
under the provisions of section 10(d) of 
the Federal Advisory Committee Act 
(Pub. L 92-483) and 5 U.S.C. 
552b(c)(9)(B). These caucuses may, 
depending on the issues involved, 
constitute a substantial portion of the 
meeting. 
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Annually, the Committee publishes for 
the Office of Personnel Management, the 
President, and Congress a 
comprehensive report of pay issues 
discussed, concluded recommendations, 
and related activities. These reports are 
available to the public, upon written 
request to the Committee's Secretary. 

The public is invited to submit 
material in writing to the Chairman on 
Federal Wage System pay matters felt to 
be deserving of the Committee's 
attention. Additional information on 
these meetings may be obtained by 
contacting the Committee's Secretary, 
Office of Personnel Management. 

Federal Prevailing Rate Advisory 
Committee, Room 134a 1900 E Street 
NW , Washington, D.C. 20415. (202) 632- 
97 ia 

William B. Davidson, Jr.. 

Chatman, Federal Prevailing Rate Advisory 
Committee . 

March 13* 1985. 

|FR Doc. 85-7102 Filed 3-25-85; 8:45 am) 

ULLlHQ COOC tttS-OI-M 


PENSION BENEFIT GUARANTY 
CORPORATION 

Withdrawal of Request for Approval of 
Special Withdrawal Liability Rules; 
ILGWU National Retirement Fund 

agency: Pension Benefit Guaranty 
Corporation. 

action: Notice of withdrawal of request 
for approval of special withdrawal 
liability rules for the ILGWU National 
Retirement Fund. 


summary: This notice advises interested 
persons of the withdrawal of a request 
for approval of special withdrawal 
liability rules for the ILGWU National 
Retirement Fund (the “Plan"). Under 
section 4203(f) of the Employee 
Retirement Income Security Act of 1974. 
as amended, a multiemployer plan may 
establish special liability rules if the 
Pension Benefit Guaranty Corporation 
(PBGC") finds that the rules apply to an 
industry that has the characteristics that 
would make use of the special rules 
appropriate, and that the rules would 
not pose a significant risk to the PBGC 
insurance program. On February 22, 

1983. the PBGC published (at 46 FR 7528) 
a n °tice of pendency of a request from 
the Plan for approval of special 
withdrawal liability rules. The effect of 
this notice is to advise interested 
persons that the Plan has withdrawn its 
request for approval 

further information contact: 
Thomas Veal. Director. Corporate Policy 
jind Regulations Department (611), 
Pension Benefit Guaranty Corporations. 


2020 K Street. N.W., Washington. D.C. 
20006; 202-254-4633 (202-254-6010 for 
TTY and TDD). (These are not toll-free 
numbers.) 

Issued at Washington. D.C., this 20th of 
March 1985 
Chartos Tharp. 

Executive Director, Pension Benefit Guaranty 
Corporation. 

(FR Doc 85-7157 Filed 3-25-65; 545 am] 

BILLING COOC 770#-«1-M 


SECURITIES AND EXCHANGE 
COMMISSION 

(Release No. ftC-14431; 812-6029) 

Bank of New Zealand, et aL; Notice of 
Application for an Order For an 
Exemption 

March 19.1965. 

Notice is hereby given that the Bank 
of New Zealand, a commerical bank 
organized under the laws of New 
Zealand (the "Bank") c/o Troland S. 
Link. Davis Polk & Wardwell. 1 Chase 
Manhattan Plaza. New York. New York 
10005, and its wholly-owned subsidiary, 
BNZ North America Inc., a Delaware 
corporation ("BNZNA"), 100 Tenth 
Street, Wilmington. Delaware 19801, 
(collectively. "Applicants") filed an 
application on January 22,1985, and an 
amendment thereto on February 20, 

1985, for an order of the Commission, 
pursuant to section 8(c) of the 
Investment Company Act of 1940 
("Act"), exempting Applicants from all 
provisions of the Act in connection with 
the proposed issuance and sale of 
commercial paper in the United States. 
All interested persons are referred to the 
application on file with the Commission 
for a statement of the representations 
contained therein, which are 
summarized below, and to the Act for 
the complete text of the applicable 
provisions thereof. 

The application states that the Bank, 
is the only wholly locally-owned trading 
bank conducting business in New 
Zealand. In terms of business volume, 
the Bank is the leading bank in New 
Zealand and had, as of March 31,1984, 
consolidated total assets of NZ $6,681 
million. The Bank provides a wide range 
of commercial banking and related 
financial services in New Zealand and 
overseas. Subsidiaries and associated 
companies of the Bank provide 
financial, installment credit and leasing 
finance services. The Bank has a 
network of 385 branches and agencies 
located throughout New Zealand. 

According to the application, the Bank 
is currently licensed to operate in 
Australia with nine branches therein 


providing full trading and savings bank 
services. The Bank is a major 
shareholder of banks in Western Samoa 
and Fiji. The Bank also has branch 
offices in New York, Fiji, and Singapore, 
an agency office in Los Angeles and a 
representative office in Tokyo. The Bank 
is increasingly active in arranging and 
managing international financing, 
including activities in the collection and 
discounting of bills of exchange, 
establishing letters of credit, remittance 
of funds and trade inquiry services. The 
Bank maintains correspondent banking 
relationships with banks in all major 
financial centers throughout the world. 

Applicants state that the Bank of New 
Zealand Act of 1979 ("Bank Act") serves 
as the constitution of the Bank, and 
pursuant thereto, the New Zealand 
Minister of Finance ("Minister") 
appoints the Bank's Board of Directors. 
The Board is required to give effect to 
directions of the Minister with respect to 
governmental policy. The Bank is 
subject to regulation by the Reserve 
Bank of New Zealand ("Reserve Bank"), 
the central, state-owned bank that 
implements governmental monetary 
policy. The Bank must submit monthly 
reports to the Reserve Bank detailing 
principal liabilities and assets, and 
subject to Minister approval, may be 
required to hold certain balances or 
assets with the Reserve Bank. The 
Reserve Bank may also direct trading 
bank policy with respect to advances, 
discounts and investments, and rates of 
interest or discount. 

Applicants state that pursuant to 
section 8(a) of the International Bank 
Act of 1978, the Bonk, as a foreign bank 
having United States branches, is 
subject to most of the provisions of the 
Bank Holding Company Act of 195a 
Accordingly, the Bank is required to file 
with the Board of Governors of the 
Federal Reserve System ("Federal 
Reserve") annual reports containing 
detailed information with respect to the 
Bank and its U.S. subsidiaries, including 
BNZNA. The Bank and BNZNA are also 
required to furnish any additional 
information which the Federal Reserve 
may request. Applicants state that 
BNZNA, as a non-bank subsidiary of a 
foreign bank having United States 
branches, is generally restricted to 
furnishing services to or performing 
services for the Bank. The Federal 
Reserve also has the power, under 
certain circumstances, to terminate the 
Bank's control of BNZNA. 

According to the application, BNZNA 
was organized on November 14,1984; all 
of its capital stock will be purchased for 
$10,000 by the Bank and credited to the 
Bank's capital account. Applicants 
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represent that no other common or 
capital stock will be issued. The Bank 
organized BNZNA to provide a vehicle 
through which the Bank may obtain 
short-term funds in the United States 
through the sale by BNZNA of short¬ 
term promissory notes of the type 
generally referred to as commercial 
paper (“Notes**), unconditionally 
guaranteed by the Bank, and advancing 
the proceeds thereof (to the extent not 
applied to the repayment of maturing 
Notes or the payment of current 
expenses) to the Bank in the form of 
short-term deposits or loans 
(“Advances**). Applicants also propose 
that BNZNA or the Bank or both issue 
and sell other debt securities from time 
to time and advance the proceeds 
thereof to the Bank in a manner similar 
to the Notes. The Minister has duly 
given consent to the issuance of short* 
term securities by BNZNA and the 
guarantee by the Bank of all obligations 
of BNZNA. 

According to the application, the 
Notes will be unsecured, negotiable 
short-term promissory notes of prime 
quality, issued in denominations of 
$1,000,000, and sold through major 
United States commercial paper dealers 
to institutional investors and other 
entities and persons who normally 
purchase commercial paper. Applicants 
state that the terms of the Notes and 
Advances are intended to qualify them 
for the exemption from registration 
requirements under section 3(a)(3) of the 
Securities Act of 1933 (“Securities Act*‘). 
Applicants represent that prior to 
issuance of the Notes, or any other 
future issue of debt securities issued by 
BNZNA or issued or guaranteed by the 
Bank in the United States, the Notes or 
other securities will have received one 
of the three highest investment grade 
ratings from at least one nationally 
recognized investment rating 
organization and that special United 
States counsel will certify that such 
rating has been received. Provided, 
however, no such rating will be obtained 
if United States counsel is of the 
opinion, having considered the doctrine 
of integration referred to in various 
releases and no-action letters made 
public by the Commission, an exemption 
from registration is available with 
respect to such issue under Section 4(2) 
of the Securities Act The Notes will be 
direct liabilities of BNZNA. and will 
rank paripassu among themselves and 
equally with all other unsubordinated 
indebtedness of BNZNA and superior to 
the rights of its shareholders. Applicants 
state that the Bank will unconditionally 
guarantee the Notes. New Zealand law 
does not. according to the application. 


provide for the subordination of the 
indebtedness represented by the 
guarantee of the Bank to any other 
unsecured indebtedness of the Bank. 
Applicants state that purchasing Notes 
will be the equivalent to purchasing 
obligations of the Bank because of the 
Bank's unconditional guarantee. 

Applicants propose to issue and have 
outstanding, on an annual average, an 
aggregate of $150,000,000 in Notes. 
Applicants will not advertise or offer the 
Notes to the general public, and BNZA 
will not issue the Notes until it receives 
an opinion of counsel that the 
circumstances of the proposed offering 
entitle the Notes to the section 3(a)(3) 
exemption of the Securities Act. 
Applicants do not request Commission 
review or approval of the opinion of 
counsel. Applicants will also provide to 
each dealer selling the Notes sufficient 
information to prepare, and undertake to 
ensure that such dealer will provide 
each offeree of the Notes, a 
memorandum ("Memorandum") which 
describes the respective business of the 
Applicants and contains the most 
recently available financial statements 
of the Bank audited in accordance with 
New Zealand auditing practices. 
Applicants also undertake to include in 
the Memorandum a description of the 
differences between New Zealand 
Accounting standards and GAAP used 
by United States banks. The 
Memorandum will be at least as 
comprehensive as those customarily 
used in offering commercial paper in the 
United States and will be updated 
periodically to reflect material changes 
in either Applicant's business or 
financial status. Applicants expressly 
condition receipt of the Commission's 
exemptlve order upon compliance with 
the foregoing. 

According to the application, a bank 
or trust company having an office in 
New York City will be appointed as 
issuing agent to issue the Notes. 
Applicants expressly submit to the 
jurisdiction of New York State courts 
and United States federal courts sitting 
in the City of New York for the purpose 
of any suit, action or proceeding arising 
from the Notes the guarantee of the 
Bank or with respect to the offer and 
sale of the Notes by means of the 
Memorandum. Applicants will also 
irrevocably appoint an agent to accept 
service of process in any such action 
arising from the Notes, guaranty or use 
of the Memorandum by a Noteholder 
and instituted in any state or federal 
court by a Noteholder. The appointment 
will be irrevocable until all amounts due 
with respect to the Notes have been 
paid. Applicants state that such 


submission to jurisdiction and 
appointment of process agent will not 
affect the right of any Noteholder to 
bring suit in any court which would 
otherwise have jurisdiction over an 
Applicant by virtue of the offer and sale 
of Notes, the guarantee by the Bank or 
otherw ise. Applicants' agents for the 
issuance of the Notes and service of 
process will not be trustees for 
Noteholders or have responsibilities or 
duties to act for such Noteholders as 
trustee. 

Future offerings of BNZNA's debt 
securities will be unconditionally 
guaranteed by the Bank and the 
proceeds thereof will be deposited with, 
or loaned to the Bank for use by it or 
one of the Bank's subsidiaries. No 
securities will be offered or sold by 
either Applicant unless (1) the securities 
are registered under the Securities Act; 
(2) in the opinion of Counsel an 
exemption from registration is available 
with respect to such offer and sale; or (3) 
the staff of the Commission renders a 
no-action position with respect to the 
Securities Act if such securities are not 
registered. Each Applicant undertakes to 
provide to offerees in the United States, 
and undertakes to ensure that any 
underwriter or dealer through whom 
they offer such securities will provide, 
disclosure documents which contain the 
financial statements of the Bank and 
which are at least as comprehensive in 
their description of such Applicant and 
its business and. in the case of any 
securities issued by BNZNA. in their 
description of the Bank and its business, 
as those customarily used in United 
States offerings of such securities. 
Applicants will also appoint an agent to 
accept service of process in any suit, 
action or proceeding brought on. 
respectively, the debt securities or the 
guarantee of the Bank or with respect to 
the disclosure documents prepared in 
conjunction therewith and instituted in 
any state or federal court by the holder 
of the debt securities. Applicants also 
expressly submit to the jurisdiction of 
the New York State and United States 
federal courts sitting in the City of New 
York with respect to any such suit, 
action or proceeding. The consent to 
jurisdiction and appointment of process 
agent will be irrevocable until all 
amounts due and to become due in 
respect therof have been paid. 
Applicants also state that such 
submission to jurisdiction and 
appointment of process agent will not 
affect the right of security holders to 
bring suit In any court which may have 
jurisdiction over the Applicants by 
reason of the offer and sale of the 
securities or otherwise. Applicants 
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expressly condition receipt of the 
Commission’s exemptive order upon 
compliance with the foregoing. 

Applicants state that because the 
Assets of BNZNA could be considered 
lecurities within the meaning of the Act. 
and because of the uncertainty as to 
whether or not a foreign commercial 
bank is an investment company as 
defined under the Act, Applicants 
request an exemption from all 
provisions of the Act. Applicants submit 
that the requested exemption is 
Appropriate in the public interest and 
consistent with the protection of 
investors and the purposes fairly 
intended by the policy and provisions of 
the Act. 

Notice is further given that any 
Interested person wishing to request a 
hearing on the application may. not later 
than April 15.1985, at 5:30 p.m., do so by 
submitting a written request setting 
forth the nature of his/her interest, the 
reasons for the request, and the specific 
issues of fact or law that are disputed, to 
the Secretary, Securities and Exchange 
Commission. Washington. D.C. 20549. A 
copy of the request should be served 
personally or by mail upon Applicants 
at the address stated above. Proof of 
service (by affidavit or. in the case of an 
at»omey-at-!aw. by certificate) shall be 
filed with the request. After said date, 
an order disposing of the application 
will be issued unless the Commission 
orders a hearing upon request or upon 
its own motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler. 

Secrvtarf: 

|FK Doc. 85-7132 Filed 3-25-85; 8:45 am| 

SN.LIHQ COOi A010-01-11 


i Release No. IC-14428; File No. 812-58501 

The Life Insurance Company of 
Virginia, et at.; Exemptive Application 

March 19. 1985 

Notice is hereby given that The Life 
Insurance Company of Virginia (the 
“Company”). Life of Virginia Separate 
Account 1 (”Accounf’) and Life of 
Virginia Security Sales. Ltd. (’'Security 
Sales”), referred to collectively herein as 
Applicants”. 6610 West Broad Street, 
Richmond, Virginia 23230. filed an 
application on May 15.1984. and 
amendments thereto on September 13, 
l$e4. and March 4.1985, with another 
amendment forthcoming, for an order of 
1^ Commission, pursuant to section 6(c) 
of the Act, exempting Applicants from 
lections 2(a)(35), 20(a), and 27(c)(2J of 
me Act, and Rule 6e-3(T), thereunder, to 


the extent necessary to permit certain 
transactions described in the 
application. Applicants assert that the 
requested exemptions involve technical 
and unforeseen matters under Rule 6e- 
3(T), the exemptive rule under the Act 
for separate accounts offering flexible 
premium variable life insurance 
contracts. All interested persons are 
referred to the application on file with 
the Commission for a statement of 
Applicants’ representations, which are 
summarized below, and are referred to 
the Act and the rules thereunder for a 
statement of the relevant statutory 
provisions. 

The Company is a stock life insurance 
company organized under the laws of 
the Commonwealth of Virginia and is 
admitted to do business in 45 states and 
the District of Columbia. The Company 
is the sponsor-depositor for the Account. 
The Account, a segregated investment 
’’separate account” of the Company, is 
registered under the Act as a unit 
investment trust. The Account meets all 
conditions set forth in section (a) of Rule 
6e-3(T) under the Act and was 
established for the purpose of funding 
flexible premium variable life insurance 
contracts (’ the Contracts”), as defined 
in paragraph (c)(1) of Rule Be-3(T). 
Security Sales, a registered broker- 
dealer. is the principal underwriter of 
the Contracts. Net payments made on 
the contract will be allocated to the 
Investment Subdivision of the Account 
that invests exclusively in shares of the 
Common Stock Portfolio (initially, the 
single operating portfolio) of the Life of 
Virginia Series Fund. Inc. (’’the Fund”). 
The Fund is registered under the Act as . 
an open-end. diversified management 
investment company and is 
incorporated under the laws of the 
Commonwealth of Virginia as a series 
type company with four classes of 
capital stock (each consisting of one 
portfolio). 

Applicants state that the Contracts 
arc designed to give the contractowner 
maximum flexibility by permitting him 
to vary the frequency and amount of 
purchase payments and to increase or 
decrease the specified amount (i.e., the 
amount of insurance under the 
Contract). At the contractowner’s 
election, the death benefit will be either 
’’Option 1”, the greater of the specified 
amount or the cash value multiplied by 
the corridor percentage or “Option 2”, 
the greater of the specified amount plus 
cash value or cash value multiplied by 
the corridor percentage. The corridor 
percentage is 250% for an insured age 40 
or below on the contract anniversary 
prior to the date of death, with the 
percentage declining for each year over 
40. but not below 100%. The Contract 


provides for loans, partial surrenders, 
and complete surrenders. Initially, there 
will be no optional insurance benefits 
available. The cash value will reflect the 
amount and frequency of payments, the 
investment experience of the Account, 
any partial surrender, any loans, and 
any charges. According to the 
application, the Contract will remain in 
force, without regard to the 
contractowner making purchase 
payments, unless the cash value reduced 
by any outstanding debt is insufficient 
to cover the monthly deduction, 
discussed below, and a grace period 
expires without a sufficient payment 

Applicants state that cash value is 
reduced on each monthly anniversary 
by a monthly deduction equal to the 
monthly cost of insurance. The cost of 
insurance rates are based on the sex. 
attained age, risk class, and contract 
duration and are guaranteed not to 
exceed those stated in the Contract The 
guaranteed rotes are based on the 1958 
Commissioners Standard Ordinary 
Mortality Table (“1958 CSO Table”) 
with interest at 4% compounded yearly. 
A mortality and expense risk charge 
equal to an annual rate of .50% of the net 
assets of the Account will be imposed 
and the value of the net assets of the 
Account will reflect the investment 
advisory fee and other expenses 
incurred by the Fund. Applicants further 
stale that a charge of 8.5% will be 
deducted from each payment; 6% of 
which will be for sales and distribution 
expenses and 2.5%, for state premium 
taxes. In addition, a partial surrender 
charge equal to the lesser of $25 or 2% of 
the amount requested will be deducted 
from amounts paid. 

1. Definition of Sales Load 

Applicants request an exemption from 
section 2(a)(35) of the Act and from 
paragraphs (b)(1) and (c)(4)(ii) of Rule 
0e-3(T) to the extent that paragraph 
(c)(4)(H) prescribes that the amount 
excluded from sales load for cost of 
insurance is limited to the “cost of 
insurance for the period based upon the 
1980 CSO Mortality Table and net 
interest at the annual effective rate (at 
the greater of 5% or the rate guaranteed 
at issuance of the contract).” Applicants 
seek an exemption to the extent 
necessary to permit the exclusion from 
sales load of amounts deducted for the 
actual cost of insurance charges under 
the Contract, which for standard 
underwriting risk classes is guaranteed 
never to exceed amounts based upon 
the 1958 CSO Mortality Table and an 
annua! effective interest rate of 4 
percent. Applicants state that any 
portion of the cost of insurance charge 
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in excess of a charge based on the 1980 
CSO Mortality Table would be deemed 
sales load, and that unless 
contractowners paid sufficient minimum 
premiums in advance of. or coincident 
with, each monthly cost of insurance 
deduction, the sales load technically 
could exceed 9% of actual payments, 
and may result in a violation of the rule. 
Applicants argue, among other things, 
that competitive inequities would 
therefore result from a failure to grant 
the requested exemption. In this regard. 
Applicants note that scheduled premium 
variable life insurance contracts 
("scheduled contracts"), like Applicants' 
contracts, have their sales load 
computed on the basis of actual 
payments, but under Rule 6e-2 of the 
Act (the exemptive rule for scheduled 
contracts) the 1958 CSO Mortality Table 
is used in doing so. Applicants further 
note that, consequently, most companies 
issuing variable life insurance contracts 
charge for cost of insurance based on 
the 1958 CSO Mortality Table. 

2* Definition of Payment 

Applicants request an exemption from 
paragraph (c)(7) of Rule 5e-3(T) to the 
extent that paragraph defines 
"payment" for purposes of the sales 
toad provisions of the Act and the rule, 
other than the cancellation and 
conversion rights, by excluding the 
portion of gross premiums charged for 
substandard risks, incidental insurance 
benefits, and interest when premiums 
are paid more frequently than annually 
(together, "extra charges"). Applicants 
note that this aspect of the definition of 
"payment" parallels paragraph (c)(7) of 
Rule 6e-2. Applicants state, however, 
that the Contracts differ significantly 
from scheduled contracts; extra charges 
are deducted from the cash value of the 
Contract rather than from payments as 
they are made. Applicants further state 
that this different procedure creates 
technical problems of compliance with 
Rule 8e-3(T). 

Applicants believe that a reason why 
the definition of payment in Rule 8e~2 
excluded the extra charges was to 
provide a consistent basis upon which 
to apply the percentage limits for sales 
load and refund rights. It was premised, 
they state, on the assumption that these 
extra charges would be deducted from 
payments as made, effectively treated 
as separate payments paid to the 
insurer's general account for separate 
"fixed" coverages, and therefore should 
not be viewed as "sales loads" or as 
part of the payment for the scheduled 
contract. 

Applicants emphasize that these 
amounts are never allocated to a 
separate account, and it therefore would 


be inappropriate to measure the 
permissible sales load under the 
scheduled contract by comparing it to a 
payment including these extra charges. 

Applicants state that under the 
Contracts, the gross payments, less 
front-end charges, represent the 
amounts invested on behalf of 
contractowners in the Account. 
Therefore, purchasers with identical net 
payments allocated to the Account 
initially will have the same variable 
benefits because they will have the 
same basic variable cash values in the 
Account They further assert that the 
fact that the monthly deductions 
charged over time will depend on 
factors which will cause differing 
variable benefits over time should not 
affect this analysis because the amount 
of deductions will also be affected by 
the investment experience of the 
Account. Thus, they conclude that by 
defining "payment" to equal gross 
payment, contractowners making the 
same gross payments, having the same 
net payments allocated to the Account, 
and receiving the same basic variable 
cash value benefits, will have the same 
percentage sales load for purposes of 
the Act and Rule 6e-3(T). 

Finally, Applicants represent that by 
now permitting them to compute sales 
load based upon gross payments rather 
than payments as defined in paragraph 
(c)(7), the Commission would not be 
permitting greater amounts to be 
deducted than permitted under Rule 6e- 

2. Applicants assert that the Contracts, 
in fact, probably can not be regulated on 
an equivalent basis with scheduled 
contracts without this exemptive relief 
because of the difficulty of attribution of 
these extra charges to particular 
purchase payments. Applicants note 
that under the Contracts, when each 
gross payment is received, it will not be 
possible prospectively to attribute a 
portion of it to the extra charges 
deducted from cash value since the 
timing and amount of actual gross 
payments made will necessarily be 
independent of the timing and amount of 
these monthly charges against cash 
value. Therefore, Applicants believe this 
exemption is necessary and appropriate 
and consistent with the policy and 
provisions of the Act 

3. Deduction of Insurance Charges from 
Cash Value 

Applicants request an exemption from 
sections 26(a)(2) and 27(c)(2) of the Act 
to the extent necessary to permit 
deductions from the separate account 
for any extra charges. Rule 6e-3(T) 
provides an exemption from these 
sections to permit deductions from the 
separate account for the cost of 


insurance (paragraph (b)(13)(iii)(E)). 
Although Applicants believe that the 
exemption provided for "the cost of 
insurance" should be broad enough to 
cover deductions for all costs of 
insurance charges, including 
substandard cost of insurance charges 
and charges for incidental insurance 
benefits. Rule Be-3{T), nevertheless, 
does not literally include these items in 
this exemption. 

Applicants state that under a 
scheduled contract the extra charges are 
deducted from the scheduled payments 
However, under a flexible contract, 
contractowners have the ability to 
determine their own schedule of 
payments; therefore, the extra charges 
are "unbundled" from the payments an^ 
deducted directly from the 
contractowner's cash value. Applicants 
assert that in this fashion, each 
contractowner pays only the charges 
commensurate with the risks under his 
or her own contract, whereas if the 
extra charges were deducted from 
payments, assumptions would have to 
be made about the expected frequency 
and amount of payments by all 
contractowners. and amounts deducted 
from payments based on these 
assumptions. Applicants assert that, 
consequently, their proposal is more 
equitable than "levelizing" the charge 
and allowing contractowners who pay 
more frequently to subsidize those who 
pay with less frequency and for all 
contractowners to pay a "risk" charge 
for the possibility that the levelized 
charge would be insufficient. Applicants 
further represent that the proposed 
method of deducting amounts foi^the 
extra charges does not provide a means 
for assessing larger charges. As 
Applicants already noted, the timing of 
their deduction does not affect the 
insurer's ability to determine their level. 

For the reasons stated above. 
Applicants submit that such relief Is 
necessary and appropriate in the public 
interest and consistent with the 
protection of investors and the purposes 
fairly intended by the policy and 
provisions of the Act. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than April 8.1985. at 5:30 p.m., do so by 
submitting a written request setting 
forth the nature of his interest, the 
reasons for his request, and the specific 
issues, if any, of fact or law that are 
disputed, to the Secretary. Securities 
and Exchange Commission, Washington. 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or. in the 
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case of an attorney-at-law. by 
certificate) shall be filed with the 
request. After said date, an order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For this Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

|ohn Wheeler, 

Secretory. 

(FR Doc. 85-7129 Filed 3-2S-85: 6:45 am] 
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[Release No. IC-14429; 812-5626) 

Merrill Lynch KECALP LP. 1984, et ml; 
Notice of Application for an Order 
Exempting a Certain Transaction 

March 19. 1985. 

Notice is hereby given that Merrill 
Lynch KECALP L.P. 1984 ("Partnership**) 
and Merrill Lynch Interfunding Inc. 

("Intt rfunding") (together. 

‘Applicants"), 165 Broadway, One 
Liberty Plaza, New York, New York 
l(X)60. filed an application on April 16, 
1984. and an amendment thereto on 
December 4. 1984. for an order, pursuant 
to section 17(b) of the Investment 
Company Act of 1940 ("Act”), requesting 
an exemption from the provisions of 
seetton 17(a) of the Act to permit the 
Partnership to acquire up to 50,000 
shares of common stock of Ithaca 
Industries Inc. ("Ithaca") on the terms 
described below. All interested persons 
•re referred to the application on file 
with the Commission for a statement of 
the representations contained therein, 
which arc summarized below, and to the 
Act for the complete text of the relevant 
provisions. 

The application indicates that the 
Partnership, a limited partnership 
organized under the laws of Delaware, 
is registered under the Act as a 
management investment company 
whose investment objective is to seek 
long-term capital appreciation and the 
tax advantages associated with certain 
investments. The application states that 
the Partnership is an ‘‘employees* 
securities company** within the meaning 
of section 2(a)(13) of the Act and 
operates in accordance with the terms of 
an exemptive order (Investment 
Company Act Release No. 12363, April 
8,1982) granted by the Commission, 
pursuant to section 6(b) of the Act. 
Applicants state that the Partnership's 
registration statement became effective 
on February 24,1984. and units of 
limited partnership interest in the 
Partnership were offered to employees 
of Merrill Lynch A Co.. Inc. ("MLACo.") 


and its subsidiaries and to non¬ 
employee directors of MLACo. In the 
case of employees of MLACo. and its 
subsidiaries, such employees muy invest 
in the Partnership only if they received 
compensation during 1983. on an 
annualized basis, equal to at least 
$75,000. Applicants also state that 
Interfunding, a Delaware corporation, is 
an indirect subsidiary of MLACo. that is 
engaged in commercial financing 
transactions. According to the 
application. Ithaca, a Delaware 
corporation, designs, manufactures and 
markets a vanety of knitted apparel 
products which are sold under private 
labels to major chain stores, department 
stores, discounters, mail order 
distributor and supermarkets. 

Applicants state that KECALP Inc. 
("KECALP"), a Delaware corporation, is 
a wholly owned subsidiary of MLACo. 
that was formed in June. 1981, for the 
purpose of serv ing as general partner of 
employee-benefit partnerships such as 
the Partnership. Applicants further state 
that KECALP is the sole general partner 
of the Partnership and that all 
investments made by the Partnership 
are approved by KECALP*s investment 
committee, which consists of members 
of KECALP's board of directors. 

Applicants state that, during 1963, 
Merrill Lynch Capital Markets 
("MLCM"), an unincorporated group 
within Merrill Lynch. Pierce. Fenner A 
Smith Incorporated ("MLPFAS") that 
conducts MLPFAS investment banking 
and underwriting activities, structured a 
leveraged buyout of the predecessor 
firm of Ithaca. Applicants further state 
that, as a result of this transaction, 
which was completed in October. 1983. 
Ithaca's equity securities are owned by 
members of Ithaca's management. 
Interfunding and several institutional 
investors that are not affiliated with 
MLACo. or its subsidiaries. The 
application indicates that MLCM 
received a fee of approximately $1.8 
million for arranging and structuring the 
leveraged buyout. 

The application states that Ithaca's 
capitalization, following the completion 
of the leveraged buyout, was 
approximately $150 million; Si00 million 
of that amount was provided by a 
revolving credit facility of which $90 
million was provided by three banks. 
Applicants state that each of the 
purchasers of common stock paid a 
purchase price of $8 per share. The 
application further states that 
Interfunding has agreed to sell to the 
Partnership up to 50,000 shares of the 
434.512 shares of common stock of 
Ithaca owned by it; the maximum 
number of shares proposed to be 
acquired by the Partnership represents 


5% of Ithaca's outstanding common 
stock. 

Applicants state that the purchase 
price to be paid by the Partnership to 
Interfunding for the shares of common 
stock of Ithaca proposed to be acquired 
by the Partnership will be the lower of 

(i) the value of the investment on the 
date it is acquired by the Partnership or 

(ii) the cost to Interfunding of purchasing 
and holding the investment. Applicants 
further state that, with respect to clause 
(i). the value of the investment at the 
time of acquisition by the Partnership 
will be determined by the board of 
directors of KF.CALP based on its 
evaluation of Ithaca's product, market, 
industry trends, competition, financial 
requirements and management. The 
application states that the board of 
directors will review historical earnings 
and sales, evaluate forecasts of 
operating results provided to 
Interfunding and analyze the purchase 
price relative to book value. Applicants 
represent that the members of the 
KECALP board of directors are 
sophisticated and experienced in 
valuing securities and evaluating 
financial transactions generally. 
Applicants further represent that 
appropriate record-keeping will be 
maintained and made available for 
inspection by the Commission in 
accordance with the Act. The 
application indicates, with respect to 
clause (il). such cost will be the original 
purchase price of $8 per share paid for 
the shares of Ithaca's common stock on 
October 28, 1983, plus carrying costs 
relating to such investment. 

Applicants state that, for purposes of 
this transaction, carrying costs consist 
of interest charges computed at the 
lower of (i) the prime rate charged by 
Citibank, N.A. during the period from 
the date the investment committee of the 
KECALP board of directors authorized 
the investment (November 22,1983) to 
the date the Partnership acquires the 
investment or (ii) the effective cost of 
borrowings by MLACo. during such 
period. The application indicates that 
the effective cost of borrowings by 
MLACo. is its actual "average cost of 
funds" which it calculates on a monthly 
basis by dividing its consolidated 
financing expenses by the total amount 
of borrowings during the period. 
Applicants represent that MLACo.'s 
total borrowings, and consequently its 
total borrowing costs, are in part made 
up of its borrowings to finance 
proprietary investments such as Ithaca 
common stocks; hence, it is appropriate 
to attribute some of MLACo.'s borrowing 
costs, calculated at the average cost of 
funds, specifically to the Ithaca 
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investment. Applicants further represent 
that, in agreeing to make attractive 
investments available to KECALP 
partnerships, ML&Co. recognizes that in 
each case the KECALP partnerships will 
need to obtain an exemptive order from 
the Commission permitting the purchase 
from ML&Co. or another affiliate ond 
that there will therefore always be some 
delay between the time a KECALP 
partnership authorizes the purchase and 
the actual purchase. Applicants further 
state that ML&Co. recognizes that its 
having to carry this investment during 
the interim period will increase its 
overall borrowing needs beyond what 
they would otherwise be. 

Applicants contend that the issuance 
of an order is justified by both the terms 
of the transaction and the fact that the 
investment in Ithaca is not otherwise 
available to the Partnership. With 
respect to the terms of the transaction, 
the application indicates that the 
investment committee of the board of 
directors of KECALP has reviewed the 
proposed investment in detail having 
considered all information deemed 
relevant, including the nature of the 
investment, the nature of the 
investments by affiliates of ML&Co. in 
Ithaca and the farmers of the proposed 
purchase price to be paid by the 
Partnership. For these reasons, 
Applicants request an order be granted, 
pursuant to section 17(b) of the Act. 

The application states that, in 
evaluating the terms of the transaction, 
the investment committee of KECALP 
considered the fact that the proposed 
purchase price to be paid by the 
Partnership will include carrying costs 
incurred by an affiliate of KECALP if the 
value of the investment at the time of 
acquisition by the Partnership is more 
than the sum of the purchase price plus 
the affiliate's carrying costs. Applicants 
represent that no dividends have been 
received with respect to the proposed 
investment and that the purchase price 
to be paid by the Partnership will be 
reduced by the amount of any dividend 
for which the record date is prior to the 
date the Partnership acquires the 
investment. In approving a purchase 
price which may include carrying costs. 
Applicants state that the investment 
committee recognized that KECALP 
receives no compensation for serving as 
general partner of the Partnership and 
that ML&Co. had incurred considerable 
expenses in organizing the Partnership. 
Applicants further state that, in light of 
these factors, the investment committee 
believes it is wholly appropriate for the 
purchase price paid for portfolio 
investments to reflect carrying costs so 
long as the value of the investment at 


the time of acquisition exceeds the 
amount of the purchase price plus 
carrying costs. Applicants indicate that 
Interfunding will only be reimbursed for 
its carrying costs if the sum of its 
purchase price plus carrying costs is less 
than the investment's current value. 
Applicants submit that to deny 
reimbursement for carrying costs would 
result in a further and unwarranted loss 
to Interfunding and ML&Co. and provide 
a disincentive to sell investments to the 
Partnership in the future. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may, not later 
than April 15.1985. at 5:30 p.m., do so by 
submitting a written request setting 
forth the nature of his/her interest, the 
reasons for the request, and the specific 
issues of fact or law that are disputed, to 
the Secretary, Securities and Exchange 
Commission. Washington, D.C. 20549. A 
copy of the request should be served 
personally or by mail upon Applicant at 
the address stated above. Proof of 
service (by affidavit or. in the case of an 
attorney-at-law, by certificate) shall be 
filed with the request. After said date, 
an order disposing of the application 
will be issued unless the Commission 
orders a hearing upon request or upon 
its own motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

|ohn Wheeler, 

Secretary , 

|FR Doc. 85-7131 Filed 3-25-85; 8:45 am] 
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Issuer Delisting; Application To 
Withdraw From Listing and 
Registration; Pyramid Magnetics, Inc. 

March 19.1985. 

The above named issuer has filed an 
application with the Securities and 
Exchange Commission pursuant to 
section 12(d) of the Securities Exchange 
Act of 1934 ("Act**) and Rule 12d2-2(d) 
promulgated thereunder, to withdraw 
the common stock (no par value) of 
Pyramid Magnetics, Inc. ("Company") 
from listing and registration on the 
Pacific Stock Exchange. Inc. 
("Exchange"). 

The reasons alleged in the application 
for withdrawing this security from 
listing and registration include the 
following: 

(1) The Company has been informed 
that certain brokerage firms will not 
make a market in the common stock of 
the Company as a result of listing on the 
Exchange. The Board of Directors of the 


Company has determined that It is In the 
best interests of the Company to attempt 
to increase the number of brokerage 
firms making a market in the common 
stock of the Company. The Board of 
Directors also believes that the 
expenses and regulations associated 
with the Exchange listing are greater 
than any benefit derived therefrom. 

(2) The Exchange has posed no 
objection to the withdrawal of the 
specified security from listing and 
registration on the Exchange. 

Any interested person may, on or 
before April 9.1985, submit by letter to 
the Secretary of the Securities and 
Exchange Commission. Washington, 
D.C. 20549. facts bearing upon whether 
the application has been made in 
accordance with the rules of the 
Exchange and what terms, if any. should 
be imposed by the Commission for the 
protection of investors. The 
Commission, based on the information 
submitted to it. will issue an order 
granting the application after the date 
mentioned above, unless the 
Commission determines to order a 
hearing on the matter. 

For the Commisfion. by the Division of 
Market Regulation, pursuant to delegated 
authority. 

John Wheeler. 

Secretary. 

|FR Doc. 85-7124 Filed 3-25-85; 845 am] 
BIIUMG COOC MKHU-M 


(Release No. IC-14430; 812-5987] 

Templeton Global Funds, Inc. and 
John M. Templeton; Application for an 
Order Approving a Proposed 
Transaction 

March 19,1985. 

Notice is hereby given that Templeton 
Global Funds, Inc. ("Company"). 405 
Central Avenue. St. Petersburg, Florida 
33731, registered under the Investment 
Company Act of 1940 ("Act") as an 
open-end, diversified, management 
Investment company of the series type, 
acting on behalf of Templeton Global I 
("Global I"), one of the two series in 
which the Company's shares are issued; 
and John M. Templeton (together. 
"Applicants"), Lyford Cay. Nassau. 
Bahamas, an affiliated person of the 
Company, filed an application on 
November 16.1984. pursuant to section 
17(d) of the Act, and Rule 17d-l 
thereunder, requesting an order 
permitting Global I to pay a 
proportionate share of certain legal fees 
associated with a tender offer for the 
shares of a portfolio company of Global 
I. All interested persons are referred to 
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the* application on file with (he 
Commission for a statement of the 
representations contained therein, 
which are summarized below and to the 
Act for the complete text of the 
pertinent statutory provisions. 

The Company was organized under 
the laws of the State of Maryland on 
February 4.1981. Templeton is a director 
and chairman of the board of directors 
of the Company, and is. in addition, a 
director and president of. Templeton 
Investment Advisers Limited, the 
Company’s investment adviser. 

Therefore, Templeton is an “affiliated 
person’* of the Company (and of Global 
11 Hixording to the definition of 
affiliated person set forth in section 
2(a)(3) of the Act. 

It is further stated that at the time of 
thv transactions described herein Global 
I owned 39.000 shares of Mascan Corp. 
(Mascan”). a Canadian corporation 
whose shares are traded on the Toronto 
Stock Exchange. Global 1 purchased its 
ihares at on approximate average price 
of Can. $8.00 per share. At the same 
time, it is stated. Templeton beneficially 
owned, through a personal trust, 33.700 
sh ires of Mascan. 

In |uly. 1983, it is stated, three 
corporate minority shareholders of 
Mascan (“Minority Stockholders”) 
sought Templeton's participation in 
engaging the Canadian law firm of 
Stikeman* Elliot, of Toronto, to represent 
their common interests in the insolvent 
Mascan* which was then being managed 
by a court-appointed interim receiver. 
Templeton agreed to contribute 10% of 
the legal fees and expenses, while each 
of the Minority Stockholders contributed 
30^ of such fees and expenses. 

from July through December. 1983. 
Stikeman, Elliot investigated certain 
claims against the principal stockholder 
of Mascan concerning his managment of 
the enterprise. In late December. 1983. 
this investigation was postponed when 
Hammerson Canada. Inc. 

(“Hammerson”) proposed that, in 
exchange for all outstanding Mascan 
common stock, it would exchange 
shares of either Hammerson. or of a 
company (“Newco") which Hammerson 
proposed to create for the express 
purpose of acquiring those Mascan 
assets which Hammerson did not wish 
to acquire. On behalf of Templeton and 
the Minority Stockholders. Stikeman, 
Elliot responded to this proposed offer 
*»th concerns as to its fairness in value, 
the equality of treatment of all 
•hareholders, and the preservation of 
claims against the principal shareholder. 
Stikeman, Elliot conducted extensive 
negotiations with Hammerson; the firm 
also obtained, on behalf of Templeton, 
•nd the Minority Stockholders, an order 


from the Chief Justice of the Supreme 
Court of Ontraio authorizing 
Hammerson to alter its offer. 

Under the revised proposal. 
Hammerson offered to pay Can. $15 
cash per share of Mascan stock. It also 
offered to include warrants exercisable 
through September 30.1984, to purchase 
shares of Newco. Hammerson also 
reached an agreement with the principal 
shareholder of Mascan under which he 
agreed to apply his proceeds from the 
exchange, after settling a debt collater 
alized by his Mascan shards, to the 
purchase of Newco shares. The offer 
also expressly preserved all potnetial 
shareholder claims against him. Finally. 
Stikeman, Elliot obtained the 
nomination of one person to Newco's 
board of directors to serve until the 
expiration of the warrants. 

In response to the terms of the revised 
offer, Global I tendered its shares to 
Hammerson. It is further stated that 
because of the substantial benefits 
derived by Global I from the efforts of 
Stikeman. Elliot. Global I proposes to 
contribute to contribute 53.6% of the 10% 
share of legal expenses which 
Templeton agreed to pay in his July, 

1983 agreement with the Minority 
Stockholders. This percentage is based 
upon the percentage of Mascan shares 
held by Global I and Templeton. As of 
May 1,1984. Templeton's 10% share of 
legal expenses amounted to Can. 
$18,828.78; of this amount. Global I 
would pay Can. $10,092.23. Additionally, 
the Company, on behalf of Global I. also 
agreed to pay a pro rata of any future 
legal fees and expenses incurred in 
representing its interests in the 
transaction. 

Applicants submit that the proposed 
payment by Stikeman. Elliot may be 
regarded as a “joint enterprise or other 
joint arrangement” within the meaning 
of Rule 17d-l(c) under the Act; therefore. 
Applicants have applied for an order 
approving the joint payment of the 
aforesaid legal fees and payments. 

In support of such request, it is 
represented that, at a meeting held on 
October 2,1984. the board of directors of 
the Company, including a majority of the 
Company's directors who are not 
"interested persons” thereof (as defined 
in section 2(a)(19) of the Act), 
determined that Global I had benefited 
from the efforts of Stikeman. Elliot in 
seeking modification of the Hammerson 
exchange offer proposal, and that it 
would be appropriate for Global 1 to 
bear a portion of the legal fees and 
expenses incurred by Templeton and the 
Minority Stockholders. The board 
further noted, that if Templeton, an 
affiliated person of the Company, had 
not beneficially owned shares of 


Mascan, the Company's board of 
directors could have authorized 
payment by Global 1 of the legal 
expenses involved without obtaining 
Commission approval. Finally, it was 
decided that Global I should contribute 
to the legal expenses involved in 
Stikeman. Elliot's continuing 
investigation into the managment of 
Mascan by its principal stockholder, 
subject to quarterly review by the 
Company of the status of the 
investigation and any resulting 
litigation. 

Notice is further given that any 
interested person wishing to request a 
hearing on the application may. not later 
than April 15.1985. at 5:30 p.m., do so by 
submitting a written request setting 
forth forth the nature of his/her interest, 
the reasons for the request, and the 
specific issues of fact or law that are 
disputed, to the Secretary. Securities 
and Exhange Commission, Washington. 
D.C. 20549. A copy of the request should 
be served personally or by mail upon 
Applicant at the address stated above. 
Proof of service (by affidavit or. in the 
case of an attorney-at-law, by 
certificate) shall be filed with the 
request. After said date, on order 
disposing of the application will be 
issued unless the Commission orders a 
hearing upon request or upon its own 
motion. 

For the Commission, by the Division of 
Investment Management, pursuant to 
delegated authority. 

John Wheeler. 

Secretary. 

|FR Doc. 85-7130 Filed 3-25-85; 8:45 am) 
silling coot soio-oi-n 


(File Ho. 1-87091 

Issuer Delisting; Order Granting 
Application To Withdraw From Listing 
and Registration; United Stockyards 
Corp. 

March 19. 1985. 

The above named issuer has filed an 
application with the Securities and 
Exchange and Exchange Commission 
pursuant to section 12(d) of the 
Securities Exchange Act of 1934 (“Act”) 
and Rule 12d2-2(d) promulgated 
thereunder, to withdraw the specified 
security from listing and registration on 
the American Stock Exchange. Inc. 
("Exhange”). 

The reasons alleged in the application 
for withdrawing this security from 
listing and registration include the 
following: 

(1) The $.01 par value common stock 
of the Registrant has been listed for 
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trading on the Exchage and, pursuant to 
a regulation statement on Form 8-A. 
which become effective on February 7. 
1985. the New York Stock Exchange 
(“NYSE”). Trading in the Registrant's 
common stock on the NYSE commenced 
at the opening on business on February 
11.1985. and concurrently therewith 
such stock was suspended from trading 
on the Exchange. 

(2) The Board of Directors of the 
Registrant determined that, in view of 
the listing of the Company's common 
stock on the NYSE, it was advisable for 
the Company to withdraw from listing 
on the Exchange. 

(3) The Exchange has informed the 
Registrant that it has no objection to the 
withdrawal of the Registrant's common 
stock from listing on the Exchange. 

The Commission, having considered 
the fact9 stated in the application and 
having due regard for the public interest 
and protection of investors, orders that 
said application be, and it hereby is. 
granted, effective at the opening of 
business on March 20,1985. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority, 
john Wheeler. 

Secretary. 

|FR Doc. 85-7123 Filed 3-25-85: 845 am) 

bilunq cooc so io-o i 


i Release No. 34-21863: Amex-84-351 

Self-Regulatory Organizations; 
American Stock Exchange. Inc.; Order 
Approving Proposed Rule Change 

I. Introduction 

The American Stock Exchange 
("Amex" or "Exchange ") submitted on 
November 26,1984. copies of a proposed 
rule change pursuant to section 19(b)(1) 
of the Securities Exchange Act of 1934 
("Act") and Rule 19b-4 thereunder to 
amend the Amex Company Guide to 
add new sections 118.145 and 1005 
governing listing requirements for 
certain unit investment trusts which 
permit investors to separnte their 
securities holdings into distinct trading 
components representing discrete 
interests in the income and capital 
appreciation potential of the securities 
deposited in the trust. On December 11, 
1984. the Amex submitted Amendment 
No. 1 to the proposed rule change to 
modify several provisions of the original 
filing and on February 14.1985. 
submitted Amendment No. 2 to the 
filing. 1 


' Notice of the proposed rule change, together 
with the term* * of substance of the proposed rub 
change, constating of thr filing as a mandrel by 


According to the Amex. the only such 
investment trusts it is contemplating 
listing at this time are the 30 trust series 
for which registration statements have 
been filed with the Commission by the 
Americus Shareowner Service 
Corporation ("Americus Trust" or 
"Trust"). The Amex has indicated that, 
should the opportunity arise, the 
Exchange may list similarly structured 
investments trusts other than Americus 
Trust 

Under the proposed rule change, each 
issuer of a security held by the trust 
must have a total assets exceeding $100 
million and a net worth greater than $10 
million. A listed trust must have a 
minimum public distribution of one 
million units held by at least 800 round- 
lot holders, and a stated term of at least 
three years. Further, no more than one 
trust may be listed on a single issuer. 
The proposed rule change prohibits a 
listed trust from accepting stock of 
Amex-liated issuers, and prohibits more 
than 5% of an issuer's securities from 
being held by a trust. Further, the trust 
must pass through any right to vote 
conferred by a security held by the trust 
to the beneficial holders of the trust’s 
units and furnish such holders with 
copies of any shareholder 
communications received from the 
issuer to the extent the trust is 
reimbursed by the issuer. 1 3 

Americus currently has pending with 
the Commission filings to register under 
the Securities Act of 1933 units to be 
issued by thirty series of a unit 
investment trust registered under the 
Investment Company Act of 1940. The 
registration statements were filed in 
|anuary 1984. The registration 
statements indicate that each 
investment trust series would offer to 
exchange its units on a one-for-one 
basis for shares of common stock of a 


Amendment No. 1. wet given by the umuum:« of a 
Commission release (Securities Exchange Act 
Release No 21581. December IS. 1964) ami by 
publication in the Federal Register (49 KR WtMk 
December 27. IU84| 

* Amendment No. 2 was not published separately 
for comment because the proposed changes 
included In Amendment No. Z do not materially 
alter the terms of substance of the proposed rule 
change as published in the Federal Register The 
proposed prohibition against listing multiple tniita 
on sn issuer, intended to addreea certain concerns 
raised by commentators, narrows the origin! hI 
proposal and raises no new Issues commentators 
have not already had An opportunity to address. 
Similarly, the Amex proposal to prohibit trusts on 
Amrx-hsted issuers is more restrictive than the 
original proposal which would have permitted up to 
10% of the securities of a trust to be Amex listed 
and traded. Finally, the proposed amendments to 
the delisting criteria under section 1006 of the Amex 
Canrpoey Guuh would merely specify those 
provisions of the general Amex delisting criteria 
enumerated in the original filing that would apply to 
delisting the proposed trusts. 


single major industrial issuer. 1 Units of 
each Trust series may be divided by 
their holder into two components. The 
PRIME carries the dividend and voting 
rights in the underlying common stock. 
The SCORE component carries the right 
to capital appreciation over a specified 
price ('Termination Claim"). 4 

II. Background 

After Americus submitted its filings in 
January 1984. several corporations and 
individuals wrote to the Commission 
raising various questions about the 
Americus Trust concept • A number of 
commentators viewed the SCORE 
component as functionally equivalent to 
an option and questioned whether 
SCOREs and options require equivalent 
regulatory treatment. Commentators 
also questioned whether proliferation of 
the Americus concept would lead to 
market and investor confusion and 
disrupt the primary trading market for 
the issuers' equity securities. Other 
commentators stated that, by dividing 
shareownership rights between SCOKKs 
and PRIMEs. the Trust would create 
conflicting interests among component 
holders that might adversely affect 
corporate governance. For example, they 
noted that SCORE holders would favor 
measures tending to promote capital 
appreciation while PRIME holders 
would support proposals to maximize 
current income distribution. 


'On November 14.1964. Americus filed with thr 
Commission Amendment No. 1 to its registration 

statement filed on Form S-6 foe Americus Trust. 
Fxxon Series A. Registration No. 2-86674. The 
statement amended the Rxxon filing of January 1364 
to reflect a private latter ruling, discussed infra 
issued to Americus by the Internal Revenue Service, 
as well as to amend the original Rxxon statement in 
a number of other respects In addition. Amertco* 
filed two additional amendments. Noe 2 and X to 
its Exxon statement on January 10.1966 and 
February 13.1965. respectively. On March 14,198k 
the Commission declared effective Amendment No 

3 to the Exxnn statement. Thr amended statement 
does not alter the basic operating terms of the Trust 
nor the properties of the Trust securities. 

'The PRIME component also carries th« right to 
receive, upon termination of tha Trust, a distribution 
of stock and cash (for fractional interests] having • 
value of the lesarr of the termination claim or the 
Net Asset Value Per Unit SCORE holders would 
receive, at termination of the Trust, a distribution of 
stock and cash equal to the value of the excasa of 
the Net Asset Value per unit over tha Termination 
Gatov 

‘The Commission received comment letters from 
the following issuers in connection with Americus 
proposed formation of 30 Trusts series: 

International Business Machines Corp ("IBM"). 
Procter A Gamble Company, Xerox Corp.. Standard 
Oil Company (Indiana). Texaco Inc.. GTE Corp.. uod 
Royal Dutch Petroleum In addition. Congressman 
John D- Dtngrll Chairman of tha? House Commit*re 
on Energy and Commerce, expressed various 
concern* relating to Amencus Trust in a letter !o 
Chairman John S R. Shad, dated March 15,1984 
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On June 1,1984. the Commission 
issued a release soliciting public 
comment on a number of issues relating 
to the Americus filings, including those 
raised by Issuer and congressional 
commentators. 4 The release presented 
the Commission's view that 
amendments to New York Stock 
Exchange ("NYSE") ’listing criteria 
were necessary to accommodate the 
novel functional properties of Americus 
securities should the NYSE choose to 
list additional Trust series, and 
requested comment on appropriate 
listing standards. The Commission also 
sent a letter to the NYSE requesting that 
it develop listing standards for Americus 
securities and recommending guidelines 
thdt the NYSE might follow in 
establishing such criteria.* * Further, the 
Commission decided to defer 
consideration of whether to declare the 
30 Americus registration statements 
effective. The release elicited a number 
of comment letters from issuers, the 
securities industry. Congress, and the 
public, raising a number of concerns 
awarding the proposed Trust.* 

On April 27,1964, the Internal 
Revenue Service ("IRS") issued a Notice 
of Proposed Rulemaking under Section 
7805(b) of the Internal Revenue Code of 
1954, the effect of which would be to tax 
Americus as a partnership or 


‘Sw Securities Exchange Act Release No. 21009 
(Me U 1064). 49 PR 2J6&3. fun* 7. 1964 

1 Prior to Amman' January 1964 filing of 30 True! 
•met with the Cocwmnwon. the NYSE hated the 
wmii PRIME* and SCORE* of an Americas Truat 
tor ATiT common shares The Trust for ATAT was 
f'Vd with the Commission and declared effective 
October 25.1983. and began trading on a "whan 
basis an the NYSE on October 25. The 
AT AT PRIME* and SCOREs were fitted under 
minn* NYSE listing atandarda for preferred atock 
and warrant* While the Commission alaff did not 
object to the NYSE* hating the Anvmcva ATAT 
Truat securities in the aha*nee of new hating 
ibndardi, the alaff indicated to the NYSE that 
amendments to ill hating atandarda, filed with the 
Ccmrelation under section 19fbJ of the Act. might be 
required before the NYSE could lift additional Truat 
wnw See Amerlcti* Release. tupro note S. 49 PR at 
2XA7 n 26 

•See tetter from George A Pitisimmon*. 

Secretary. SEC. ta John | Phelan |r. Chairman. 
NYSE, dated |unt 1 1904 

'The Commission received comment letter* from 

• n i mbor of issuer* that had commented previously 
on the Americus Trait concept. including IBM. 
Trxarxx, lnc~, Procter A Gamble Company. Xerox 
Ovp Royal Dutch Petroleum. Standard Oil 
(Indiana), and GTF. Corp Additional commentator* 
mriudad Ford Motor Company. El. Du Pont de 
Vreour* A Company W R Grace A Co, Amerkan 
Society of Corporate Secretaries, Union Carbide 
(-orp. The Dow Chemical Company. Financial 
Executive* Inal Hu te. the Natioaal Association of 
huation Corp., 3M Corp.. Richard H. Troy, and 
Dcnnt* McConnell of the Unfveralty of Maine. See 
ol*o Latter from Anne Taylor. A* soda Ur General 
Couniel and Secretary, Chicago Board Optiona 
f hange rCBOE”). to Shirley E Hollis, Acting 
SEC. dated September Id 1984. 


association rather than as a trust. 10 
Under the IRS proposal. Americus Trust 
would pay federal income tax on 
dividends and income paid to the Trust 
by the issuer on stock held by the Trust, 
instead of passing income through fully 
to investors. Concurrent with its 
issuance of the Final Draft of Proposed 
Rulemaking the IRS revoked an IRS 
private letter ruling of September 4, 

1960. in which Americus was informed 
that it would be treated as a grantor 
trust for federal tax purposes. 11 

As a result of the uncertain federal 
tax status of Americus Trust and of 
concerns raised by several NYSE 
issuers, the NYSE informed the 
Commission that it has established a 
moratorium on listing additional 
Americus Trust series. 11 In addition, the 
NYSE indicated that it had commenced 
a review of the issues related to 
Americus with the help of its Listed 
Company Advisory Committee 
("LCAC"). 

Pending further action by the NYSE on 
Americus. the Commission wrote to 
Joseph Dcbe. President of Americus, 
informing him of the NYSE’s letter to the 
Commission and requesting that he 
inform the Commission of whether be 
intended to continue to pursue 
registration of Americus Trust series in 
light of the NYSE moratorium- 10 In that 
letter, the Commission also requested 
that Americus work with the NYSE in 
developing possible NYSE listing 
standards to accommodate the Trust 
series. 

On November 14.1984. Americus 
submitted to the Commission 
Amendment No. 1 to its registration 
statement ("Amended Exxon 
Statement") which stated that, once the 
registration statement was declared 
effective, application would be made to 
trade the Ainericus securities on the 
Amex. The Amended Exxon Statement 
stated further that on November 5,1984, 


*• Proposed Amendment to Treasury Regulation 
| 301.7701-4(c), 49 FR 16741. May 2.1904 In a Lett or 
responding to the IRS Nolle*. Americas tinted Its 
opposition lo the proposal and argued that, should 
the proposal be adopted, the Truat series already 
filed with tHe Commission should be granted 
"grandfather" status under the rale Americus 
staled that the Trust had been developed in reliance 
on a ruling received from the IRS on September 4. 
1980 Letter from Oro A. Gamboni. Cahill Cordon A 
Ramdel (counsel to Americus). to Commissioner of 
Intern*! Revenue. IRS. d*ted June 26. 1964. 

11 See letter from Richard H. Manfred*. Chief. 
Individual Income Tax Branch. IRS. lo A Joseph 
Debe. President. Americus Shareowner Service 
Corporation, dated November 5.1965. 

,# See latter from John ). Phelan. Chairman. 

NYSE, to George A Fltutmmon*. Secretary. SEC, 
dated July 11,1984. 

•* See letter from Shirley R Hollis, Acting 
Secretary. SEC to A. Joseph Debe, President. 
Amenc.ua, dated October 17.1964. 


the IRS hud issued a supplemental ruling 
to Americus permitting Americus. 
subject to certain conditions, lo rely on 
the IRS private letter ruling of 
September 4,1^80 and exempting the 
Trust from application of the proposed 
Treasury Regulation. The Amex then 
submitted to the Commission on 
November 26. 1964. the proposed rule 
change including listing standards for 
investment trusts meeting the 
description of the thirty Americus Trust 
series. 

III. Issues Raised by Commentators 

The commentators on the Amex 
proposed rule change raised many of the 
same concerns previously expressed 
regarding Americus. 14 Several 
commentators stated that: (1) SCORE* 
were equivalent to options and. 
therefore, required similar regulatory 
treatment (<?.#., preparation and 
dissemination of a risk disclosure 
document and establishment of special 
investor suitability criteria), and (2) that 
the Amex proposal, by authorizing 
exchange trading of a new derivative 
instrument and permitting multiple 
trusts to be listed on a single underlying 
issue, would create both investor $nd 
market confusion. 

In addition, commentators objected to 
the following Trust characteristics that 
would be permitted under the Amex 
proposal: (1) Issuer communications 
would be transmitted by the Trust to 
unit and PRIME holders only upon 
reimbursement by the issuer of 
transmittal expenses. (2) the PRIME and 
SCORE holders would have differing 
investment interests, and (3) voting 
rights would "pass through" only to 
PRIME and unit holders. 1 * 

Two commentators stated that the 
Trust characteristics could significantly 
impact tender offeres and impair the 
trust holders' ability to benefit from a 
tender offer. 14 It was stated that, in 8 


14 See letter* from IBM. dated January 15.1965. 
Chevron, dated January 16,1965; Royal Dutch 
Petroleum, dated January 17.1965; the NYSE LCAC 
and the CBOE dated February 0. 1965. 
Commentator* responded to the suiidUtion of 
comments In Securities Exchange Act Release No. 

21516. tupra note 1. which described the Amex 
proposed listing standards prior to changes effected 
by Amendment No. 2 to the filing. Among other 
thing*, that amendment prohibited Amex listing of 
more than one trust on on issue. See note 2. supra. 

‘'The CBOE recommended that the trustee ’‘must 
either (1J undertake voting responsibility for the 
shares underlying trust units or (2) make pass 
through mailings of materials provided by issuer* of 
those shares to holder* of trust units. PRIMEs end 
SCOREa. regardless of whether the issuer agrees to 
pay for such mailings." 

“See letter* from IBM end the LCAC 
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hostile takeover, raiders could buy 
PRIME components at a price below 
that of the underlying stock. Further, 
concern was raised that trust holders' 
participation in a tender offer could 
effectively be precluded because of: (1) 
The Trustee's obligation to reject all 
tender offers and (2) difficulties in 
buying components in order to combine 
them into units, redeeming the units for 
underlying shares and responding to the 
offer in a timely manner. 17 

IV. Discussion of Issues 

Consistent with the Commission's 
request to the NYSE, the Amex 
developed listing standards specifically 
designed to accommodate the listing of 
Americus units. PRIMES and SCOREs. 1 * 


,f Commentators also raised a vanrty of other 
concern! about Amex's proposed luting standards 
for America! Trust securities IBM stated that 
”(s|mce the holder of the PRIME ia concerned 
primarily with return on investment. the prospectus 
and annual report required by proponed section 
llStg) lot the] Amex (rules) should address probable 
and possible coals in detail.” IBM also 
recommended that the 5% ceiling on the percentage 
of an Usuer's shares accepted by a listed trust be 
calculated on the basia of common shares, rather 
than "equity securities” aa provided In the Nole to 
subsection (b)(ii|. and that a trust s annual report, 
under proposed Subsection fg). should disclose the 
non-cash as well as cash dividends distributed 
IBM recommended that tha Amex clarify its 
suspension and delisting guidelines under proposed 
section 1009. The OBOE staled that the Ames 
proposal should include delisting standards 
incorporating minimum requirements for round lot 
holders of trust units and that the proposed 
minimum trust term should be extended from three 
years to. perhaps, ten years to minimize the 
similarities between SCORE* and options. 

Royal Dutch Petroleum reiterated several of its 
concerns, notably that the market liquidity for its 
United States registered shares could be impaired 
under the Amex proposal, because 5* of its total 
public float which could be deposited in the Trust, 
would represent 20% of its United Slates registered 
common stock. In this regard. Amex has indicated 
that it will not accept for listing and registration in 
the Trust on Royal Dutch unlit the Amex has been 
advised that the concerns raised by the most recent 
Royal Dutch comment latter “have been 
satisfactorily resolved or that the Commission staff 
would not object to such listing.” See letter from 
Benjamin D Krause. Senior Vice President. Amex. 
to Michael Cavalier. Branch Chief. Branch of 
Exchange Regulation. Division of Market 
Regulation, dated February It. 1964 

*• Amex‘a Amendment No. Z to its proposed 
listing standards addressed several issues raised by 
IBM in its comment letter of February 15,1965. 
Notably, the amended Amex proposal responds to 
IBM** comment that the Amex clarify its suspension 
and delisting guidelines under proposed Section 
1005. The amended requirements would apply 
delisting criteria under section 1003 fa) of the Amex 
Company Crrtde to target issuers, and provide a 
number of additional debating criteria for 
investment trusts, including minimum numbers of 
record and/or beneficial holders of trust units or 
trading components (400). and of trust units 
outstanding (200.000) 


For the reasons discussed below, the 
Commission believes that the proposed 
standards adequately address the 
concerns that have been raised by 
commentators and that the Commission 
expressed regarding listing standards 
for Americus trading instruments in its 
June 1, 1984. letter to the NYSE. 
Moreover, the Commission believes that 
the listing of Americus trusts will result 
in potential benefits to investors in the 
trust instruments and the underlying 
security. Specifically, the availability of 
the trust may permit some investors to 
more closely approximate their desired 
investment objectives through, for 
example, shifting some of the 
opportunity for upside gain through the 
sale of the PRIME component in return 
for additional income. Accordingly, the 
Commission has concluded that the 
Amex listing standards are consistent 
with the Act. 

A. Similarity to Options and Need for 
Comparable Regulation 

The Commission believes that, despite 
surface similarities between SCOREs, 
and options, on balance SCOREs more 
closely resemble warrants than they do 
options. 19 In particular, warrants, like 
SCOREs. are (1) issued at a single 
exercise price (generally above the 
current market price). (2) with a single 
expiration date (generally three to ten 
years in the future), 30 and (3) equal only 
a modest percentage of the public float 
of the underlying stock. In addition, 
because of their longer terms to 
maturity, substantially smaller trading 
volume and more severely limited open 
interest, warrants generally do not 
present the same manipulative or other 
trading abuse opportunities as listed* 
options. 21 


•• Several Gomrm Mature who responded to the 
Amenms release of June 1 . 1964, which described 
the prospect of the NYSE's listing additional 
Amencus Trusts, were concerned that the NYSE did 
not propose to apply to SCORE* the historical 
restriction against permitting options to trade side- 
by-side on the same exchange floor at the same 
specialist post The Commission believes, however, 
that such cooccms are eliminated by having 
Amencus securities trade on the Amex rather than 
the NYSE, because the issuers targeted by Amencus 
are listed on the NYSE. In addition, the Amex also 
proposes to anticipate such concerns under section 
110(d) by refusing to fist an investment trust if the 
securities held by the trust are listed on the Amex. 

** According to Amended Exxon Statement No. 2, 
the SCORE* on Exxon will expire five years after 
the deposit expiration date. 

11 The Commission recognizes that there are 
differences between warrants and SCORE*. 
Warrants are technically exercisable el any time, 
whereas SCOREs cannot be redeemed 
independently but must be combined with an equal 
number of PRIME* Moreover, warrants would be 
exercised at a "strike price” specified by the issuer 
at the time of issuance, while combined SCORE* 
would be redeemed for a prorated number of 
common shares selling at the market price tn 


Options, unlike SCOREs as permitted 
under Amex proposed Section 118(c). 
are issued at a variety of exercise price* 
with additional exercise prices offered 
as the price of the underlying stock 
changes. 77 This ensures that there are 
always "at-the-moncy" options 
available on the stock and thereby 
maximizes the speculative and hedging 
opportunities afforded by listed options 
trading. In addition, new stock options 
are listed quarterly with a maximum 
duration of nine months and there is no 
limitation on the number of stock 
options outstanding at any given time. 

By contrast, the expiration date of 
SCOREs of any given trust is. under 
Amex proposed section 118(g), a 
minimun of three years into the future.” 
and the maximum offering of any 
SCORE issue is proposed to be 5% of the 
public float of the underlying stock. 94 
Accordingly, in view of the fact that 
warrants, by and large, are treated the 
same as any other securities and their 
trading is not subject to the special 
disclosure, suitability and related rules 
applied to standardized options trading, 
and in the absence of any demonstrated 
abuses, the Commission finds that it is 
not necessary at this time to require 
SCOREs trading to be governed by the 
special regulatory requirements 
applicable to standardize options. 


addition, warrant bolder* have no claim upon assets 
in liquidation. whereas SCORE holders have the 
right upon termination of the treat to the excess cf 
the Net Asset Value per Unit over the Termination 
Claim fin atock and cash for any fractional shares) 
The Commission does not believe, however, that 
any of these differences result in any greater nsk of 
market manipulation or disruption for SCORE* 

M Although SCORE*, like call options, offer the 
investor the opportunity to speculate on a leveraged 
basis on possible price increases in the underlying 
stock, such opportunities would be limited by the 
single termination date. Accordingly, the Rfdilnq 
concerns of commentators in this area are. in part, 
alleviated by the provisions tn the Amex propositi 
rule change prohibiting tha listing of more than one 
trust on a target issuer. 

u While under Amex proposed section 116(g). thr 
stated term of the Trust may not be less than three 
years, thr proposed Americus Trust for Exxon will 
extend for five years. Although one commentator 
ha* staled that the Amex proposed trust term of 
three years would heighten similarities between 
SCORE* and options, the staff believes that a 
principal trading characteristic of options is that 
they are trading vehicles with significantly shorter 
terms than several years. For example, the most 
actively traded options series, by far. are those wUh 
three months or lesa to expiration. 

•• In addition. SCOREs. unlike call options, do not 
provide the holder the right to receive underlying 
common stock at a specified price upon exercise 
The SCORE holder, et termination of the Trust, 
receives atock from the Trust equal in value to 
appreciation In Ihe Net Asset Value per unit of the 
stock above the termination claim. 















Federal Register / Vol 50, No. 58 / Tuesday, March 26, 1985 / Notices 


B Investor Confusion 

A number of commentators opposed 
the Americas offerings because they 
would result in the creation of new 
kinds of instruments (/>., SCORES. 
PRIME# and units) that could prove 
confusing to public investors, tn the 
Commission's view, the Amex has taken 
a number of steps to minimize market 
confusion concerns. In particular. 
Amendment No. 2 to the Amex filing 
prohibits the trading on Amex of 
multiple trust on single underlying 
issues. In addition. Amex has indicated 
that its present intention is to list only 
the thirty investment trusts that have 
been granted tax relief by the IRS. 

Should Americus of other trust sponsors 
seek to establish additional trust series 
on the same or other target issuers to be 
traded on the Amex or other exchanges, 
the Commission would evaluate 
carefully the circumstances under which 
such trading appropriately could be 
expanded. 

C. Impact on the Underlying Security 

Commentators have raised a variety 
of concerns about the impact of the 
Americus Trust securities on the market 
for the underlying securities, on the 
ability of the issuers of the those 
securities to communicate with their 
sharnholders, and on the govenance of 
their corporations, given the differing 
voting rights and investment interests of 
PRIME and SCORE holders. The 
Commission does not wish to minimize 
the possible significance of such 
concerns in the abstract. However, in 
view of the 5% ceiling imposed by Amex 
on the percentage of the target issuer's 
•hares that may be held by a trust M and 
the prohibitions of multiple trusts on a 
single issue, none of these concerns 
should be a major problem with respect 
to any trusts established under the 
Amex rules. 

In addition, the Amex has proposed e 
variety of other specific provisions 
designed to address these issues. Under 
subsection 118(a), the Amex will not list 
a trust unless the issuer of the 
underlying securities has net worth in 
excess of $10 million and total assets 


* A •imilar W ceiling is contained tn ihe 
Amencus registration statement with reaped to the 
number of share* * the trustee can accept lor any 
Truit «tnet Exhibit 8 of the IRS private tetter lo 
Ar>nou*. detail November 5. ISM. aleo establiahte 
number* of •Karra that any one truat may 
•‘-orpt The number* are intended lo represent 
•^nowhat teas than 5% of the outstanding common 
of each issuer experience with the AT*T 
Ameticui Trust suggests that substantially fewer 
•hires than that may actually be deposits*! with the 
• nat Indeed, common shares constituting only OS% 
the outstanding common atock of pre-divestiture 
AT 4T witt deposited in tha Trust on AT#T 
currently trading on the .NYSE 


greater than $100 million. As noted 
above, the Amex also proposes to apply 
its traditional listing standards relating 
to number of shareholdes to the Trust 
securities themselves. In conjunction 
with the 5% ceiling, the Commission is 
satisfied that the Amex proposal should 
ensure adequate liquidity in the market 
for Americus unit and components, 
while not reducing the liquidity of the 
underlying stocks. 

With respect to shareholder 
communications, Americus and 
proposed Amex section 118(g) require 
the Trustee to transmit issuer 
communications to unit and PRIME 
holders only if reimbursed for 
transmittal expenses by the issuer. In 
the Commission’s view, the Trustee's 
relationship to trust holders resembles a 
broker*s to his street name customers 
(the beneficial owners of stock 
registered in the broker's name). In this 
regard, the Amex proposal is consistent 
with the obligations imposed on brokers 
pursuant to Rule 14b-l(b) under the 
Exchange Act. 17 Under this Rule, the 
broker is not required to transmit issuer 
communications to street name 
customers unless he receives assurances 
that the broker's reasonable expenses 
will be paid by the issuer. The 
Commission hopes most issuers will 
bear the expenses of forwarding 
shareholders communications given the 
importance these issuers have 
repeatedly given to communicating with 
their shareholders. Indeed, Americus 
represents that the AT&T holding 
companies have paid these expenses for 
the AT AT trust. Accordingly, the 
Commission does not believe that the 
differing voting rights and Investing 
interests of PRIME and SCORE holders 
will materially impact on shareholder 
participation or corporate governance.*• 

D. Tender Offers 

Amex proposed sections 118,145 and 
1005 do not specifically address tender 
offers. Commentators also discussed, 
however, several issues regarding the 
effects of the proposed trusts in the 


* Moreover, the deposited shares are not 
permanently removed from the market. Truat unit* 
can be redeemed at any time, and PRIME* and 
SCORE* can be recombined and redeemed at any 
time Accordingly, there shook! be a doee 
relationship between the market for tha underlying 
security and the market* that develop for Americus 
unit*, PRIME* and SCORE* 

r 17 CFR 2eCM4b-l 

* tn thi* regard* the Amex proposal does not 
provida that either component of listed Investment 

trust* will carry voting or othar express right* 
Under proposed lection 118(0. Amex only would 
require that |h« right* inhering in the securities be 
pa seed through to unit holder* thereby permitting 
the Truat instrument to confer differing voting right* 
on different component holder*. 
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tender offer context." The concern most 
often raised was that a hostile acquiror 
could, by buying PRIMEs. obtain 
significant voting power in the target 
company without paying the full price of 
the underlying stock. One commentator 
stated that the target issuer similarly 
could incorporate PRIME® in a defensive 
strategy against a hostile bid. 
Conversely, some commentators stated 
that the Trustee’s obligation to reject 
any tender offer could interfere with 
trust holders' ability to respond to an 
offer, since trust holders might 
encounter illiquid markets in either or 
both components, and administrative 
delays in redeeming units for common 
stock. In addition, a commentator 
questioned how the rules governing 
tender offers under Rule 10b-13 under 
the Exchange Act would apply to 
PRIMES and SCORE®." 

The Commission believes that the 
Americus registration statement clearly 
discloses the principal difficulties that 
may confront trust holders in responding 
to a tender offer.* 1 Trust holders are 
clearly informed that they are not 
investing in equity securities of the 
underlying company, and that the 
procedures for participating in a tender 
offer for the company's equity shares 
will be neither indentical to nor perhaps 
as direct as those available to holders of 
the underlying stock. Moreover, the 
effect of PRIMEs in the tender offer 
context will be minimized due to the 
limited number of PRIMEs outstanding. 

In addition, the Commission believes 
that Rule IOb-13** would prohibit any 
person making a tender offer for a 
security underlying any of the trusts 
from purchasing outside of the offer (/>.. 
in market or privately negotiated 
transactions) units. PRIMEs or SCORES, 
whether or not the person own® one or 
more components prior to the offer. The 
Commission views PRIMEs and 
SCOREs. both individually and 
combined, as "immediately 
exchangeable for or convertible into the 
underlying stock." and thereby barred 


•The America* registration statement provide* 
that tha Trust** must rvfecl all tender offer* for the 
common stock htid in the Trust Trust holder* may 
respond lo a lender offer by recombining 
component* and redeeming the units for their pro 
rata sh«rr of the Trust held stock. 

~Scr latter from IBM 

The availability to teodar by letter of guarantee 
also may alleviate any ooocem* raised by 
administrative delays m tnmafertng tha unit*. 

"Rule 106-13 ts designed to safeguard the 
interest* of target shareholder* by protecting them 
a gems! any purchase outside of the lander offer by 
the bidder of the subject aacurity (or a security 
immediately convertible Into or exchangeable for 
the security) at a consideration greater than or 
different from that offered shareholder*. 










11976 


Fedora! Register / Vol. 50, No. 58 / Tuesday, March 28, 1985 / Notices 


from purchase outside the offer under 
Rule 10b-13. The Commission therefore 
believes the creation of a limited 
number of Americus trusts will not 
interfere with underlying objectives of 
the Williams Act, particularly in light of 
our interpretation of Rule 10b-13. 

V. Conclusion 

The Commission finds that, in light of 
the 5% ceiling on the number of shares 
deposited as well as the limitation of 
only one trust per issuer, the Amex 
proposal adequately responds to 
concerns raised by commentators, and 
generally provides an appropriate 
regulatory scheme for the protection of 
investors. Accordingly, the Commission 
finds that the Amex proposed listing 
standards for investment trust securities 
under proposed sections 118,145 and 
1005 of the Amex Company Guide are 
consistent with the requirements of the 
Act and the rules and regulations 
thereunder, and. in particular, the 
requirements of section 6 of the Act and 
the rules and regulations thereunder. 

By the Commission. 

|ohn Whodfr, 

Secretary \ 

March 18,1985. 

|FR Doc. 85-7127 Filed 5-25-85; 8:45 am| 

BILLING COOC BOIO-41-tt 


I Release No. 34-21884; Fite No. SR-MCC- 
85-21 

Self-Regulatory Organizations; 
Proposed Rule Change by Midwest 
Clearing Corp. Relating to Mandatory 
Input of Municipal Bond Accrued 
Interest 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934.15 
U.S.C. 78s(b)(l). notice is hereby given 
that on March 11,1985 the Midwest 
Clearing Corporation filed with the 
Securities and Exchange Commission 
the proposed rule change as described 
in Items 1. II. and III below, which Items 
have been prepared by the self- 
regulatory organization. The 
Commission is publishing this notice to 
solicit comments on the proposed rule 
change from interested persons. 

1. Self-Regulatory Organization's 
Statement of the Terms of Substance of 
the Proposed Rule Change 

Attached to the filing as Exhibit A is a 
MST System Administrative Bulletin 
regarding mandatory input of municipal 
bond accrued interest. 


II. Self-Regulatory Organization's 
Statement of the Purpose of the 
Statutory Basis for. the Proposed Rule 
Change 

In its filing with the Commission, the 
self-regulatory organization included 
statements concerning the purpose of 
and basis for the proposed rule change 
and discussed any comments it received 
on the proposed rule change. The text of 
these statements may be examined at 
the places specified in Item IV below. 
The self-regulatory organization has 
prepared summaries, set forth in 
sections (A), (B) and (C) below of the 
most significant aspects of such 
statements. 

(A) Self-Regulatory Organization's 
Statement of the Purpose of, and 
Statutory Basis for , the Proposed Rule 
Change 

The proposal will require mandatory 
input of accrued interest on Municipal 
Bond Comparison System (MBCS) trade 
input forms. This filing supplements 
MCC’s prior filings (SR-MCC-84-4 and 
SR-MCC-84-8) implementing MBCS. 
MBCS is operated as a link with the 
National Municipal Securities 
Comparison System offered by the 
National Securities Clearing 
Corporation (NSCC). 

MBCS users have recommended that 
accrued interest be required trade input 
information. MBCS trade input forms 
currently allow accrued interest 
information to be input. Effective 
immediately. MCC will monitor trade 
input forms for accrued interest. In order 
to allow all MBCS Participants adequate 
time to adjust to this requirement, 
comparison input will not be rejected 
solely because of missing or incomplete 
accrued interest data. However, at the 
end of the monitoring period (projected 
to be around March 29,1985), 
submission of accrued interest will be 
mandatory. 

The proposed rule change is 
consistent with the requirements of the 
Securities Exchange Act of 1934 in that 
it provides for the prompt and accurate 
clearance and settlement of securities 
transactions. The proposed change will 
facilitate municipal bond trade 
comparison, thus assisting the 
establishment of a national system for 
securities clearance and settlement. 

(B) Self-Regulatory Organization’s 
Statement on Burden on Competition 

The Midwest Cleuring Corporation 
does not believe thal the proposed rule 
change will impose any burdens on 
competition. 


(C)Self-Regulatory Organization's 
Statement on Comments on the 
Proposed Rule Change Received From 
Members, Participants or Others 

Comments have neither been solicited 
nor received. 

til. Date of Effectiveness or the 
Proposed Rule Change and Timing for 
Commission Action 

Within 35 days of the date of 
publication of this notice in the Federal 
Register or within such longer period (i) 
as the Commission may designate up to 
90 days of such date if it finds such 
period to be appropriate and publishes 
its reasons for so finding or (ii) as to 
which the self-regulatory organization 
consents, the Commission will; 

(A) By order approve such proposed 
rule change, or 

(B) Institute proceedings to determine 
whether the proposed rule change 
should be disapproved. 

IV. Solicitation of Comments 

Interested persons are intited to 
submit written data, views and 
arguments concerning the foregoing. 
Persons making written submissions 
should file six copies thereof with the 
Secretary. Securities and Exchange 
Commission. 450 Fifth Street. N.W.. 
Washington. D C. 20549. Copies of the 
submission, all subsequent amendments, 
all written statements with respect to 
the proposed rule change that are filed 
with the Commission, and all written 
communications relating to the proposed 
rule change between the Commission 
and any person, other than those that 
may be withheld from the public in 
accordance with the provisions of 5 
U.S.C. 552. will be available for 
inspection and copying in the 
Commission's Public Reference Section, 
450 Fifth Street. N.W., Washington. D C 
Copies or such filing will also be 
available for inspection and copying at 
the principal office of the above- 
mentioned self-regulatory organization. 
All submissions should refer to the file 
number in the caption above and should 
be submitted by April 16,1985. 

For the Commission by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Dated: March 19.1985. 

|ohn Wheeler. 

Secretary. 

|FR Doc. 85-7126 Filed 3-25-65: 8 45 am| 

BILLING COOC i0!0-O1-H 
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St if* Regulatory Organizations; Order 
Granting Application To Strike From 
Listing and Registration; New York 
Stock Exchange, Inc. 

M*rch 19, 1985, 

The New York Stock Exchange. Inc. 
("Exchange”) has filed an application 
with the Securities and Exchange 
Commission pursuant to section 12(d) of 
the Securities Exchange Act of 1924 and 
Rule 12d2-2(c) promulgated thereunder, 
to strike ihe common stock ($2.50 par 
value) and the 9Vfe% Sinking Fund 
Debentures due April 1,1999 of 
Knidynamics Corporation ("Company") 
(File No. 1—42<fe) from listing and 
registration thereon. 

The reasons alleged for striking this 
security from listing and registration 
include the following: 

(1) In the opinion of the Exchange said 
spcuritics are no longer suitable for 
continued listing and registration on the 
Exchange. Information supplied by the 
Company or taken from other sources 
believed by the Exchange to be reliable 
indicates that as of February 15,1985, 
there were fewer than 580.000 shares of 
common stock of the Company in public 
hands as a result of a tender offer made 
by Crane Acquisition Corporation, a 
w holly-owned subsidiary of Crane 
Company. The extended tender offer 
expired on February 15.1985. 

12) The Exchange's Rule 499.20 
Subsection 2 states that the Exchange 
would normally give consideration to 
suspending or removing from the list a 
security of a company when—“Number 
of publicly held shares (is) less than 
800,000." 

(3) In view of the fact that the 
common stock of the Company was 
suspended from dealings on February 
15,1985, the Exchange also considered 
the appropriateness of the continued 
listing of the Debentures and determined 
that said Debentures were no longer 
suitable for continued listing and should 
he removed from the list on the 
Exchange. 

The Commission, having considered 
thr facts stated in the application and 
having due regard for the public interest 
*nd protection of investors, orders that 
•aid application be, and it hereby is, 
granted, effective at the opening of 
business on March 20,1985. 

Eor the Commission, by the Division of 
Market Regulation, pursuant to delegated 

•utKority, 

hvhn Wheeler, 

Secretary, 

|FR Doc. 85-7125 Filed 3-25-85; 8:45 am| 

SllUMQ COOf SO 10*01-41 


SMALL BUSINESS ADMINISTRATION 

l License No. 02/02-5483) 

Fans Capital Corp.; Application for a 
License To Operate as a Small 
Business Investment Company 

An application for a license to operate 
as a small business investment company 
(SBIC) under the provisions of section 
301(d) of the Small Business Investment 
Act of 1958, as amended, (the Act). (15 
U.S.C. G61 et has been Filed by 
Fans Capital Corporation. (Applicant) 
with the Small Business Administration 
(SBA). pursuant to 13 CFR 107.102(1984). 

The officers, directors and 
shareholders of the Applicant are as 
follows: 


Nama and 

- 

T6* or rowoorah* 

Pnrc^ni 

of 

OWfWf. 
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ton May Fan, 12-16 160 
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Wca fWOm U 

30 

Dr**. CkMtm. NY 07624 

Oracle# 


Aam J. Houng. 40-66 62nd 

Socratary. 

S 


Tfaaraar. 
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Oracle* 



The Applicant, a New York 
corporation, with its principal place of 
business at 134-11 Dahlia Avenue. Unit 
B. Flushing. New York 11355, will begin 
operations with $1,010,000 of paid-in 
capital and paid-in surplus. The 
Applicant will initially conduct its 
activities in the State of New York. 

Matters involved in SBA’a 
consideration of the Application include 
the general business reputation and 
character of the proposed owners and 
management, and the probability of* 
successful operation of the Applicant 
under their management, including 
adequate profitability and financial 
soundness, in accordance with the Act 
and the SBA Rules and Regulations. 

Notice is hereby given that any person 
may, not later than 30 days from the 
date of publication of this notice, submit 
written comments on the proposed SBIC 
to the Deputy Associate Administrator 
for Investment. Small Business 
Administration. 1441 L Street. NW.. 
Washington. D.C. 20418. 

A copy of this notice shall be 
published in a newspaper of general 
circulation in Flushing. New York, 

(Catalog of Federal Domestic Assistance 
Program No. 59.011, Small Business 
Investment Companies) 


Dated: March 7,1985, 

Robert G. lineberry. 

Deputy Associate Administrator for 
Investment. 

|FR Doc. 05-7094 Filed 3-25-85; 8:45 am| 

8ILUWQ COOt «02S-0i y 


Direct Business Loans and Immediate 
Participation Loans; Interest Rates 

The interest rate on section 7(a) Small 
Business Administration direct business 
loans (as amdended by Pub. L 97-35) 
and the SBA share of immediate 
participation loans in twelve and one 
fourth (1254) percent for the fiscal 
quarter beginning April, 1.1985. 

On a quarterly basis, the Small 
Business Administration also publishes 
an interest rate called the optional "peg" 
rate (13 CFR 120.3(b)(2)(iii)). This rate is 
a weighted average cost of money to the 
government for maturities similar to the 
average SBA loan. This rate may be 
used as a base rate for guaranteed 
fluctuating interest rate SBA loans. For 
the April-|une quarter of 1985, this rate 
will be eleven and three-eighths (11%) 
percent. 

Edwin T. Holloway, 

Associate Administrator for Finance and 
In ics intent. 

|FR Doc. 85-7115 Filed 3-25-85: 845 nm| 

BILU*a COOf 9026-01-M 


Region II Advisory Council; Public 
Meeting 

The U.S, Small Business 
Administration Region II Advisory 
Council, located in the geographical area 
of Syracuse, will hold a public meeting 
at 9:00 a.m.. Thursday. April 11th, 1985. 
at Marine Midland Bank—Comer of 
Jefferson and Warren Streets. 8th floor 
Boardroom. Syracuse. New York, to 
discuss matters as may be presented by 
members, staff of the U.S. Small 
Business Administration, or others 
present. 

For further information, write, or call 
|. Wilson Harrison. District Director. 

U.S. Small Business Administration. 100 
South Clinton Street. Room 1071, 
Syracuse. New York 13260—(315) 423- 
5371. 

lean M. Nowak. 

Director, Office of Advisory Councils. 

March 19,1985. 

|FR Doc. 85-7114 Kited 3-25-85; 8 45 nm| 

BHUHQ COOt IQ2S-01-M 
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Region III Advisory Council; Public 
Meeting 

The Small Business Administration 
Region III Advisory Council, located in 
the geographical area of Clarksburg. 
West Virginia, will hold a public 
meeting at 1:00 p.m., Tuesday. April 30 
and end 1200 Noon Wednesday. May 1, 
1985, at the Holiday Inn (Charleston 
House). 600 Kanawha Blvd., East. 
Charleston. West Virginia, to discuss 
such business as may be presented by 
members, the staff of the U.S. Small 
Business Administration and others 
attending. 

For further information, write, or call 
Marvin P. Shelton. District Director, U.S. 
Small Business Administration, P.O. Box 
1008 Clarksburg. West Virginia 26302- 
1608 or phone (304) 822-6601. 
lean M. Nowak, 

Director : Office of Advisory Councils. 

March 19.1985. 

[FR Doc- 85-7112 Filed 5-25-85. 845 am) 

BUXINQ CODE §029-01-41 


Region VII St. Louis District Advisory 
Council; Public Meeting 

The U.S. Small Business 
Administration Region VII. St. Louis 
District Advisory Council, located In the 
geographical area of St. Louis and 
Eastern Missouri, will hold a public 
meeting at 10:30 a.m., Thursday. April 
11th, 1985, at Schneithorst's Hofamberg 
Inn. Lindbergh and Clayton. St. Louis, 
MO 63124. to discuss such matters as 
may be presented by members, staff of 
the U.S. Small Business Administration, 
or others present. 

For further information, write, or call 
Robert L Andrews, District Director, 
U.S. Small Business Administration. 815 
Olive Street. Room 242, St. Louis 
Missouri 63101—(314) 425-6600. 
lean M. Nowak. 

Director. Office of Advisory Councils . 

March 18.1985. 

(FR Doc/85-7113 Filed 3-25-85; 8:45 am) 
BILLING COOC §025-01-44 


DEPARTMENT OF STATE 
(Public Notice CM-6/835) 

Advisory Committee on International 
Investment, Technology, and 
Development, Subcommittee on 
Multilateral Affairs; Meeting 

The Department of State will hold a 
meeting of the Subcommittee on 
Multilateral Affairs of the Advisory 
Committee on International Investment. 
Technology, and Development on April 
10.1985 from 2:00 p.m. to 4:00 p.m. The 


meeting will be held in room 1408 of the 
Department of State. 2201“C" Street. 
NW.. Washington. D.C., 20520. 

The purpose of the meeting will be to 
discuss the Transfer of Technology Code 
of Conduct in preparation for 
negotiations in the UNCTAD in Geneva. 
May 13-31,1985. and to prepare for the 
five year review of the UNCTAD set of 
"Multilaterally Agreed Equitable 
Principles and Rules for the Control of 
Restrictive Business Practices.'* 
scheduled for Geneva. November, 4-15, 
1985. 

Access to the State Department is 
controlled. Therefore, members of the 
public wishing to attend the meeting 
must contact the Office of Investment 
Affairs ((202) 632-2728) in order to 
arrange admittance. Please use the “C" 
street entrance. 

The Chairman of the Subcommittee 
will, as time permits, entertain 
comments from members of the public at 
the meeting. 

Dated: March 14.1985. 

Walter B. Lockwood, |r„ 

Executive Secretary. 

ire Doc. 85-7072 Filed 3-25-85; 8:45 am) 

BILLING COOC 4710-47-14 


(Public Notice CM-8/831) 

Shipping Coordination Committee, 
Subcommittee on Safety of Life at Sea, 
Working Group on Ship Design and 
Equipment; Meeting 

The Working Group on Ship Design 
and Equipment of the Subcommittee on 
Safety of Life at Sea (SOLAS) will 
conduct an open meeting on April 25, 
1985 at 9:30 A.M. in room 2415 at Coast 
Guard Headquarters, 2100 Second 
Street. SW.. Washington, D.C. 

The purpose of the meeting will be a 
general review of the agenda items 
considered during the Twenty-Eighth 
Session of the Subcommittee on Ship 
Design and Equipment of the 
International Maritime Organization 
(IMO) held January 14-18,1985 and to 
begin necessary actions in preparation 
for the Twenty-Ninth Session. 

Members of the public may attend up 
to the seating capacity of the room. 

For further information contact 
Captain A. E. Henn, U.S. Coast Guard 
Headquarters (G-MTH/12), 2100 Second 
Street, S.W.. Washington, D.C. 20593. 
Telephone: (202) 426-2167. 

Dated: March 11.1985. 

Samuel V. Smith. 

Executive Secretary. Shipping Coordinating 
Committee. 

[FR Doc- 85-7068 Filed 3-25-85; 8:45 am) 

§•4X1 NO COOC 4714-07-44 


(Public Notice CM-6/322) 

Shipping Coordinating Committee, 
Subcommittee on Safety of Life at Sea. 
Working Group on the Carriage of 
Dangerous Goods; Meeting 

The Working Group on the Carriage of 
Dangerous Goods of the Subcommittee 
on Safety of Life at Sea (SOLAS) will 
conduct an open meeting on April 23, 
1985 at 1(WX) A.M. in Room 2417 at Coast 
Guard Headquarters. 2100 2nd Street. 
SW., Washington, D.C. 

The purpose of this meeting is to 
discuss— # 

1. United States positions on matters 
to be considered at the 37th Session of 
the International Maritime Organization 
(IMO) Subcommittee on the Carriage of 
Dangerous Goods to be held 13-17 May 
1985. and in particular 

—The rewrite of the International 
Maritime Dangerous Goods (IMDG) 
Code stowage and segregation 
requirements; 

—The marking of gas cylinders; 

—The revision of the IMDG Code 
packaging requirements for poisons: 

—The revision of the IMDG Code 
explosive recommendations; 

—The inclusion of marine pollutants in 
the IMDG Code; 

—The inclusion of consumer commodity 
requirements in the IMDG Code. 

2. United States proposals made to the 
37th Session of the IMO Subcommittee 
on the Carriage of Dangerous Goods; 
and 

3. IMO activities of a continuing 
nature. Members of the public may 
attend up to the seating capacity of the 
room. 

For further information contact 
Lieutenant John P. Aherne. U.S. Coast 
Guard Headquarters (G-MTH-3), 2100 
2nd Street. SW.. Washington. D.C 20593. 
Telephone: (202) 462-1577. 

Samuel V. Smith, 

Executive Secretary. Shipping Coordinating 
Committee . 

(FR Doc 85-7009 Hied 3-25-85; 8*45 am] 

OIL LINO COOC 4710-07-44 


(Public Notice CM-8/8371 

Study Group A of the U.S. Organization 
for the International Telegraph and 
Telephone Consultative Committee 
(CCITTV, Meeting 

The Department of State announces 
that Study Group A of the U.S. 
Organization for the International 
Telegraph and Telephone Consultative 
Committee (CCITT) will meet on April 
23.1985 at 10:00 a.m., in Room 1207. 
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Department of State, 2201 C Street, NW.. 
Wellington, D.C. 

Study Group A deals with U.S. 
Government aspects of international 
telecommunication operations and 
tariff®. The Study Group will discuss 
international telecommunications 
questions relating to telephone, 
telegraph, telex, new record services, 
data transmission and leased channel 
services in order to develop U.S. 
positions to be taken at upcoming 
international meetings of CCITT Study 
Group Ill (May 7-10), Study Group I 
(May 9-17) in Geneva, and Study Group 
VIII (June 5-14,1985) in Kyoto. 

Members of the general public may 
attend the meeting and join in the 
discussion subject to the instructions of 
the Chairman. Admittance of public 
members will be limited to the seating 
available. In that regard, entrance to the 
Department of State building is 
controlled. All persons wishing to attend 
the meeting should contact the office of 
Earl Barbely, Department of State, 
Washington, D.C; telephone (202) 832- 
3405. Ail attendees must use the C Street 
entrance to the building. 

Earl S. Barbely. 

Chairman. US . CCJTTNational Committee. 
|FR Doc. 85-7074 Filed 3-25-85; 8:45 am| 

BHUNQ COOC 4710-07-M 


{ Public Notice CM-8/8341 

Study Group D of th« U.S. Organization 
for the International Telegraph And 
Telephone Consultative Committee 
(CCITT); Meeting 

The Department of State announces 
that Study Group D of the U.S. 
Organization for the International 
Telegraph and Telephone Consultative 
Committee (CCITT) will meet on April 
17.1985 at 9:00 a.m. in Room 1103/1105, 

U S. Department of Commerce, 325 
Broadway. Boulder. Colorado. 

This Study Group deals with matters 
in telecommunication relating to the 
development of international digital 
data transmission. The purpose of this 
meeting is to discuss reports of several 
recent international working group 
metinga and preparation for the 
international meeting of CCITT Study 
Croup VII, Geneva. April 22—May 3. 
1985. 

Members of the general public may 
attend the meeting and join in the 
discussion subject to the instructions of 
the Chairman, Requests for further 
information may be directed to Mr. Earl 
$ Barbely, State Department. 
Washington, D.C., 20520; telephone (202) 
832-3405. 


Dated: March 6,1985. 

Richard E. Shnun. 

Acting Director. Office of International 
Communications Policy. 

1FR Doc. 85-7071 Filed 3-25-55: 8:45 am) 

KLUMQ COOC 471^-07-41 


l Public Notice C14-8/8331 

Study Group 2 of the U.S. Organization 
for the International Radio 
Consultative Committee (CCIR); 
Meeting 

The Department of State announces 
that Study Croup 2 of the U.S, 
Organization for the International Radio 
Consultative Committee (CCIR) will 
meet on April 16,1985 in Room 512J of 
the National Aeronautics and Space 
Administration. 600 Independence 
Avenue. SW„ Washington. D.C. The 
meeting will begin at 9:30 a.m. 

Study Croup 2 deals with matters 
relating to the communications for 
scientific satellites, space probes, 
spacecraft, exploration satellites (e g., 
meteorological and geodetic) and to 
interference problems concerning the 
radio astronomy and radar astronomy 
services. The purpose of the meeting is 
to discuss preparations for the 
international meeting of Study Croup 2 
in September, 1985. 

Members of the general public may 
attend the meeting and join in the 
discussions subjects to instructions of 
the Chairman. 

Requests for further information 
should be directed to Mr. Richard E. 
Shrum, State Department, Washington. 
D.C. 20520. Telephone (202) 632-2592. 

Dated: March 6.1965. 

Richard E. Shrum, 

Chairman. US CCIR Notional Committee. 
(FR Doc. 85-7070 Filed 3-25-65: 8:45 am) 

SSUJNO COOS 4710 - 07-44 


(Public Notice C14-8/8361 

Study Groups 10 and 11 of ttw U.S. 
Organization for the International 
Radio Consultative Committee (CCIR); 
Meeting 

The Department of State announces 
that Study Croups 10 and 11 of the U.S. 
Organization for the International Radio 
Consultative Committee (CCIR) will 
meet jointly on April 19.1985 in Room 
330.1200 19th Street, NW.. Washington. 
D.C. beginning at 9:30 a.m. 

Study Croup 10 deals with questions 
relating to sound broadcasting; Study 
Croup 11 deals with questions relating 
to television broadcasting. The purpose 
of the meeting is to review 
documentation for the meetings of 


international Study Croups 10 and 11. 
October-November, 1985, in Geneva. 

Members of the general public may 
attend the meeting and join in the 
discussions subject to the instructions of 
the Chairman. Requests for further 
information should be directed to Mr. 
Richard Shrum. State Department, 
Washington. D.C. 20520; telephone (202) 
832-2592. 

Dated: March 18. 1985. 

Richard E. Shrum. 

Chairman. US CCIR National Committee. 

[FR Doc. 85-7073 Filed 3-25-65; 8:45 am) 

BttUMQ COOC 47WM37-* 


DEPARTMENT OF TRANSPORTATION 

Federal Aviation Administration 

I Summary Notice No., PE-65-51 

Petition for Exemption; Summary of 
Petitions Received; Dispositions of 
Petitions Issued 

agency; Federal Aviation 
Administration (FAA), DOT. 
action: Notice of petitions for 
exemption received and of dispositions 
of prior petitions. 

summary: Pursuant to FAA's 
rulemaking provisions governing the 
application, processing, and disposition 
of petitions for exemption (14 CFR Part 
11). this notice contains a summary of 
certain petitions seeking relief from 
specified requirements of the Federal 
Aviation Regulations (14 CFR Chapter 1). 
dispositions of certain petitions 
previously received and corrections. The 
purpose of this notice is to improve the 
public*! awareness of. and participation 
in, this aspect of FAA’s regulatory 
activities. Neither publication of this 
notice nor the inclusion or omission of 
information in the summary is intended 
to affect the legal status of any petition 
or its final disposition. 
date: Comments on petitions received 
must identify the petition docket number 
involved and must be received on or 
before: April 15.1985. 
adoress: Send comments on any 
petition in triplicate to: Federal Aviation 
Administration, Office of the Chief 
Counsel, Attn: Rules Docket (ACC-204), 

Petition Docket No.-. 800 

Independence Avenue. SW.. 

Washington. D.C. 20591. 

FOR FURTHER INFORMATION CONTACT: 
The petition, any comments received 
and a copy of any final disposition are 
filed in the assigned regulatory docket 
and are available for examination in the 
Rules Docket (AGC-204), Room 916. 
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FAA Headquarters Building (FOB 10A). 
800 Independence Avenue. SW., 
Washington. D.C. 20591; telephone (202) 
426-3644. 


This notice is published pursuant to 
paragraphs (c). (e). and (g) of § 11.27 of 
Part 11 of the Federal Aviation 
Regulations (14 CFR part 11). 


Issued in Washington. D.C. on March 20. 

1985. 

John H. Cflkudy. 

Assistant Chief Counsel. Regulations ami 
Enforcement Division. 


Petitions for Exemption 


Doc** 

No 

ftartonar 

Regulator* alfedad 

Daacnpaon of w«*r sough! 


Ganw* Motors Oxp 

t4 CFR 2V181 

To stow ptsscrwr to oparaio carta* or craft ubtong pm prowsons of 6 tWnmuw 
soutpmant hit 

To stow psStorMr 10 opsrsis osrtsn arcraft ubkang tom provwaons of a nswign 
•qmpmsnt bat. 

To a9uw psbtonsr to Optra* carts* srcraft ubutmg tom provawn* Of • rrwwnuro 
agwpmoN bst 

To allow psbtonsr to opsrsis carts* sreraft ubfcpng tom prom bom of 6 flbrwnw* 
sqmpmonl 1st 

To stow psssonsr to opsrsis oarts* a* craft ublomg vs prowaor* of 4 nswnum 
sCMpment bat. 

To atow paifeorwr to opwafe cons* snort uttumg tom po^som of 6 rm rwms* 
SQu<>mant imt 

To stow psasonsr to opsrats carl** sreraft ubfcmg **• prcvwona of • itsnxM 
wympment t*st 

To Stow psttonsr to opsrsis ostan sreraft uhtcmg tom prcvtwont of 6 itwvmur* 
aqutpnwnt bsL 

To ■inni rMM>yyw P^<tr A#. - •,« r^iv* anH Q. ■»«. *-- # , 

24549 

AMP inconxxsMd 

14 CFR 21 161 .... , 


Aflwd Corporation 

14 CFR 21 161. „ .. . 

245*3 

Pf*p Moms Inc 

14 CFR 21.161. . 

24*32 

fWImlar T sfepfton* Corp--- 

14 CFR 21 181 . 

24531 

Sotrtt'wwsiwn 

14 CJ ■ i>! 1 SI .. 

24529 

Jai 1 VUar Tobacco Co 

14 CFR 2i 181 

24529 

Natvaco Brands. toe 

14 CFR 21 161 

24JT9 

Pacific Soutftw**! AxSthis 

14 CFR 91 54{cl 

24491 

G«c*gw Dwpf of Nafera1 Rasoure** 

14 CFR 91 73 <*1 wv1 (5) 

•ubsxia/ws to op*si* carta* toss*) sreraft without oompfemg w<oi Vw fcvng 
and nootcaaon proewduas of that **cton 

To eonduc* or jg snlorcsosnl acbvtbsa at night n waaft without oparafe^ ttw 
SiMcotfaioo systwm or poafeon Ighfs 

To sasmpt pswuontr Irom tom ortsd ssebon and any oPisr psrbnsnt sscson *icti 
pfporn 10 gowwm trw dsvaJopmsnt of and opsrston of Cossna 206A 
undsr a tArwrsas Eowprnonf Lisl ("MEL"). 

To stow Mr B Ptrtwson to law a« emsf nspsetor withoul Nsnng has) s 
mseftsne csNfkats wan airtrams and powaplam rabngs kx at laaaf 3 yaan 
Enttnwon of Eisr^oon 36530 to atow mmrtomf c*nari lo pamwt Pm arAis 1 stave 

24479 

Mountain A# Cargo 

14 CFR 13*179 ...... , 

24494 

UWvsrsaf ArtoMS 

14 CFR 121 61(4X1) .. 

22972 

Air Transport Assoc 0* America .- -. 

M CFR person of ... ... 




Sirplsna prwNgM mparbon Punrig and cfMCkmg rwqjranMnN tor a 
canddaea lor a rating m a two<msmbar Nghicraw afrpiarM lo ba accornptafwd 
by uwng an advanced and approved ptdonaf msam 


Dispositions of Petitions for Exemption 

DucWl 

No 

NHOWf 

Ragutaaont aflocftad 

Oaaenpaon of rsAaf aoughi dapos*on 

24299 

B**Ch Artrsft Cor . . . „ . _ 

14 CFR 01 3t(AM1) 

To rtow pfMs of Pm Bwach Modal 300 arptano, wtach ta oarabcaiad at • 
mam** wwight of mora Plan 12.500 pounds, lo optraia Pmso aacrsfl wShout 
boAbng sn appropriate typa rsong Oarsad 3/6/84 

To artwrxj Pm May 31, 1965. tarmmabon dais of Esampbon 2430C Tost 
Esampbon atow% pgMonar lo conduct tarry fhghfs of four*ng*M OC-6 sr 
pfanns rth ona angm* nopwiM whon Pm aircraft a optraltd tmdar contrsd 
w»oi Pm U S Fora* Samoa Hx Fo»ast Hr* control Qrarvtwd 5/7/86 

To allow paooonar to oparaia ana Stags t OC-6 at Mwrrs intamalionN AJrpcn 
unw Pm aircraft « rsangmad Owmad 3/1/65 

To stow poMtonsr io mpoN lor a rwparfman oomftcala aaan tf>ougn Im w rwt pw 
pnmary tsi«dar of h* acpanmanial axoraft Granlad 2/22/66 

To Stow ms opsrabon of a Canadas CL-600 axcraft uaftrmg Pm proawwxM of s 
wnwun a(Mpman( lat Granlad 3/5/66 

To stow psaarxMr lo coobnuo lo aarva aa a pao< * op*abona conducts* 

Part 121 aftar rsacNng Ns 6CP> bawtay Danwd 2>5/66 

To atow pwasonwr to conbnua to aarva at a ptot n oparaborw oondudad inw 
Part 121 aftar rtscNng Ns 60«ft bvPvaay Danwd 2/5/65 

To stow pascorwr lo opsrats a 0-727-44 sreraft ubSong Pm powwona of a 
nsmtaxa squtprrMrs •* Granlad 2/5/66 

To stow pm opsrabon of B-727 aircraft utikang tha ptomsmxm of a rrwwmn* 
aoutprnant lat Gramad 2/7/66 

To Stow psrtonar lo appry tor a ShOptamantw typa carttcafta tar a dss^n chang* 
10 Pm toctawsd Modal 1329 ralstar axplana, auftpact ta esnsn oondrtions and 
bmaabona Amandsd graid 2/21/66 

To arrwnd EMMWpfton No 3768. as arrwndarf t>y addmg two 0-747-312 SrpWwt 
and by artandng tha 5/31/6$ tamsnsson data That a«empbon stows passorv 
ar to opaisfa oartsn sreraft ubftxing the prorvkwrM of a mvwnum aoupmanl taf 
Granfad 2/21/65 

To satand oiwmpbon No 3710 lo Stow pstwonsr to contract wrt Toa Oosmsoc 
A abnss and N4io Msnlwnanoa company lor rsqax, rwpacbon. and ovarfts/ of 
tappon TS-11 aircraft Graraad 2/21/86 

To atow opwaaon in «m Unaad Stats* undsr a same* ta smaft cornisnM 
atampt»on, of spaciftad twowngrw axptanaa OanbSsd by ragwtrsnoo and sans 
number PmI hav* not bw*n shown to comply w*Pi Pm app*c*D4a oparst^ 
now* brrts a* taftows Ur* not talar pmti January 1. 1966; SAC 1-11 KZ- 
AM0 Grantsd 3/7/65 

To stow pawoonsr to ramovs and vMtall sreraft ports In as oommsrtMffy opwswd 
MrtsubwN MU2 tarcraft wban Pwy ar* lo bs uaad to sr ambuMnc* sarwea 
Granlad 2/6/66. 

To allow paUbonar** ptot* 10 rsmova. cb*c*. ramstnfl. and safety wtra magrwac 
Cfsp daaactar plugs on Brt 206 habcopfars Grwitad 2/11/6$ 

To amand Lismpbon 4061 ta atow psotMXwr lo dhaplay rwtMxwaty and ragrts 
Ion msriis on Pm naertsa of paSaonar's Modal 115-6. an axpwnnrMnisi 1*7* 
feat axpfena townd*d grant 2/6/65 

17057 

SrsO Flying Soviet, Inc 

14 CFR 91 27 

24420 

Tbs FVr»Q T«g*r Una. tno ___ _; 

14 CFR 91 303 . 

24207 

Charles R Downs. 

14 CFR 65104 

24312 

KxrtyoOi O^ti _ ___ 

14 CFR 21 161 

24320 

ElwoodW McCary . 

14 CFR 121 363(0 .. 

24330 

CL. Johnson. ... .. ... 

is CFR 121 363(c) 

24107 

Sonwiax, *«> - i-.- . ... 

14 CFR 2M61. 

24313 

NR Gmco 6 Co. .. .. . 

•4 CFR 31 ipf , 

24006 

Anwncan Avisban IndUsIm*.. ... - 

14 CFR 2l19(bH1) 

23521 

Sngapor* Axtns* Ltd . .. .. - 

14 CFR 21 161... 

23386 

MdPacdc Alton ... .. . 

14 CFR 121 376 

24517 

Mohamad Aborts* 8*oom . .. .... 

14 CFR 91 307 

24204 

Axwsac, Inc . .. .. .... _ .. . 

14 CFR 43 3(b) 

24304 

OmnWght Offihora Inc. 

14 CFR 43 3 

23675 

0*ach Axcraft Corporation 

14 CFR 45 29(b) . 
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Dispositions Of Petitions for Exemption— Con Untied 



IFR Doc. 65-7041 Filed 3-25-6S: *45 ami 
KUJNQ COOC 


National Highway Traffic Safety 
Administration 

Automotive Fuel Economy Program; 
Report to Congress 

The attached document, Automotive 
Fuel Economy Program , Ninth Annual 
Report to the Congress, ha a been 
prepared pursuant to section 502(a)(2) of 
the Motor Vehicle Information and Cost 
Savings Act (Pub. L 92-513), as 
amended by the Energy Policy and 
Conservation Act (Pub. L 94-163), which 
requires in pertinent part that “each 
year beginning in 1977. the Secretary 
shall transmit to each House of 
Congress, and publish In the Federal 


Register, a review of average fuel 
economy standards under this part" 
Barry Felrica, 

Associate Administrator for Rulemaking. 

Automotive Fuel Economy Program 

Ninth Annual Report to the Congress — 
January 1985 

Table of Content* 

Section I: Introduction 
Section It Fuel Economy Improvement by 
Manufacturers 

Section 111: FY 1984 Rulemaking Activities 
Section IV: Impact of Domestic Content 
Amendment 

Section V: Use of Advanced Technology 

Seclton I: Introduction 

This Ninth Annual Report to the 
Congress summarizes the activities of 
the National Highway Traffic Safety 
Administration (NHTSA) during Fiscal 
Year (FY) 1984 regarding the 
implementation of applicable sections of 


Title V: “Improving Automotive Fuel 
Efficiency," of the Motor Vehicle 
Information and Cost Savings Act (15 
U.S.C. 1901 et seq.). as amended (the 
Act). Section 502(a)(2) of the Act 
requires submission of a report by 
January 15th of each year. Included in 
this report are sections summarizing 
rulemaking activities during FY 1984 and 
a discussion of the use of advanced 
automotive technology by the industry 
as required by section 305, Title III of 
the Department of Energy Act of 1978 
(P.L. 95-238). 

Title V of the Act requires the 
Secretary of Transportation to 
administer a program for regulating the 
fuel economy of new passenger cars and 
light trucks in the United States (U.S.) 
market. The authority to administer the 
program has been delegated by the 
Secretary to the Administrator of 
NHISA, 49 CFR 150(0- 
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NHTSA's responsibilities in the fuel 
economy area include: (1) Establishing 
average fuel economy standards for 
manufacturers of passenger automobiles 
and light trucks as necessary; (2) 
promulgating regulations concerning 
procedures, definitions, and reports 
necessary to support the fuel economy 
standards: (3) considering petitions for 
exemption from established fuel 
economy standards by low volume 
manufacturers (those producing fewer 
than 10,000 passenger cars annually 
worldwide) and establishing alternative 
standards for them: (4) preparing reports 
to Congress annually on the progress of 
the fuel economy program. (5) enforcing 
the fuel economy standards and 
regulations; and (6) responding to 
petitions concerning domestic 
production by foreign manufacturers 
and other matters. 

To date, passenger car fuel economy 
standards have been established by the 
Congress for model years (MY’s) 1978 
through 1980 and for 1985 and thereafter, 
and by NHTSA for the 1981 through 1984 
model years. Standards for light trucks 
have been established by NHTSA for 
MY’s 1979 through 1986. All current 
standards are listed in Table 1-1. 

Table I-1.—Fuel Economy St anoarcs for 
Passenger Cars and Light Trucks for 
the 1978 Through 1986 Mooel Years (in 
Miles per Gallon) 


Eighth Annua/ Report to the Congress 
and. together with current data for MY 
1984, are listed in Tables II—1 and 0-2. 
Although there was some fuel economy 
improvement over MY 1983, lower fuel 
prices continued to stimulate consumer 
demand for larger cars and larger 
engines in MY 1984. These lower prices 
also contributed to reduced demand for 
diesel engines. However, manufacturers 
continued to introduce new technologies 
and more fuel-efficient models. 
Consequently. MY 1984 Corporate 
Average Fuel Economy (CAFE) values 
increased over MY 1983 levels for 14 of 
the 22 passenger car manufacturers 
listed in Table II—1. These companies 
account for about 87 percent of total MY 
1984 production. In general, the domestic 
companies improved their passenger car 
CAFE levels, while imported car CAFE 
levels declined. 

For light trucks, the average MY 1984 
CAFE for manufacturers using the two- 
wheel-drive standard for compliance 
declined 0.1 miles per gallon from MY 
1983 levels, and the average CAFE for 
manufacturers using the four-wheel- 
drive standard remained the same 
despite the introduction of some new 
fuel-efficient four-wheel-drive models. 
CAFE levels for both domestic and 
imported light truck manufacturers 
generally declined, but the overall fleet 
fuel economy level changed very little 


because the import share of total 
production rose. 

Table im — Pasenger Car Fuel Economy 
Performance by Manufacturer ano 
Model Year 1 


Modal yaar—CAFE ’ (mUr« 
per *4II.m) 


IMS 


1904 



Safes Wwqhte d Awigs., 



BMW 


CN| ife Impmla 

Ford Import* (tor Puarto 

moot ____ 

Honda _ 


teuxu - 

Jaguar 

Mart* 



Subaru 

Toyota 

VoM> 

VW*._ 


535 
27 0 
230 
235 


242 

25 2 
256 
330 

354 

353 

30 7 
IM 
209 
200 
302 
32.7 
251 

31 4 
25 0 
32.4 
326 
251 
300 


355 
27 i 
253 

240 


205 

273 

370 

940 

363 

203 
100 
307 
254 
30.4 
310 
245 

332 
253 

333 
329 

204 

209 


Safe* Weighted Averaga 

31 0 

312 

Total Float Averaga _ 

259 

205 

Fuai Economy Standard* 

260 

270 


‘ Manuf acturer* of fewar toan 10.000 paaaangar cars 
annuafty *• not *ated 

1 Corporal# Av^aga Fua4 Econo** 

'tncMtaa VW donadc proouefton aa wa« at Ad and 
Poncfe 



Pwiav 
gar car* 

Light truck* 

Two- 

whaef 

dm* 

Four* 

drr.a 

Compo- 

•rtiva* 

1970 

• 18 0 
190 • 
200* 
220 
240 
200 
270 
••275 
••275 




198Q > 

1981 •. _ 

172 

160 
10 7 
190 
195 
203 
197 
205 

150 
140 
150 
160 
1745 
10 5 
109 
19.5 

172 

1902 _— 

1903 . 

1984 . 

1905-..-.— 

1900_ 

17 5 
190 
200 
195 
200 


* Standards for 1970 tnodaf yaw kf* truck* «#r* aatab* 

lated lor vaNcto* wdfi a groat vatecte »almc (GVWTO 

Of 6.000 to* or feta Standard# tor Mr s two through t9M 
ara tor kght trucks afeh a GVWR of up to and including 0.500 

9te 

1 For model year* 1982-1006 manutacflxar* may comply 
*** tha hvowNtei and tour *m*ar dstandard* or may 
combna too* hvo-*»ha«< and lour abaai drive */n truck* and 
OOrnpry aim the comtxmxj standard 

* Eitabkafted by Congrtaa m tha Energy Pokey and Con* 
aarveton Act of 1975 

•For MY 1070, kgM truck manufacluor* may comply 
•aparsfioly with standard* tor tourwheaf dnva. genertf unify 
vaNcfe* and all otoar kg n truck*, or corrbma thae truck* 
mo « angle fleet end comply term tha 172 n*>g standard 

* Light trucks manufactured by a manufacturer whoto Heal 
« powerad evckjarva* by base eng*** ahich are no! atao 

tn passenger automobto*. muat meal standards of 14 
mpo and 14 5 mpg m model years 1060 and 1901, raspac- 

* For MY 1005 and tfmaftar 


Section II: Fuel Economy Improvement 
by Manufacturers 

The fuel economy achievements of 
both domestic and foreign 
manufacturers in MY 1983 have been 
updated since their publication in the 


Table 11-2.— Light Truck Fuel Economy Performance by Manufacturer ano Mooel Year 
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Because of continued consumer 
demand for larger vehicles and engines, 
a number of manufacturers did not meet 
the CAFE standards for MY 1984. With 
the exception of jaguar, these 
manufacturers are not expected to pay 
civil penalities because in earlier years 


they earned sufficient credits by 
exceeding fuel economy standards to 
offset later shortfalls, or. in some cases, 
they anticipate earning credits in future 
years which will carryback to MY 1984. 
jaguar does not expect to have 
carryback credits from the future, but 
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settlement of the exact amount of civil 
penalty is pending resolution of issues 
with EPA concerning test procedure 
changes. Auto manufacturers claim that 
changes in the EPA test procedures, as 
well as changes in the specifications of 
the test fuel, have resulted in lower 
CAFE values in recent year. EPA is 
studying these Issues. Until a resolution 
is made, final CAFF values and resulting 
civil penalties are not known. 

The total fleet average fuel economy 
for the MY 1984 passenger car fleet falls 
short of the standards by 0.5 mpg. but 
this shortfall may be reduced once the 
issues with EPA are resolved and final 
CAFE values are determined for each 
manufacturer. Total fleet average fuel 
economy values of light trucks exceeded 
the separate MY 1984 standards. 

NHTSA estimates that by 1995 the 
projected cumulative passenger car and 
light truck fuel savings, due to 
manufacturers' achievements through 
1984 and assuming they meet the MY's 
1985-86 Standards, would amount to 
approximately 390 billion gallons, 
compared to consumption projected at 
MY 1976 new vehicle fuel economy 
levels. 

The characteristics of the passenger 
car fleet (Table H-3) reflect the trend 
toward smaller domestically produced 
cars and larger imported cars. The 
average curb weight of the MY 1984 
domestic cars is 119 lbs. lighter than the 
MY 1983 domestic cars, while the import 
average curb weight has increased 84 
lbs. The average engine displacement of 
the MY 1984 domestic cars declined 12 
cubic inches from MY 1983, while the 
average engine displacement of the 
imports increased by 4 cubic inches. The 
size of domestic automobiles declined in 
MY 1984 with a decrease in the 
proportion of cars in the EPA full and 
midsize classes and an increase in the 
proportion of compact, subcompact and 
two seaters. The imported car fleet 
showed a reverse trend with more 
compact and midsize cars and a decline 
in minicompacts and subcompacts. 
Overall the domestic fleet improved in 
CAFE by 1.1 mpg in MY 1984. while the 
imports declined by 0.4 mpg. 

Other changes in characteristics of the 
passenger car fleet that affect fuel 
economy include the previously- 
mentioned decline in diesel engine 
usage to less than 2 percent of sales, an 
increase in the use of turbocharged 
engines, more front-wheel drive cars, 
and slightly more automatic 
transmissions with lockup clutches or 
split torque features. The diesel engine 
decline lowers the fuel economy of the 
fleet, while the more efficient 
transmissions and increased front-wheel 


drive usage helps fuel economy. 
Turbocharging could improve fuel 
economy if the turbocharged engine 
replaces a larger naturally-aspirated 
engine, but the current applications of 


1 taefcftJM MSOC4K4 UMOft WtQOff* 

Section III: FY 1984 Rulemaking 
Activities 

A. Light Truck Fuel Economy 

During FY 1984, NHTSA issued two 
proposed rules concerning light truck 
fuel economy standards. On March 8. 
1984 (49 FR 8837), the agency issued 
proposed fuel economy standards for 
model years 1983 and 1967 light trucks. 
The agency proposed ranges of 
standards instead of specific standards 
due to uncertainty regarding a number 
of key factors. These factors primarily 
were the mixes of vehicles and engines 
estimated to be sold in those model 
years. The proposed standards are listed 
below: 


Modal 
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The proposed standards were 
developed by the agency based on 
manufacturer's responses to a 
questionnaire issued by the agency in 
October 1982. Nine manufacturers of 
light trucks were asked to provide 
NH1SA with detailed data on their light 
truck fleets for model years 1983 through 
1987. That data showed, as expected, 
that foreign manufacturers forecast fuel 
economy levels much higher than most 
domestic manufacturers. The foreign 


the turbocharging are generally to 
enhance performance of an existing 
engine. The increase in performance of 
the fleet in MY 1984 is shown by the 
increase in horsepower to weight ratio. 


manufacturers produce only small or 
compact trucks and do not offer.the 
larger, heavier, less fuel-efficient light 
trucks made by domestic manufacturers 
to satisfy the needs of business users. 
The data also indicated that American 
Motors and Chrysler planned to 
introduce smaller vehicles and thus had 
higher projected fuel economy levels in 
model years 1986 and 1987 than the 
other two major domestic 
manufacturers. CM and Ford. 

During 1983. as NHTSA worked on 
developing its proposed standards for 
model years 1986 and 1987, significant 
changes occurred in the light truck 
market. Gasoline prices dropped 
slightly, an economic recovery occurred, 
and consumer and business demand 
rose for larger trucks and engines. 
Consequently, the agency was 
concerned that proposed standards 
based strictly on the questionnaire 
responses might not be consistent with 
these market changes. Accordingly, the 
agency proposed a range of standards 
for each year, rather than point 
estimates. The final standards would be 
determined based on data submitted by 
commenters in response to the proposal. 

NHTSA’s second proposed rule on 
light truck fuel economy standards 
covered model year 1985. On November 
21,1963. Ford petitioned the agency to 
reduce the existing light truck fuel 
economy standards for model years 
1984-85. Ford requested that the agency 
lower the MY 1984 composite standard 
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from 20.0 mpg to 19.0 mpg and the MY 
1985 standard be lowered from 21.0 mpg 
to 19 5 mpg, with similar changes in the 
optional two- and four-wheel drive 
standards. Ford argud that it has applied 
all the fuel economy improving 
technology (and more in certain 
instances) projected by the agency when 
the standards were originally 
established on December 11.1980 (45 FR 
81593). Ford also argued that it had 
introduced all the contemplated, more 
fuel-efficient, new models. Two factors, 
however, had caused Fords fuel 
economy capability to be substantially 
less than NHTSA had projected in 1980. 
Ford claimed these factors were a 
change in consumer demand for 
domestic fuel-efficient vehicles and a 
fuel economy penalty associated with 
changes in exhaust emission regulations. 
According to Ford, consumer demand 
resulted in lower than anticipated sales 
of domestic compact trucks and higher 
than anticipated installation rates of 
larger displacement engines. In the 
emissions control area, manufacturers 
were required to comply with more 
stringent light truck emissions standards 
for hydrocarbons and carbon monoxide 
beginning with the 1984 model year, and 
(beginning with the 1985 model year) to 
certify compliance with light truck 
emissions standards for an extended 
useful life period. NHTSA had 
considered the impact of the 1984 
emissions standards when the fuel 
economy standards were originally set. 
but had anticipated that the negative 
fuel economy effect of the emissions 
standards changes could be offset by the 
use of advanced emissions control 
technology. NHTSA had not considered 
the impact of the extended useful life 
regulation because it was promulgated 
by EPA after the fuel economy 
standards were established. Ford argued 
that it experienced fuel economy 
reductions of 0.3-0.4 mpg for 1984 and 
an additional 0.2 mpg in 1985 due to the 
emissions regulations, notwithstanding 
the use of advanced emissions control 
technolgy. 

Ford indicated it could meet the 
original MY 1985 standard only by 
severely restricting product availability 
and restricting its product mix (although 
Ford could not achieve the level of the 
1984 standard, it could comply with that 
standard using credits earned in model 
years 1981 and 1983). These product 
actions, Ford argued, could result in 
significant sales losses, profit 
reductions, and employment cuts. The 
negative effects of these actions would 
be confined to Ford, its dealers, and its 
suppliers, since other manufacturers 
could comply with the MY 1985 


standard using their planned product 
mixes. Because Ford‘s competitors 
would not be affected in a similar 
fashion, the company and its products 
would suffer comparatively in the 
marketplace. 

NHTSA’s evaluation of the fuel price 
assumptions used in the original final 
rule indicated that actual prices have 
been much lower than projected. The 
most significant impact of this price 
change was that consumers are now 
purchasing larger gasoline engines and 
fewer diesel engines than the agency 
projected in 1980. NHTSA’s analysis of 
Ford's model years 1984-85 light truck 
fleets concluded that Ford had adopted 
the technological improvements the 
agency projected in 1980. but that its 
fuel economy levels had declined due to 
market shifts beyond the company's 
control. GM and Chrysler suffered 
similar fuel economy declines due to 
market shifts. The agency's financial 
analysis concluded that Ford could not 
alter its MY 1985 product mix without 
unacceptable costs in terms of lost 
profits, employment reductions, and 
sales cuts. 

Based on its analysis, NHTSA issued 
a proposed rule on May 30,1984 (49 FR 
22516), to lower the MY 1985 composite 
standard from 21.0 mpg to 19.5 mpg, with 
corresponding changers in the optional 
two- and four-wheel drive standards. 
The agency decided to deny the Ford 
request for the 1984 mode) year, because 
the petition was not timely filed with 
regard to that year. The original MY 
1985 standards are compared with the 
proposed changes in the following table. 
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On October 22.1984 (49 FR 41250). 
NHTSA published a final rule on the 
light truck fuel economy standards for 
model years 1985 and 1988. The final 
rule for MY 1905 is identical to the 
standards proposed by the agency in 
May. The final rule's fuel economy 
standards for MY 1988 are 20.0 mpg for 
the composite standard. 20.5 for the 
optional two-wheel drive standard, and 
19.5 mpg for the optional four-wheel 
drive standard. With regard to the MY 
1985 standards, the agency concluded 
that consumer demand for larger 
gasoline engines, fewer diesel engines, 
and larger trucks caused a reduction in 
the industry's capability for that year. 
These factors resulted in a 1.5 mpg 
decline in Ford's MY 1985 capability 


from the 21.0 mpg level NHTSA had 
estimated in the 1980 final rule. A 
number of minor effects combined to 
produce an additional 0.2 mpg loss for 
Ford, but were more than offset by a 0.4 
mpg fuel economy gain due to the use of 
electronic fuel injection in certain light 
truck engines. NHTSA concluded that 
Ford experienced an additional 0.2 mpg 
fuel economy loss coincident with the 
imposition of more stringent emissions 
standards. Although the agency 
concluded this loss will occur for Ford in 
MY 1985, EPA indicated to NHTSA that, 
in their opinion, this loss is due to efforts 
to improve engine performance through 
engine calibration and is not an inherent 
effect of the emissions standards. 
NHTSA treated this effect as equivalent 
to the engine mix changes described 
above, because it appears to result from 
market demand for increased vehicle 
performance. 

In the final rule, the agency noted that 
GM and Chrysler could not achieve the 
original MY 1985 light truck standards. 
GM's MY 1985 fuel economy was 
projected to be 20.0 mpg; Chrysler's 1985 
fuel economy was estimated to be 20.3 
mpg. As required by the Act. NHTSA 
took industrywide considerations into 
account when selecting the final MY 
1985 standards. NHTSA concluded that 
Ford was the "least capable" 
manufacturer in regard to improving the 
average fuel economy of its light trucks. 
Because production of many 1985 
models had already begun, setting the 
standards above Ford’s capability 
would not likely increase that 
company’s fuel economy performance 
through greater use of technology, but 
might require drastic product restrictors 
which would adversely affect Ford. Such 
actions by Ford might also result in the 
shifting of sales of larger light trucks 
with larger engines to other 
manufacturers, thereby achieving no net 
fuel economy improvement for the 
industry as a whole. On the other hand, 
setting standards below the level 
attainable by GM and Chrysler w*ou!d 
not likely cause those companies to 
reduce their fuel economy performance, 
because the agency projected fuel 
economy levels for those companies 
were based on their planned product 
mixes. 

For model year 1986, NHTSA 
projected that Ford could technically 
achieve a fuel economy level as high as 
20.4 mpg. compared to 19.5 mpg in MY 
1985. GM could achieve 20.6 mpg, 
compared to 20.0 mpg in MY 1985. These 
fuel economy gains are due primarily to 
new engines and engine efficiency 
improvements. Chrysler has a potential 
MY 1985 fuel economy level of 21.6 mpg. 
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1.3 mpg higher than the company's 
potential MY 1085 level. Chrysler’s fuel 
economy improvement for MY 1980 is 
derived mainly from the introduction of 
fuel efficient engine technology and the 
introduction of a new compact pickup 
truck. Chrysler's MY 1985 fuel economy 
capability is higher than that of GM or 
Ford primarily because compact vans 
and buses comprise almost half of its 
total light truck sales. These vehicles are 
expected to constitute much smaller 
proportions of GM and Ford light truck 
sales. 

NHTSA selected the final MY 1986 
standards based on the capabilities of 
both GM and Ford. Doth companies 
faced the risk that consumer demand for 
larger trucks and engines would result In 
lower MY 1986 fuel economy levels. 

Data provided by Ford indicated that 
Ford’s MY 1986 fuel economy could be 
as low as 19.6 mpg if consumers 
maintain a strong demand for larger 
vehicles. In addition, GM faced several 
technological risks for MY 1988. Certain 
engine improvement programs might not 
be feasible for MY 1985. NHTSA 
estimated that GM’s MY 1988 capability 
would decline to 20.0 mpg if these 
programs became infeasible. 

Additional factors had to be 
considered in selecting the MY 1986 
standards. production leadtime 
constraints precluded any major 
techology changes in manufacturer's 
product plans for that year. New 
programs could not be developed to 
compensate for market shifts or 
techological problems. Furthermore, 
manufacturers’ projections (and 
NHTSA’s analyses) of their fuel 
economy improvement capabilities had 
been steadily declining, due to market 
changes. For all of these reasons. 

NHTSA decided to set the MY 1988 
composite standard at 20.0 mpg. The 
agency concluded that the risks of 
reduced sales and employment from 
attempts to achieve a higher fuel 
economy level for MY 1988 outweighed 
the potential fuel savings. 

The agency decided not to issue the 
MY 1987 standards when the MY 1985- 
86 standards were issued. NHTSA is 
conducting further analyses of the MY 
1987 data submitted by commenters to 
the proposal. When these analyses are 
completed, the agency will proceed with 
rulemaking. 

B Carryback Plans 

Among other changes, the Automotive 
Fuel Efficiency Act of 1980 amended 
Title V to expand the carryforward and 
carryback periods for credits generated 
by exceeding fuel economy standards 
from one year in either direction to three 
years. To take advantage of the 


carryback provisions, a manufacturer 
must *V . . submit a plan demonstrating 
that such manufacturer will earn 
sufficient credits . . . within the next 3 
model years which when taken into 
account would allow the manufacturer 
to meet that standard for the model year 
involved." 

Ford became the first company to 
submit a plan under these provisions. In 
a letter dated May 8.1984. Ford 
requested approval of a carryback plan 
to provide the company with sufficient 
credits to meet the MY 1984 passenger 
car standard of 27.0 mpg. The company 
projected its MY 1984 passenger car 
CAFE would be 25.4 mpg. including the 
assumption that EPA would grant a 0.2 
mpg adjustment in its upcoming test 
procedure adjustment final rule. 

Ford’s plan demonstrated how the 
company would generate sufficient 
credits in MY 1988 to offset the MY 1984 
shortfall. On July 31,1984, NHTSA 
approved the plan, except for one part. 
NHTSA disallowed the consideration of 
the assumed test procedure adjustment 
because EPA had not completed its 
rulemaking on the subject. The agency 
stated that once the EPA rulemaking 
was completed. Ford could submit a 
revised plan reflecting any test 
procedure adjustment promulgated by 
EPA. 

On November 27.1984, GM submitted 
a draft carryback plan covering its MY 
1984 passenger cars. However, the 
company requested that NHTSA not 
take action on its plan until issues are 
resolved concerning the EPA test 
procedure adjustments and the inclusion 
of GM-Toyota joint venture vehicles in 
GM’s domestic fleet CAFE. The 
necessary petition concerning the GM- 
Toyota joint venture vehicles has not 
been submitted yet. 

C Center for Auto Safety Petition 

In a letter dated |u!y 26,1984, the 
Center for Auto Safety (CFAS) 
petitioned the agency to raise the 
existing passenger standard for model 
years 1987-90. CFAS requested that the 
existing 27.5 mpg standard for those 
years be increased to 31.5, 34.5, 37.5, and 
405 mpg, respectively. CFAS argued 
that higher standards are feasible and 
necessary to minimize oil imports. 

On November 28.1984. NHTSA 
published a Federal Register notice (49 
FR 46770) granting the CFAS petition. 
The agency stated that the issues raised 
by CFAS should be analyzed in the 
context of rulemaking. However, the 
agency also noted that the granting of a 
petition does not means a rule will 
necessarily be issued. The 
determination of whether to issue a rule 


is made in the course of rulemaking, in 
accordance with statutory criteria. 

Section fV: Impact of Domestic Content 
Amendment 

The Automobile Fuel Efficiency Act of 
1980 (Act of 1980) modified several 
provisions of the Motor Vehicle 
Information and Cost Savings Act. One 
of these modifications concerned the 
domestic content provision in section 
503 of Title V. Section 503 specifies that 
passenger cars having less than 75 
percent of the cost to the manufacturer 
attributable to value added in the 
United States or Canada are considered 
to be foreign manufactured. Conversely, 
vehicles with at least 75 percent value 
added in the U.S. or Canada are 
considered to be domestically 
manufactured for the purposes of 
complying with fuel economy 
regulations. Since section 503 also 
requires that domestically and foreign 
produced passenger automobiles not be 
grouped together for the purpose of 
complying with fuel economy standards, 
highly fuel-efficient vehicles with less 
than 75 percent value added in the 
United States or Canada may not be 
used by a manufacturer to offset the 
lower fuel economy of its domestically 
produced cars. 

The domestic content provision was 
included in Title V to promote 
employment in the U.S. automobile 
industry by encouraging manufacturers 
to produce high fuel economy vehicles in 
this country, instead of relying on the 
importation of such cars which they 
produce or purchase abroad. However, 
foreign manufacturers choosing to build 
their most fuel-efficient vehicles in the 
U.S. or Canada, with at least 75 percent 
domestic content, would not. under the 
original domestic content provision, be 
permitted to average such cars with 
their less fuel-efficient foreign-produced 
models. Thus, there existed a 
disincentive for foreign manufacturers to 
initiate U.S. production and to achieve 
high levels of domestic content. The Act 
of 1980 permits manufacturers 
completing their first year of production 
in the period 1975-85 to petition NHTSA 
for exemption from the separate 
compliance provisions of section 503 of 
Title V. Such a petition must be granted 
unless the agency finds that doing so 
would result in reduced employment in 
the U.S, automobile industry. 

Volkswagen of America, Inc, (VWoA) 
has been the only manufacturer to 
petition NHTSA for an exemption from 
the separate compliance provision. The 
agency granted the petition for relief on 
October 23.1981. The agency concluded 
that granting the petition would not 
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result in adverse effects on employment 
in the U.S. automobile industry. 

As required by the Act of 1980 
(section 512(c)(1) of Title V). the 
Secretaries of Transportation and Labor 
have made during 1984 their third 
annual examination of the impact of the 
domestic content amendment to Title V, 
During 1984. auto industry 
unemployment declined substantially as 
the economy continued to grow. U,S. 
hourly indefinite layoffs fell from 107,900 
at the end of calendar year 1983 to 
52,100 as of early November 1984 (the 
last data available when this report was 
prepared). In contrast to the other 
domestic passenger car manufacturers, 
VWoA experienced a slight decrease in 
car sales through October 1984. 
Compared to the same period in 1983, 
U.S.-built VW sales were down 6.9 
percent. In contrast. AMC sales grew 4.2 
percent, Chrysler sales increased by 16.8 
percent. GM sales were up 16.9 percent, 
and Ford sales rose 29.2 percent 
Nonetheless. VWOA expects that its 
MY 1985 U.S. produced vehicles, like its 
1984 models, will contain over 75 
percent domestic content. There is not 
reason, at present, to change the 1981 
findings of NHTSA that granting 
VWoA's petition will promote 
employment in the U.S. automobile 
industry without causing undue harm to 
domestic manufacturers. Also, no 
evidence has been found that the 
domestic content provision has 
permitted a manufacturer of 
domestically produced cars to attain the 
75 percent level, and then subsequently 
to fall below the 75 percent requirement. 

Section V: Use of Advanced Technology 

This section fulfills the statutory 
requirement of the Department of 
Energy Act of 1978 (Pub. L 95-238) Title 
III, section 305, which directs the 
Secretary of Transportation to submit an 
annual report to Congress on the use of 
advanced technologies by the 
automotive industry to improve motor 
vehicle fuel economy. This report 
focuses on the introduction of new 
models, the application of materials to 
save weight, and the advances in engine 
technology in model year 1984. 

American manufacturers introduced 
new, fuel-efficient sport cars in model 
year 1984 to attract the attention of the 
young buyers in the market. General 
Motors introduced the all new mid¬ 
engine. 4-cylinder. 2-seater Pontiac 
Fiero, which featured a steel space 
frame and reinforced plastic outer skin 
with low aerodynamic drag. Chrysler 
introduced the Dodge Daytona and 
Chrysler Laser coupes with optional 
turbocharged 4-cylinder engines. 


General Motors also brought out a 
new line of front-wheel drive downsized 
large luxury cars, (Buick Electra. 
Oldsmobile 9a and Cadillac Deville) 
which were introduced early as 1985 
models. The Tempo/Topaz, which Ford 
Motor Company introduced in 1983, is a 
fuel-efficient 1984 model that set early 
sales records. Ford's compact Escort 
was also among the most popular 
automobiles sold in 1984. Chrysler 
introduced their Plymouth Voyager and 
Dodge Caravan compact vans in 1984. 
Chrysler claims that these fuel-efficient 
compact vans have the lowest 
aerodynamic drag of any van. Ford 
introduced new aerodynamic headlamps 
on the Mark VU to reduce drag. 
American Motors introduced the Encore, 
a hatchback version of the Alliance, and 
new downsized Cherokee and 
Wagoneer light trucks. The Cherokee 
and Wagoneer are 1.000 pounds light 
than their predecessors. 

Two major factors, fuel economy 
standards and competition among 
carmakers and their suppliers to 
reduced assembly and tooling costs, 
have encouraged the use of lightweight 
long-lasting materials. Plastics led in the 
application of new materials. The 
Pontiac Fiero has 180 lbs. of plastic body 
panels, including sheet-molded 
compound for the hood. roof, rear 
panels, and deck. Rocker panels are 
made from thermoplastic olefin, while 
bumper fasciae and fenders are made 
from reaction-injection-molded 
urethane. American Motors' new 
downsized jeep Cherokee Chief has a 
fiberglass-reinforced liftgate that is 
lighter and will not corrode. Ford uses 
molded, btack polycarbonate thermo¬ 
plastic bumpers on the Escort GT and 
Lynx LI'S and RS models. These 
bumpers are lighter than aluminum, the 
application of plastic is estimated to be 
6.3 percent of the material content, by 
weight, of a U.S. produced automobile in 
both 1983 and 1984. 

Although plastics led the application 
of new materials, the use of 
conventional mild steel and cast iron 
remained constant in usoge per car. 

New forms of steel are being used, 
however. Chrysler's downsized mini- 
vans use steel galvanized on both sides 
for 88 percent (by weight) of the body to 
help fight corrosion. Chrysler is now 
offering a five year warranty against 
exterior perforation caused by rust. The 
Pontiac Fiero's 600 pound frame is made 
from high-strength steel, galvanized 
high-strength steel, and mild steel. Other 
applications for high-strength steel 
included hollow tube sway bars offered 
as options on Chrysler’* new mini-vans, 
and wheels for the 1984 AMC Encore. 


The overall use of steel has remained at 
55.0 percent of the material content, by 
weight, of a typical U.S. produced 
automobile in both 1983 and 1984. 

Aluminum was used in new 
applications in 1984. Ford's new 
imported 2.4 liter and 2.0 liter diesel 
engines featured aluminum cylinder 
heads. Chrysler’s compact van has 
extruded aluminum bumpers. Cast 
aluminum wheels are available on the 
Chrysler Laser, Dodge Daytona, Lincoln 
Mark VII. and Ford Mustang SVO. 
AMC's new Cherokee/Wagoneer uses a 
cast aluminum transmission bell 
housing. Ford's compact and 
subcompact models have aluminum 
radiators for 1984. A new four-speed 
automatic transmission was introduced 
in General Motors A-Body cars, which 
will reduce weight because of its 
aluminum components. 

Sales of diesel engines are continuing 
to decline. Overall U.S. diesel sales in 
MY 1984 were only 1.7 percent of all 
passenger cars, compared to 2.1 percent 
for MY 1983. 

The use of electronics is increasing 
rapidly. An article in "Automotive 
Engineering" estimated that the 
electronic content on a Cadillac Seville 
increased from 1,100 electronic elements 
in 1983 to 2.250 elements in 1984. One 
specific area of electronic growth is the 
fuel management system. Electronic fuel 
injection is being offered to provide 
precise fuel control. 

Turbocharging, improved engine 
breathing, and higher compression ratios 
were emphasized in 1984 to provide 
more performance from smaller engines. 
GM offers a turbocharger on its 1.8 liter 
engine in the Pontiac Sunbird and on the 
3.8 liter engine on the Buick Regal and 
Riviera. The 3.8 liter engine develops 200 
hp. and its is expected that this engine, 
which also features sequentially-fired 
multipoint fuel injection and computer- 
controlled coil ignition, will find future 
application in higher priced cars. Ford 
Motor Company and Chrysler 
Corporation are boosting horsepower of 
their 4-cylinder engines with 
turbochargers for wider model 
application. Ford's 1.6 liter engine used 
for the Escort/Lynx and EXP develops 
115 horsepower in the turbocharged 
model, compared to 79 horsepower in 
the naturally aspirated version. Ford 
also introduced a new 2.3 liter engine 
with high-swirl combustion chambers 
for the Tempo/Topaz. Chrylser has 
improved the performance of their 1.6 
liter and 2.2 liter engines. The 2.2 liter 
turbocharged engine fin the Dodge 
Daytona and Chrysler Laser helped 
Chrysler gain the sales lead in the use of 
of turbocharged engines. In model year 
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1984. Chrysler sales of turbocharged 
engines (100.000) exceeded the 
combined sales of CM and Ford (36,000). 
American Motors has developed o new 
liter engine which features a unique 
system that instantaneously readjusts 
the spark timing for each cylinder 
separately. This feature, developed for 
AMC's four-wheel drive vehicles, is not 
offered on any other vehicles sold 
domestically. 

The relatively slow decline in the 
gales of large cars with V-8 engines and 
the market shift from suhcompact to 
compact size automobiles has been 
largely offset by the technology 
improvements being introduced in the 
model year 1984 models. The 
improvement of domestic passenger car 
fue l economy from model year 1983 to 
model year 1984 Is evidence of the 
success of the technological 
improvements. 

|FK Doc. 85-6968 Filed 3-2S-8S; B.4S <tm| 
ftUJNG COOf 4*10-59-* 


Research and Special Programs 
Administration 

(Docket No. 85-1W; Notice 11 

Transportation of Natural and Other 
Gas by Pipeline; Petition for Waiver 

The Tennessee Gas Pipeline Company 
has petitioned the Materials 
Transportation Bureau (MTB) for a 
waiver from compl ianc e with the 
requirements of 49 CFR 192.553(d) to 
permit the maximum allowable 
operating pressure (MAOP) of five 
transmission line segments shown on 
drawings TO-T16-300-1-80, TO-TlO- 
300-1-87 . TO-Tl6-300-1-70, and TO- 
Tl 6-300-1 -70A to be increased to 975 
psig from the current 880 psig. These line 
segments are located in Sussex and 
Passaic Counties in New Jersey. with 
two (2) Class 3 locations between 
mainline valves (MLV) 325-1 and 326-1, 
f>ne (l) Class 3 location between MLVZ 
326-1 and 327-1. and two (2) Class 3 
locations between MLV 326-1. and 329- 
b on the Compunys* 300-1 transmission 
tine. 

Line 300-1 was designed and 
constructed in 1955 in accordance with 
ihe USAS B31.8 Standard Code for 
Pressure Piping. Gas Transmission and 
Bistribulion Piping Systems." a code of 
industry consensus standards for safe 
gas piping systems. Pipe in line 300-1 is 
24 inches in diameter, with a 0.375-inch 
wall thickness. It was manufactured 
according to API Standard 5LX. grade 
X52 requirements- The design pressure 
nf the line sections involved is 975 psig. 
based on a design factor of 0.60. 

When the Federal gas pipeline safely 
sbwdurds in 49 CFR Part 192 became 
effective in November 1970, the highest 
actual operating pressure of 880 psig (54 


percent SMYS) became the MAOP of the 
line section in accordance with 
$ 192.619(a)(3). Subsequently, population 
density w as determined under the 
requirements of } 192.607. This study 
showed the five locations deserbed 
above to be Class 3 locations. 

Thereafter, the entire line section was 
hydrostatically tested to at least 1462 
psig for 8 hours, without leakage, a 
pressure level equivalent to 90 percent 
of the pipe's specified minimum yield 
strength (SMYS). 

Under the provisions of 88 192.553 
and 192.555 governing permissible 
increases in a pipeline's MOAP 
(uprating). the 1402 p9ig pressure test 
and other steps performed by the 
Company requalified all but the five 
Class 3 segments of the line section for 
operation at an MOAP of 975 psig (00 
percent SMYS). The five Class 3 
segments are restricted from operation 
at the higher MAOP by 5 192.553(d). 
which provides in relevant part that "a 
new maximum allowable operating 
pressure established under this subpart 
may not exceed the maximum that 
would be allowed under this part for a 
new segment of pipeline constructed of 
the same materials in the same 
location.** In accordance with 
8 192.819(a). the maximum for a new 
pipeline in a Class 3 location 
constructed of pipe like that in line 300- 
1 would be 8!2 psig. or the design 
pressure for such a pipeline based on a 
0.50 design factor. In contrast, this 
limitation did not affect the 
establishment of a 975 psig MAOP for 
the remaining Class 2 portion of the tine 
section, becasue of a new pipeline of the 
same materials in the same Class 2 
location would qualify for a 975 MAOP 
under 8 192.619(a) based on a design 
factor of 0.60. After the 1462 psig 
pressure test was made, four other 
segments of the line section between 
MLV 325-1 and MLV 326-1 have 
changed from Class 2 to Class 3 
locations. However, under the 
provisions of 8 192.611(a), because they 
were previously tested to 90 percent of 
SMYS, these additional Class 3 
segments may operate at their 
previously established MAOP of 975 
psig. The 8 192.553(d) limitation does not 
apply since these additional segments 
were uprated to 975 psig before the 
change in class location occurred. 

In support of its waiver request, the 
Company states that the current 880 psig 
operating pressure is no longer adequate 
to meet its delivery demands for the 
300-1 line. The proposed increased 
pressure is part of a filing that is 
currently under consideration by the 
Federaf F.nergy Regulation Commission 
(FERC) to provide addtional service to 
New England customers. Approval by 
FF.RC is anticipated in sufficient time to 


deliver additional gas for the 1965-86 
heating season. Tins increase in 
capacity can in part be provided by 
uprating the five Class 3 segments for 
which the waiver is sought to 975 psig, 
or alternatively by replacing the five 
segments with new pipe at an estimated 
cost of $1,204,300. The Company also 
points out that the line section involved 
has been coated and cuthodically 
protected against corrosion since 1950 
and electrical surveys and visual 
inspections have shown the section to 
have no significant deterioration since 
the pressure tests were made in 1971 
and 1973. 

MTB beleives that a waiver of 
8 192.553(d) to permit the proposed 
uprating should be granted because the 
five Class 3 segments for which the 
waiver is sought arc not materially 
different with respect to design, 
construction, maintenance, and leak 
history from similar Class 3 segments in 
the same line section that now have an 
MAOP of 975 psig. The distinguishing 
factor is merely the timing of the 1462 
psig qualifying pressure test. Had it been 
performed before the five segments 
involved changed from Class 2 to Class 
3. the segments could have been 
qualified for the higher 975 MAOP 
without restriction by 8 192.553(d). 

Interested persons are invited to 
comment on the proposed waiver by 
submitting in triplicate such data, views, 
or arguments as they may desire. 
Communications should identify the 
Docket and Notice numbers and be 
submitted to: Dockets Branch. Room 
8426. Materials Transportation Bureau, 
Department of Transportation. 
Washington. D.C. 20590. 

All comments received before April 
25. 1965 will be considered before final 
action is taken. Late filed comments will 
be considered so far as practicable. All 
comments will be avaialble for 
inspection at the Dockets Branch. 
Materials Transportation Bureau, 
between the hours of 8:30 a.m. to 5:00 
p.m.. before and after the closing date 
for comments. No public hearing is 
contemplated, but one may be held at a 
time and place set in a Notice in the 
Federal Register if requested by an 
interested person desiring to comment at 
a public hearing and raising a genuine 
issue. 

(49 US. C. 1672: 49 CFR Part 1 53(a): Appendix 
A of Pari 1. and Appendix A of Part 108) 

l*»ui’ud in Washington. D C, on March 21 
1985 

Richard L Beam. 

Associate Director for Pipeline Safety 
Regulation* Materials Transportation Barron. 

|FR Doc. 85-7108 Filed 3-25-85; 8:45 am| 

OllUftG COO£ 4*10-60-* 









11988 


Sunshine Act Meetings 


Federal Register 

Vol. SO. No. SS 
Tuesday. March 20. 19R5 


This section o) the FEDERAL REGISTER 
contains notices ot meetings published 
under the "Government n the Sunshine 
Act" (Pub. L 94-409) 5 U.S.C 552b(e)(3) 


CONTENTS 

Consumer f i Safety Commission 1 


Farm Cred- .?ration_ „ ,. . 2 

Federal Hi ,«vn Mortgage Corpo¬ 
ration .... 3 

Intematjon xn mission _ 4 , 5 

Nuclear Rt . ry omirussion....^™ 6 

Postal Serv . . „ _ _ 7 


1 

CONSUMED POOJCT SAFETY 
COMMISSION 

TIME AND DATE. Thursday. March 28, 
1985. 

location: Third Floor Hearing Room. 
llll-18th Street. NW., Washington. D.C. 
status: Open to the Public. 

matters to be considered: 

1. Mid Year Review 

The Comission and staff will review and 
discuss the status of CPSCs Fiscal Year 1985 
Operating Plan. 

Closed to the Public. 

2 . Enforcement Mutters OS 9 3247 

The Commission will consider Enforcement 
Matter OS 9 3247. 

FOR A RECORDED MESSAGE CONTAINING 
THE LASTEST AGENGA INFORMATION. 
CALL: 301-492-5709. 

CONTACT PERSON FOR ADDITIONAL 

information: Sheldon D. Butts. Office 
of the Secretary, 5401 Westbard Ave„ 
Bcthesdn, MD 20207 301-492-6800. 

Dated: March 21. 1985. 

Sheldon D. Bulls. 

Dt'puty Secretary. 

|FR Doc. 85-7185 Filed 3-21-85: 5:03 pm| 

BILLING CODt 63SS-41-M 


2 

FARM CREOIT ADMINISTRATION 

Federal Farm Credit Board; Meeting 
agency: Farm Credit Administration. 
summary: Notice is hereby given, 
pursuant to the Government in the 
Sunshine Act (5 U.S.C. 552b(e)(3)), of the 
forthcoming regular meeting of the 
Federal Farm Credit Board scheduled to 
be held on the First Monday of April 
1985. as specified in 12 CFR 604.325(a). 


Oates and times: The regular meeting 
of the Federal Farm Credit Board is 
scheduled to he held in McLean. 
Virginia, on April 1.1985. 8:30 a.m. to 
4:30 p.m,; April 2.1985. 8:30 a m. to 4:30 
p.m.: and April 3,1985. 8:30 o.ra. to 3:00 
p.m. 

address: Farm Credit Administration. 
Federal Board Room. 1501 Farm Credit 
Drive, McLean. VA 22102-509(1 

supplementary information: Parts of 
this meeting of the Federal Farm Credit 
Board will be open to the public (limited 
space available), and parts of the 
meeting will be closed to the public. The 
mutters to be considered at the meeting 
are: 

Monday. April I 

*1. Executive Session 

2 . Approval of February Minutes 

3. Review of Agenda 

4. Reports of Board Members 

5. Governor’s Report 

(a) Spokane District Director-lit-Large 
Appuintrnenl 

(b) Proposed Legislation Grunting PCA 
Intermediate Enforcement Authorities 

(c) Resolution Directing (he FCA Staff to 
Draft and Submit Legislation Authorizing 
the Merger of Unlike Banks 

(d) OfTice of Internal Audit Report 

•*(e) Status of Litigation Cases Involving 
FCA 

6 . Board Assessment of Santa Barbara 

Planning Conference 

7. Proposed Changes to Board’s Leadership 

Agenda 

Tuesday. April 2 

8 . Regulation Changes 
Final 

Part 811. Liquidations of Banks and 
Associations 

Section 617.7060—Frequency of 
Examinations and Audits 
Various Sections—Technical Changes Due 
to Agency Reorganization 
Proposed 

Financial Disclosure. Public Information 
and Confidentiality 

Section 815.5370—Banks for Cooperatives’ 
Earnings 

9. Office of Examination und Supervision 

Report 

•••(«! Status Report on Serious Problem 
Banks 

|bj Status of FCB Regulations Rewrite 
Project 

•••(c) Staff Analysis and 
Recommendations on Gallagher Report 
concerning Spokane District Director/ 
Officer Liability 

•••(d) Progress Report on System Stress 
Study 


(e) OES Process for Handling Examination/ 
Supervisory Reports 
•••(f) FCA Supervisory Reports 

Wednesday . April 3 

10. Office of Administration Report 

(a) Legislative Report 

(b) Economic Report 

(c) Budget Performance Report 
IL FCS Building Association 

12. Other Item 

•Closed Session—exempt pursuant to 5 
U.S.C 552b(u)(2). 

••Closed Session—exempt pursuant to 5 
U.S.C. 552b(c)(10). 

••* Closed Session— exempt pursuant to 5 
U.S.C. 552b(c) (8) and (9). 

Dated: March 21.1985. 

Donald E Wilkinson, 

Governor. 

|FR Doc. 85-7170 Filed 3-22-85; 9.21 am| 

BILLING COOC S70S-41-N 


3 

FEOERAL NOME LOAN MORTGAGE 
CORPORATTON 

OATE AND time: Thursday. March 28. 
1985. 1:00 p.m. 

place: 1776 G Street, NW., Washington. 
D.C.. Conference Room C, Eighth Floor. 

status: Closed. 

CONTACT PERSON FOR MORE 

information: Alan B. Hausman, 1776 C 
Street. NW.. P.O. Box 37248, 
Washington, D C. 20013, (202) 789-4763 

MATTERS TO BE CONSIDERED: 

Closed: Minutes of February 27.1965 Board of 
Directors' Meeting 
Closed: President's Report 
Closed: Financial Report. 

Date sent to Federal Register: March 22. 
1985. 

Maud Mater, 

Secretary. 

|FR Doc. 85-7229 Filed 3-22-85; 2.25 am| 

BILLING COOC S7XMH-M 


4 

INTERNATIONAL TRADE COMMISSION 
IUSITC SE-84-15AJ 

feoeral register Citation of previous 
announcement. 

PREVIOUSLY ANNOUNCED TIME ANO DATE 
OF THE MEETING: Thursday, March 28. 
1985 at 10:00 a.m. 
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CHANGES IN THE MEETING: 

9 . Investigation No. 731-TA-UW |Fin«l) 
(Calcium Hypochlorite from Japan) briefing 

ami vote. 

In conformity with 19 CFR 201.37(b), 
Commissioners Stem. Liebeler. Eckes, 
Lodwick. and Rohr determined by 
unanimous vote that Commission 
business requires the change in subject 
matter by addition of the agenda item, 
affirmed that no earlier announcement 
of the addition to the agenda was 
possible, and directed the issuance of 
this notice at the earliest practicable 
lime. 

CONTACT PERSON FOR MORE 

information: Kenneth R. Mason. 
Secretary. (202) 523-0161. 

Kenneth R Mason. 

Stvrvfory. 

jFR Doc. 85-7751 Filed 3-22-85; 3:35 pm| 

►111*0 COOC 7OTO~C2-H 


s 

INTERNATIONAL TRADE COMMISSION 
[USITC SE-S5-16I 

time AND date: At IXX) p.m., Monday, 
Apnl 8,1985. 

place: Room 117. 701 E Street. NW,. 
Washington, D.C. 20436. ' 

status: Open to the public. 

MATTERS TO BE CONSIDERED! 

1 Agenda. 

1 Minutes. 
l Ratification List. 

4 Petitions and Complaints. 

5. Investigation 701-TA-248 (Preliminary) 
(Certain ethyl alcohol from Brazil) briefing 
und vote, 

6 Investigation Nos. 701-TA-240 and -241, 
und 731-TA-249. -250, and -251 (Preliminary! 
(Oil country tubular goods from Austria. 
Rumania and Venezuela) briefing and vote. 

7. Investigation Nos. 701-TA-242, and 731- 
TA-2S2 and -253 (Preliminary'! (Certain 
*f‘lded carbon steel pipes and tubes from 
Thailand and Venezuela) briefing and vote. 

B Investigation No. TA-201-54 (Potassium 
pt rmungante) briefing and vote. 

9. Investigation No. 701-TA-221 (Final) 
(Certain cast-iron pipe fittings from Bruzil) 
briefing and vote. 

10 Any items left over from previous 

agenda. 

CONTACT PERSON FOR MORE 

information: Kenneth R. Mason, 
Secretary. (202) 523-0101. 

•'■onneth R. Mason. 

Secretary. 

Doc. 85-72J2 Filed 3-22-85; 3:35 pm| 

COOC 70JO-C2-M 


6 

NUCLEAR REGULATORY COMMISSION 

date: Weeks of March 25, April 1. 8, and 

15, 1985. 

place: Commissioners* Conference 


Room 1717 H Street. NW.. Washington. 
DC. 

status: Open and Closed. 

MATTERS TO BE CONSIDERED: 

Week of March 25 

Tuesday. March 26 
2:00 p.m. 

Discussion of Motion to Disqualify in TM1- 
1 Restart Case (Closed—Ex. 10) 

Thursday. March 28 
10:00 a.m. 

Discussion of Environmental Qualification 
of Electrical Equipment—Status of 
Compliance with Rule (Public Meeting) 
2:00 p.m. 

Affirmation Meeting (Public Meeting) (if 
needed) 

Week of April 1—Tentative 

Tuf&day, April 2 
2:00 p.m. 

Discussion of Indian Point Order (Public 
Meeting) 

Wednesday. April 3 

9:30 a m. 

Briefing on Source Term (Public Meeting) 
2:00 p.m. 

Continuation of Briefing on Source Term 
(Public Meeting) (if needed) 

3X10 p.m. 

Briefing by 1DCOR on Evaluation of 
Nuclear Power Plant Accident Risk 
(Public Meeting) 

Thursday , April 4 
10:00 a m. 

Discussion of Management-Organization 
and Internal Personnel Matters (Closed- 
Ex. 2 8 6) (if needed) 

2XX) p.m. 

Affirmation Meeting (Public Meeting) (if 
needed) 

Week of April 8—Tentative 

Thursday. Apnl It 
2 X)0 p.m. 

Periodic Meeting with Advisory Committee 
on Reactor Safeguards (ACRS) (Public 
Meeting) 

3:30 p.m. 

Affirmation Meeting (Public Meeting) (if 
needed) 

Week of April 15—Tentative 

Tuesday, April 16 
10:00 a.m. 

Briefing on Final Rule on Backfitting (Public 
Meeting) 

Friday. April 19 
9.30 a.m. 

Briefing on TMI-1 Steam Generator und 
Other Plant Matters (Public Meeting) 
11:15 a.m. 

Affirmation/Discussion and Vote (Public 
Meeting) a. Indian Point Order 
(Tentative) 


TO VERIFY THE STATUS OF MEETINGS 
CALL (RECORDINGS (202) 634-1498. 
CONTACT PERSON FOR MORE 
information: (ulia Corrndo (202) 634- 
1410. 

George T. Mazuzan, 

Office of the Secretary', 

March 21. 1985. 

|FR Doc. 85-7253 Filed 3-22-85; 4:06 pm| 

BtUJNa COOC 


7 

POSTAL SERVICE BOARD OF GOVERNORS 

Notice of a Meeting 

The Board of Governors of the United 
States Postal Service, pursuant to its 
Bylaws (39 CFR $ 7.5) and the 
Government in the Sunshine Act (5 
U.S.C. 552b), hereby gives notice that it 
intends to hold meetings at 1:00 p.m. on 
Monday. April 1.1985. in Hartford. 
Connecticut, and at 8:00 a.m. on 
Tuesday. April 2.1985, in conference 
Room 311, Hartford Post Office, 141 
Western Street. Hartford. Connecticut 
06101-9998. As indicated in the 
following paragraph, the April 1 meeting 
is closed at public observation. The 
April 2 meeting is open to the public. 
The Board expects to discuss the 
matters stated in the agenda which is 
set forth below. Reqests for information 
about the meetings should be addressed 
to the Secretary of the Board, David F. 
Harris, at (202) 245-3734. 

At its meeting on March 4,1985. the 
Board voted in accordance with the 
provisions of the Government in Ihc 
Sunshine Act to close to public 
observation its meeting scheduled for 
April 1. (See 50 FR 10141. March 13. 
1985.) 

The meeting will involve a discussion 
of personnel matters. 

Agenda 

Monday Session: April 1. 1965—liX) p.m. 
(Closed) 

1 Discussion of Personnel Matters. 

Tuesday Session: April 2. 1965—M0 a.m. 
(Open) 

1. Minutes of the Previous Meeting. March 
4-5.1985. 

2. Remarks of the Postmaster General. (In 
keeping with its consistent practice, the 
Board s agenda provides this opportunity for 
the Postmaster GeneraHo inform the 
Members of miscellaneous current 
developments concerning the Postal Service. 
Nothing that requires a decision by the Board 
is brought up under this item ) 

3. Contract for Board Support Serv ices, 

4- Officer Compensation. 

5. Report on Finance Group Programs. (Mr 
Cummings. Senior Assistant Postmaster 
General. Finance Group, will brief the Board 
on developments in the Finance Group.) 

6. Update Briefing on INTELPOST (Mr. 
l-ee. Senior Assistant Postmaster General. 
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Research and Management Systems Croup, 
will brief the Board on the developments In 
the INTF4.POST program.) 

7. Report of the Pegional Postmaster 
General. (Mr. Mulligan. Regional Postmaster 
General, will report on Postal conditions In 
the Northeast Region.) 

B. Capital Investment Project: 

a. Human Resources Information System— 
Phase I: 

b. Norman. Oklahoma. Technical Training 
Center. 

9. Consideration of a Tentative Agenda for 
the May 6-7.1985, meeting of the? Board in 
Washington. DC. 

David F. Harris. 

Secretory . 

|FR Dot. H5-71HO Filed 3-22-65: 10 58 nm| 

BU UNO CO-OC 7710-17-41 











Reader Aids 


Federal Register 

Vol. SO. No. SB 
Tuesday. March 26. 19B5 


i 


information and assistance 


SUBSCRIPTIONS AND ORDERS 


Subscription* (public) 

202-783-3238 

Problem* with subscription* 

275-3054 

Subscriptions (Federal amende*) 

523-5240 

Single copies, back copies of FR 

783-3238 

Magnetic topes of FR, CFR volumes 

275-2867 

Public law* (Slip laws) 

275-3030 

PUBLICATIONS AND SERVICES 


Daily Federal Register 


General information, index, and Finding aid* 

523-5227 

Public inspection de«k 

523-5215 

Correction* 

523-5237 

Document drafting information 

523-5237 

Legal staff 

523-4534 

Machine readable document*, specifications 

523-3408 

Code of Federal Regulation* 


Oner*) information, index, and finding aid* 

523-5227 

Printing schedule* and pricing information 

523-3410 

Laws 


Indexes 

523-5282 

Uw number* and date* 

523-5282 


523-5266 

Presidential Documents 


Executive order* and proclamations 

523-5230 

Public Paper* of the President 

523-5230 

Weekly Compilation of Presidential Documents 

523-5230 

United States Government Manual 

523-5230 

Other Services 


Library 

523-4986 

Privacy Act Compilation 

523-4534 

TUI) for the deaf 

523-5220 

FEDERAL REGISTER PAGES AND DATES, MARCH 


8317-8572_ t 

8573-8702... 4 

6703-8968.. 5 

8999-9260..™. 6 

9261-9420. 7 

9421-9608_ 8 

9609-9784 . It 

9785-9978. 12 

9979-10198. 13 

10199-10492.... 14 

10493-10748. 15 

10749-10926. 18 

10927-11144. 19 

11145-11362. 20 

'1363-11496. 21 

’1497-11652.„. 22 

11653-11828. 25 

11829-11990. .26 


CFR PARTS AFFECTED DURING MARCH 


At the end ol each month, the Office Of the Federal Register 
publishes separately a List of CFR Sections Affected (ISA), which 
lists parts and sections affected by documents published since 
the revision date ol each btie 


3 CFR 


440..*. 

...9609 


448.- 

__ 9263 

Pt oclametiona: 

5133 (Amended by 
Proc 5306). 

- .10927 

713. 

722. 

____11145 

____,11145 

800. 

__.9981 

5305. 

—8989 

5307™_ZZ 

5306. 

5309. 

oirt 

Z 9979 - 

.10927 

.11829 

it j 1831 

910...*.... 

979_ 

. 8317, 9610. 10500, 

11497 

_ 10206 

1062 

8318 

5311—. 

ZZ11833 

1150. 

....9982 

1205 — 

___-.10929 

Executive Orders: 
12193 (See EO 


1446. 

__10750 

8991 

1772. 

..... .-.11497 

12295 (Soe EO 

OQQ 1 

1807. 

1822. 

..8581 

.— ..8581 

1 COW) . W.WW.MWWM' 

12351 (See EO 

, 9 C/vt 

. 1 

1902. 

__8581 

QQQ 1 

1910. 

.11498 

12409 (See EO 

12506) .. 

12463 (See EO 

. . Ou3 1 

_8991 

1922. 

1924. 

1930_ 

..11839 

_____...11498 

_-_.-8581 


1941. 


• - • i MiiiwaMiaetr 

12506 . 

............ 09^ 1 

_8991 

1944. 

.- _-8581 


11 me 

1951 — 

_ 6581. 11498 

1 COU1 

....— 1 1 O J J 

1 1ft^7 

1955. 

_..._6581. 11498 

1 fcUUU .. . 


1965 

___8581 

Administrative order*: 

Memorandums: 

September 6 . 1973 
(Superseded by 

Memorandum 

1980 .. 9987. 11498, 11648 

2018 _ 11839 

Proposed Rules: 

Ch. IV . 9806 

Ch X 11171 

oi r-etxuary 

1 QftCl 

AQCO 

29. 

......10501 

February 27. 1985. 

5 CFR 

Ch XIV _ 

on 

. ......... OUuJ 

8953 

52.—. 

..10970 

53 . 

54 . 

..10236 

.10236, 11816 

..8993 

mse 

271_ 

_..._._10450 

272.. 

—_—. 10450 

293 .8993. 11788 

273. 

275. 

..*.....10450 

_10450 

430.—.—.— 

—. OU3J 

—.11788 

400. 

..-.*.11506 


11788 

\911- 

___— 9452 

.. 

531.. 

.11788 

981 _ 

.—. 11510 

535 

11788 

989. 

-__9037 

54 oIZZ!ZZZ 

595...... 

771—.... 

7 CFR 

ZZ 11788 

. ..11788 

. 11788 

1002 ... 

__ 9637. 11374 

1004 . 

. 9637. 11374 

1007— 

_ _ 9038 

1011 . 

1030 . 

. 9038 

.10238 

27 ___ 

52.. 

_10929 

. 10199 

_ _11814 

10749 

1046. 

1093. 

_—™.9038 

9038 

1094 .... 

...9654 

54 

55 

1097 . 

. 9038 

55 ..—.™ 

10749 

1098... 

. 9038 

59.-Z Z _ I . 

ZZ 10749 

1102 ..— 

_ -9038 

70*..— .— 

10749 

1108.. 

.... 9038 

228.*— .-.... 

. 8573 

1126.™ 

_ 9661. 11880 

301 _ 9261. 

318 .. 

9785. 9786 
8317. 9788 

8 CFR 


319.... 8703. 8704, 9786. 10750 

402 . 10200 

100 . 

103 .. 

9991,10751.11146 
8319. 11840 

409. __ 

.. 9609 

214 . 

9991 

425..-. 

. 9981 

235_ 

_ 11841 
























































































H 


Federal Register / Vol. 50, No. 58 / Tuesday, March 26, 1985 / Reader Aids 


Proposed Rules: 


23. 

8948 

146. 

.8710. 9796 

800.. 

—.8743 

207 . 

11880 

39. 8337-8339. 9806, 9808. 

t0973-10977.11377,11512. 

147 _ 

172.. _ 

_ 9610 

_ 9610 

660 ___ 

1304 _-. 

9 CFR 


Of 44 

-11903 


11705,11706.11891-11894 

177— 

.. 9610 


78...„.9991. 

10493. 11499 

43-„ 

_ 10144 

178 

11849 

23 CFR 


94. 

. 10752 

45. 

.10144 




319 ... 

.9788 

61 . 

. 10144 

rivyvw 

101 

0 nutvs. 

9455 

655 

— IVASUl 

10001 

327. 

. 9788 

71 . 8340, 8738. 8739. 9039. 



Proposed Rules: 

625 . 

655 _ 


Proposed Rules: 

92.— 

352..—.. 

10 CFR 

11374, 11376 
10778, 11882 

9040,9452,9453.10970. 

10979.11707 

73.9809, 11895 

IMS 

.11501 

10072, 10506 
10072. 10506 

75 __ 

Q 1 

.9453, 11896 
10144, 11292 

10444 

.8726 

— .8726 

858..—-.- 

667. 

- .6342 

__10755 


.. 

121 

629. 

. _ 11850 

24 CFR 


Ch 1 .. . 

. 11147 

133. 

135.. 


630— 

8323 11850 


1 _ _ „_ 

.8605 

10144 

10144 

631— 

9 WVV | f 1 VvV 

—_8323 

1 _ _ __ 

-9268 

Proposed Rules: 

—-- 8605 

211 —_ 

272 

..11182 

111A9 

652— 
701-. 

____8323 

_ _ -9799 

17 .. 

35 ... 

-9268 

.—.9268 

25. 

.-. 1064 


8341, 11182 

702. 

„..9799 

42™.-.. 

___9268 

50. 

11882, 11884 
.— 1064 


703 

9799 

50 .-. 

51 ... . 

- .9268 

_ _ 9268 

95_ _- 

15 CFR 

301...—. 


PiaaauH QhUi 

11 CFR 


_ 11500 

200_ 

_ _ 8341, 9285. 10247 

52 .. 

_11365 


260 _ 

_ 9810 

108.— . 

___ 9268 

100_ 

_ 9992 

Proposed Rules: 

4 4 TAG 

320— 

-_ 9810 

200.-. 

.-. 9268 

101 . 

_— 9992 

90 .——. 

— 11708 

1 AC A i 

603 . 

..... 10450 

201 _ 

- -.9268 

9007 .. 

_ 9421 

391 

lUdUl 



207..— _... 

. 11365 

9038.— . 

.-. 9421 

16 CFR 


21 CFR 


255... 

_—11365 

Proposed Rules: 

_9795 

5—.. 

.. 9423. 9424 

390.. 

_*_9268 

..10066 

13 ___ 

600__ 

9268 

2 ..—— 

1610..—_ 

11847 

10 - 

_- 8993 

3— .—— 

_—10066 

1611 

.11047. 11848 

12 __ 

13 

___8993 

8993 

811_—- 

850.. 

_—11365 

.-.11365 

12 CFR 


Proposed Rules: 

_ 11378 

14™ 

..—. — 8993 

880____ 

_9268 

3__ 

__ 10207 

259_—__ 

20_ 

_ _ _ _ 8993 

862 _—_ 

..9268 

7 

10207 

443 —. 

. 11709 

25 . . 

— 8993 

883 .. 

_ 9268 

20? ft 707 

17 CFR 


58 _ 

6993 

885 _-. 

. .9268 

205. 

. 8707 


73. - 

_ __ _ 9424 

886 . - . 

..9268 

207™ __ 

.. 10933 

1 - 

_ 11656 

184 . 

_ _ _ 8997 

888 ... 

__ 9268 


_ 8708 

10933 

140 __ 

_ 11149 

201_ 

207 _ 

.. 8993 

.... 8993 

905 .. 

960 ..—.. 

.. 9268 

.. 9269 

rid .—... 

220.. 

144 _,__ 

_ —.11149 

221 —. 

...10933 

211 ___ 

_ 11657 

211 —. 

_....__ 8993 

1710.-. 

.9268. 10942 

226. 

303 

8706 
. 11653 

239.. 

.— 9267 

225— 

_8993 

1720 .—. 

_..... 10942 

Proposed Rules: 


291 — 

_ _ _ _ _ 8993 

2700... 

__9268 

308— 

— 11653 

1 .- .. . 

.8639 

310. 

.... 8993 

3280.. 

__9268 

325......... 

11128. 11138 
10493 


.—10786 

312 

.. 8993 

3500.. 

_9268 

332.. 

32__ 

_10706 

320 _ 

.. .. 0993 

Proposed Rules: 


333. 

..._10753 

210 ___ 

—_11725 

330. 

361_ 

. . .. 8993 

885. 

__ 11903 

337. 

. .10493 

230 _ _ 

...9281, 11725 

_ 8993 

1800. . 

... 9040 


346.. 

407 . 

612__ 

701™. 

741__ 

Proposed Rules: 

202 __.._ 

207... 

220 .-. 

226..—. 

338... 


_11142 

_8606 

_11655 

-8708 

— 8708 

..-.10890 

_10972 

•.10972 

_8737 

_10784 


13CFR 

121 ..——.9995. 10495 

14 CFR 

39 _ 8319-8321, 9794, 10219. 

10934-10936,11363, 
11843 

71 . 9250. 9252, 10937-10939, 
11843-11846 

73™. . ..11364 

91— ... 9252. 9795 

97 __-. 10939 

103 . 9252 

105 ...~. 9252 

Proposed Rules: 

Ch. I . 11292 

I _ 10144 

II . .. ~ . 10444 


239_ -.11725 

240™-11725. 11896 

270 _„__11709 

275_8740. 11718 

18 CFR 

4 _ 11658 

271 . -.9997 

282_ 11848 

Proposed Rules: 

154 ---8639 

155 - 8639 

156 -8639 

157 . 8639 

225_—. 10243 

271_ 10505. 11901 

277_ 10243 

284- 8639 

410-—-9284 

19 CFR 

8....8710. 9796 

_ 9797 

...8710. 9796 
.8710. 9796 

. 8710. 9796 

8710. 9610. 9796 

8710, 9610. 9796 

. 8710. 9796 

9610 


429 

430 

431 . 
436 

440.. . 

442 .. .. 


510.. . 

520.. . 
524 . 
556 

561.. . 

573.. . 
600 
606 

610.. . 
620 . 
630.. 
640. 
660 
864 
1306 


—. 8993 

8993. 9998 
.8993 
. 9267, 9998. 10220 

-„- 10220 

_ 9998, 11690 

. 10754 


25 CFR 

Proposed Rules: 

115 ____10980 



-... 9800 

9800, 10220. 11852 

... 9800 

.—__ 10220 

.—. 8999 

... 8606 

.. ......9000 

.-. 9000 

...9000, 9800. 10941 

.. 9000 

..9000. 11365 

— 9000. 11365 

. 9000. 9800 

.. 8729 

_ 11690 

Proposed Rules: 

193 .„. 10070 

211 _ 11478 

310 . 9670. 11478 

334 .— _— _ 9678 

341 _ 9040 

357-.——. _ 9040 

561_ _ 10070. 10071 


26 CFR 
1 _ 


31- 

54.. 


.9269. 9613. 9614. 
11052-11656 

..—.9614 

___9614 


301_—.. 9614 

601 _—_-.10221 

602...10221 

Proposed Rules: 

1 . 8749, 11904 

31 . 11904 

54—. 11904 

301 ...9678, 10961 

























































































































Federal Register / Vol. 50, No. 58 / Tuesday, March 26. 1985 / Reader Aids 


17*_10496. 11692 

194 .. Z~ 

_ 8456 

195 . 

. . . 8456 

196... .... 

.... 8456 

197.. 

8456 

290 .. . Me.se.seps— 

...... 8456. 9152 

21 1,—,sens. 

.8456.9152 

213 MM.rrrmn, 

.8456, 9152 

73 \ .. 

__ 8456 

240 , -yjf- 

8456 

. 

8456 

250... 8456. 9152 

251.. 

_ 8456. 9152 

2 S 2 .. 

.8456.9152 

28 CFR 


0 _-aflSL 

.8606. 8607 

42.,... 

. 8608 

PropoMd Rules: 


18, ... 

___11905 

31 .n-ee....«.. 

. . .9679 

32 

. 10982 

29 CFR 


20 —... 

. 8608 

1801. 

.8608 

1910..—. . . 

... .9800 

2510__ 

.10075 

X 1 Q.. 

10498 

30 CFR 


47... 11642 

58.. . — 11502 

57.. . __ 11502 

913 . 9620 

917 0608 

935 __ 10757 

936 . 10759 

Proposed Rule*. 

Ch I __ 11644 

56 _ 11638 

57 . — 11638 

904 . 9286 

914 _ 10791 

916_ 11735 

920. 9679 

931_ 10792 

943. 9287 

946..£__ 10793 

950. 9680 

31 CFR 

51-_ 8610. 8612 

32 CFR 

107- 11693 

199. 8729 

518..„.— 11857 

706-_ 11503 

721. ..,.9000 

724_ 10943 

Proposed Rules: 

97-—. 10248 


33 CFR 



... 8612. 9426 

>57_._ 11622 

160 -- 8612. 9426. 11503 

'65 —___ 9426. 11695 

<01 ■ . 10962 

Proposed Ruin: 

’00 .. 9681 

3*0. ____ —.8640 


117 _ 

140 . 

,_9288, 9289, 10250. 
10251.11382.11736 
..9290. 10252 

141 . 

.9290, 10252 

142. 

™_9290, 10252 

143. 

,.*_9290, 10252 

144. 

_9290. 10252 

146 .. 

.9290. 10252 

..9290. 10252 

166_ 

...... 9682 


183_—_-.11383 


34 CFR 


76. , | in 11111111, m n'n it - 

.. 9960 

251 .™ 

252 __ 

. 10924 

_ 10924 

253 .... 

10924 

263...... 

.10924 

369. 

_9960 

370 ___ 

.9960 

690___,__ 

_10710 

745. 

.. 11630 

Proposed Rules: 

251 . 

_11513 

324__ 

700..._. 

.see. 1 1356 

_ 9970 

701 .... 

_9970 

702.„.... 

.9970 

703 ___ 

_9970 

709 . 

710 _..._ 

.9970 

. 9970 

716... 

. 9970 

718 ._... 

.9970 

720.. 

.9970 

795. . . 

.9970 

36 CFR 


Proposed Rules: 

223 ___ 

8344. 9302 

1154. 

. 9686 


37 CFR 

Ch. IV.— _____..9801 

1 _-_—_ 9368. 11366 

201 _ 9270. 11366 

Proposed Rules: 

308 . 10989 


38 CFR 

21 ___ 

..9621 

Proposed Rules: 

___9811 

39 CFR 


111___ 

...9622. 11151 

601 MHS.MM..M..M..MI 

.. 9015 

Proposed Rules: 

111.™_ 8345. 9051, 10991 


40 CFR 

52.. . 8614, 8616. 10004. 10005. 

10964,11859 

60 ..8323. 8324, 8620. 9578. 

61 _8620. 10764-10766 

62 .. .-_ 9627- 

60. —..-. 9386 

81 . 11503, 

10761-10765.11860 
66 . 10606 

180.. . .. 10006-10008 

228. 9273. 10009 

271 „_—. 9427. 11858 

600. -. 10606 

712 _-. 11695 

716. ... 11697 

775 ___ 8621 


Proposed Rules: 

51.... 9456. 9694. 11737. 11738 

52 . 6346. 8749. 8751. 9052. 

9694.10076.10794. 10796. 

11163.11738 

58 . 9538 

60 .. 9055. 9057 

65 .. 11908 

00 _ 9400 

81—8751.9694. 10797. 11183 

88 _ 9204. 11515. 11739 

110 . 9776 

122 _ 9362 

180 . 10077-10085. 11184 

220 __ 10252 

227 . -10252 

228 . 10252 

234 . 10252 

260 ..._ 11068 

264 . 11060,11740 

265 -.—. 11068 

270- . 11068 

271 . 11186 

305 ...-__ 9586 

306 _ 9593 

421 . 10918 

464 _ 11187 

710— _ 9944 

721 _ _11384. 11391 

41 CFR 

Ch. 101— ...- 8622 

101-20 .-. 10229 

Ch 201 _ 11861 

Proposed Rules: 

Ch. 201 .—.— 10252 

105-64 ...„... 8641 

42 CFR 

124 . 10796 

435. —.. 10013 

436 _ 10013 

440 .—_ 10013 

441 . 10013 

Proposed Rides. 

431 _ 10450 

435 ... 10450. 10992 

438 ___ 10992 

43 CFR 

4 .-___ 8325 

3400..—_ 8626 

3410 _ 8626 

3420 ..-. 6626 

3430 ..—. 8626 

3450-...—... 8626 

3460 ..—. 6626 

3470—. 8626 

Public Lend Orders: 

2634 (Amended by 

PtO 6595) _ 11505 

3512 (Amended by 

PtO 6596) . 11366 

3923 (Corrected by 

PtO 6594) . 11505 

6141 (Corrected by 

PtO 6593) . 11505 

6459 (Corrected by 
PLO 6589) . 9428 

6588 _ 9279 

6589 —. 9428 

6590 . 10766 

6591 . 10965 

6592 _-. 10966 

6593 .-.. 11505 

6594 _ 11505 


iii 


6595 . .. -11505 

6596. .-.. 11366 

6597 ... 11865 

Proposed Ruler. 

4 .— 10996 

418.™ .i__ 11515 

1600 _ 10086 

2800—. 10998 

2880 _ ...10998 

3140 ..— 10998 

3160 . 11517 

3400 _ 10508 

3420 . 10508. 10510 

3460 -. 10508 

4100 .-.- 9698 

44 CFR 

64 __ 10229. 10767 

205 .-. 9628 

Proposed Rules: 

67 _—. 10253, 10256 

45 CFR 

205 _-_ 11698 

Proposed Rules 

205 . 10450 

206 .—.- 10450 

232. —. 10450 

1206 _ 10998 

1601— .. 11518 

1622 .;_ 11740 

46 CFR 

50 __-... 9428 

52 .- 9428 

53— _ 9428 

54. .... 9428 

55 ____ 9430 

56 .—.-. 9430 

57 . 9430 

58 _ 9428 

59 . —__-_ 9430 

60 __-_ 9430 

61 _-___ 9430 

62 . 9430 

63. ....—. 9428 

64 __-_-_—_... 9430 

153. . 8730 

154 .-_ 8730 

162 . 9428 

298 . 9437 

550 .-_ 10966 

580 ..- 10966 

Proposed Rules: 

Ch IV . 10807 

50 . 11397 

56 ..— 11397. 11741 

58 .—_ 11741 

69 . 10803 

107 . 11741 

100 . 11741 

109 .—. —.11741 

111 .-. -11741 

154 .-.— 10264 

174 . 11741 

298.—.9456, 11397 

572.-.. 10610 

47 CFR 

Ch. 1 __ 8627. 9016 

0 . 9632 

1 .11151,11161 

21 ___ 11161 

22 .-_ 10029. 11505 

42. ___— 11161 




















































































































iv 


Federal Register / Vol. 50. No. 58 / Tuesday. March 26, 1985 / Reader Aids 


43- 11161 

64 9033 

69 —. 9633 

73 . 8325-6335. 8628. 6634, 

9033-9035.9804. 10768 

74 ._. 9035 

81.——.11699 

83-—-11699 

87.**,...11699 

90.„..10231. 11699 

94 .10231. 11699. 11865 

95 .„.—.11699 

97- 10771. 11699 


Proposed Rule*: 

Ch. I. —____ 9462. 

1 . 10814, 11402. 

2 - 9059. 9060. 9292. 

15- - 9059. 

21 ... 

22 .— 9059. 11519. 

25 . 9059. 

42— .J 

43 .. 

64 . 9060. 

73 . 8347. 9060-9074, 

10817.11000.11188. 

76 _ 9076. 10274. 

83- .. 

90 . 9059. 9060. 9293. 

97 . 8348, 10087. 

100 .. 


10274 
11909 
11000 . 
11743 
11743 
11402 
11743 
11743 
11909 
11909 
10510 

, 9804 , 

11190 
11406 
11100 . 

11191 
10086 
10821 , 

11743 

10275 

11744 


48 CFR 


Ch. 1 -... 10233 

Ch 5 . -10036 

Ch 29 8914 

1801 ... 11866 

1803 .-. 11866 

1804 - 11666 

1805 .—I... 11866 

1807..- . 11666 

1809 . 11866 

1810 .—. 11866 

1813 —.11866 

1814 .——. 11866 

1815 - 11866 

1816 ___ —.11866 

1817— . 11866 

1819 . 11866 

1827 . 11866 

1831 . 11866 


1832 - 11866 

1836 - 11866 

1837 - 11866 

1852 - 11866 

1853 -—_ 11866 


Propofttd Rule*: 

Ch. 5 .—. 9293 . ngio 

14 -—- 11522 

31... --- 8752 

36 ---—-_ 10516 

52 -- 11522. 11523 

533 ... 10276 


49 CFR 


1 --- 9036 

25.... 8955 

107 ._-- 10060 

172 -——.— 11048 . 11700 

173 - 8635 . 11048 . 11700 

174 —-—.— 11048 

176 -—-- 11048 

177 —. . 11048 


178 - 11048. 11700 

179— . 11048. 11700 

533 .—.. 11162 

555. ___— 10771 

571.„ ...10772. 10968. 11506 

574 _ 10772 

830 - 11165 

1033 .—- 11366. 11368 

1048 -—-- 10233 

1135 - 10969 

1152 . 8566 

1220 .-. 10774 

Proposed Rules: 

25 .—...—. 6987 

172. - 10088 

173. --- 10088 

192.— - 10088 

195. .—. 10088 

215. -- 9293, 9977 

571 —. 9294. 11209, 11213 

830 - 11214 

192.. .. _ ,11921 

195_ —11921 

1171. . 9298. 10822 

50 CFR 

21 - 8636 

91 . .9279 

611 - 8335 

641 . 11166 

651 - 8735 

652- .— 11166 

655- . —. 10499 

671 - 6348. 10233 

672 . .— 10234, 11368 

675 -—.—. 11369 

Proposed Rules: 

17. . .9063-9095. 9300. 10276 

20.. — .—. 10278 

28 - 9300 

33 - 8752 

285 ---— 11215 

663 . 10290 

677——. - 8348 


LIST OF PUBLIC LAWS 

Note: No public bills which 
havo become law wero 
received by the Office of the 
Federal Register for inclusion 

m today's List of Public 

Laws. 

Last List March 20. ISflS 





































































































































I 




















. 




















































Slip Laws 


Subscriptions Now Being Accepted 


99th Congress, 1st Session, 1985 


Separate pnnts of Public Laws, published immediately after 
ehactment, with marginal annotations, legislative history 
references, and future Statutes volume page numbers. 

Subscnption Price $104.00 per session 

(Individual laws also may be purchased from the Superintendent of 
Documents. Government Printing Office. Washington. D C, 20402 
Prices vary See Reminder Section of the Federal Register 
for announcements of newly enacted laws and prices). 


SUBSCRIPTION ORDER FORM 

ENTER MY SUBSCRIPTION TO PUBLIC LAWS |P9601 -File Cod* !L| 

□ $104.00 Domestic. □ $130.00 Foreign. 


MAIL ORDER FORM TO 
Supenmandw* ot Documents 
Govemm#m PnnOng Oftvc* 
Washington. 0 C 20402 


D CNdOtto nMf 

oecnarAtAaif roiuKAN 
TTNOtm Of OOC4JMFNTS | 

□ OMMM lOIVHFO 

»l I I I I I I I I I 


MasterCard and 
VISA accepted. 


r-1 


Us L ' IlUi.!, 11 1 111 1 1111 1 IIJ-LUJJ 
1 111 1 111111 1111 11 1 11 1 111 
1 1II111111.111111111111111 

4 STAIt 1+ COOC 

I I I I I I I I I I I I II I I M I | | | | | M I I 


II1111 111111111111111111111111 

PLEASE PRINT OR TYPE 


Credit Card* Ordart Only 

Total charges!_ 

Fill tn the boxes beta* 
Credit 


• T< 


1111111111111111111 


CwdNo I I I I 1 I I I I I | | | | | | | | | | | 
I I 


Expiration Date 
Monih/Yeer 


0*9* odrt be to top Tto fted to CiPO Oder 
«MA*(20h r*3 y?M Irom 100 m lo 4 00 p to 
•*»**"*• Monday Frxtoy (e.ceot hetoto,41 * 




























































